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TODAY: Cloudy with showers likely; 
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County Revision In State 
Aid Means $450,000 Loss 


Cook County’s proposed revision of the 
state aid formula will mean a $450,000 
loss to Schaumburg Township School 
Dist. 54, said Marvin Lapicola, business 
manager. 


“ If the suit filed by Cook County Asses­ 
sor P. J. Cullerton against Gov. Richard 
Ogilvie for intentional fraudulent and il­ 
legal computation of the state multiplier 
used in Cook County assessments is won, 
we lose,” Lapicola said. 
He explained Cook County’s equal­ 
ization factor of 1.59 is higher than the 
1.43 downstate equalization factor. “If 
the courts rule that the factor should be 
1.43 throughout the state Dist. 54 would 


probably lose $29 million in equalized as­ 
sessed valuation,” he said. 
“THIS LOSS OF equalized valuation 
means we will get about $250,000 more in 
state aid.” 


“However the loss of equalized 
as­ 
sessed valuation also means this district 
would definitely lose about $700,000 of in­ 
come through taxes,” Lapicola said. 
“What happens is we get $250,000 more, 
they take away $700,000 and we end up 
with a $450,000 loss,” he said. 
State aid distribution is set by a for­ 
mula based in part on a school district’s 
wealth or assessed valuation of property. 
In order to compensate for discrepancies 


in county assessment practices, the for­ 
mula includes an equalizer. The equal­ 
izer multiplied by the assessments sets 
an equalized assessed valuation used in 
state aid computation. 


Lapicola added equalized assessment 
figures are used not only to compute 
state aid but also a district’s tax collec­ 
tion and bonding power. If the equalizer 
were dropped the district’s power to sell 
bonds or borrow money decreases. 
“We agree that a better method of as­ 
sessment and taxation must be found but 
it’s got to be through legislation not 
backtracking through law suits,” said 
Lapicola. 


Convention With Conservative Flavor 


by BOB LAHEY 


MIAMI BEACH - If there is a typical 
delegate at this gathering of the Republi­ 
can Party, it might well be Bernard Pe­ 
dersen, GOP committeeman of Palatine 
Township. 
Pedersen describes himself 
without 
apology as a conservative — a label that 
for some years during the days of civil 
rights demonstrations and Kennedy Cam­ 
elot took on a somewhat derogatory con­ 
notation — and he appears very much in 
tune with the majority sentiment of his 
party’s 1972 convention. 
The conservative flavor of this con­ 
vention, and of the Illinois delegation, 
was clearly in evidence Tuesday when a 
liberally oriented plan for future selec­ 
tion of delegates to the convention was 
soundly defeated. 
Pedersen was among 'the 50 Illinois 
delegates who voted against a plan that 
many observers viewed as a vehicle that 
would aid Sen. Charles H. Percy in a 
1976 bid for the presidential nomination. 


Percy was able to attract only eight 
votes from the Illinois delegation for a 
plan that would have favored his state 
and other large industrial states at the 
expense of the smaller, rural states of 
the Southern and Western areas of the 
nation. 


PEDERSEN EXPLAINED the senti­ 
ment behind the vote that defeated the 
Percy plan: 
“The Eastern states of the country 
controlled the selection of presidential 
candidates until 1960, and there is consid­ 
erable feeling among the delegates that 
the Eastern states are trying to get their 
control back.” 


Pedersen recalled the 1952 convention 
in which the Midwestern and Western 
states were strongly in favor of the nomi­ 
nation of Ohio Sen. Robert A. Taft, but 
were unable to overcome sentiment of 
the so-called Eastern Establishment for 
Gen. Dwight D. Eisenhower. 


There is considerable sentiment here, 
as expressed from the convention po­ 
dium by Gov. Ronald Reagan of Califor­ 
nia, that the smaller states be granted a 
certain minimum representation and that 
the population base embodied in the Per­ 
cy plan not be made absolute. 


As Pedersen explained it, “I don’t be­ 
lieve that the Constitution originally was 
emphatically designed to adhere to the 
one-man, one-vote philosophy.” 


Pedersen shares the view, which ap­ 
pears dominant here, that regional inter­ 
ests have at least as much right to in­ 
fluence in the selection of the presiden­ 
tial nominee as <io the personal senti­ 
ments of the delegates. 


WHILE PEDERSEN and an over- 


* 
J 
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Kids 
Need Loving 
And A Chance 


GROWING 
OLDER 
gracefully, 
■See Suburban Living ^rs- ^aryJohnson feels fort“n*te to 
” 
have her own apartment in Hoffman 
Estates, though she says most senior 


citizens in the area could use dis­ 
counts on goods and services to 
stretch their social security dollars. 


MSD Sues 
To Halt Lake 
Water Usage 


by ROGER CAPETTINI 


The Metropolitan Sanitary District has 
filed suit in Cook County Circuit Court to 
prevent the diversion of drinking water 
from U k e Michigan to Northwest subur­ 
ban communities. 
The suit, filed Tuesday, seeks an in­ 
junction, a declaratory judgment and an 
administrative review of the allocation of 
lake water made July 21 by the state. 
The mere filing of the suit can endan­ 
ger the efforts of the local communities 
— Des Plaines, Arlington Heights, Mount 
Prospect and Palatine — to develop a 
new source of drinking water, according 
to Robert Teepe, chairman of DAMP. 
DAMP 
is 
the 
water 
commission 
serving the four communities. Also af­ 
fected by the lawsuit are Elmhurst, Villa 
Park, and Lombard, which make up the 
Tree Towns Water Commission. DAMP 
and Tree Towns tentatively have agreed 
to cooperate in the multi-million-dollar 
water diversion project. 
A SPOKESMAN FOR the MSD said 
yesterday the district feels the state’s al­ 
location of water is in conflict with a 
U.S. Supreme Court order of 1967. 
At that time the high court ruled 
against six states and gave Illinois per­ 
mission to divert a total of 3,200 cubic 
feet per second (cfps) from the lake. The 
court designated the state Department of 
Transportation the responsibility of allo­ 
cating that water equitably. 
MSD Pres. John Egan said yesterday 
he believes the state agency, through its 
Division of Waterways, “acted arbi­ 
trarily and capriciously in making the al­ 
location.” 
The state has allocated 34.8 cfps to 
DAMP for 1975, with an increase to 42.5 
by 1980. Tree towns was granted 56 
cfps for 1975 and 70.8 for 1980. 
Of the maximum allowable diversion 
of 3,200 cfps for the entire state, the MSD 
currently is diverting about 1,100, which 
are used primarily to “flush” sewage 
down the Chicago River. 
THE MSD FEELS the allocations to. 
the seven communities is improper be- 


(Continued on page 3), 


Exp ensive Road Of Living In Northwest Area 
Suburbs No Haven For The Elderly1, 


Correction 


BERNIE PEDERSEN 


For the past week, the Herald has mis­ 
takenly reported that the Powers Con­ 
struction Co. of Elmhurst was charged 
with criminal management of property 
in connection with the rental of a farm­ 
house and several other buildings 
on 
west Bode Road in Hoffman Estates to a 
large family. 
The charges were made against the 
Tower Construction Co., 5309 W. Touhy 
Ave., Skokie. The firm is the builder of 
the Interlude Apartments, 800 Bode Rd., 
Hoffman Estates. 
Powers Construction Co. is not con­ 
nected with the project or the rental 
property in any way. 
The Herald regrets the error. 


by MARY HUTCHINGS 
Growing old, men wear the bottoms of 
their trousers rolled, and tread lightly 
over the expensive road of living in the 
Northwest suburban area. 
In a suburb where “children under 12 
are admitted free,” senior citizens who 
live alone often find it hard to make ends 
meet. 
Senior citizens in other metropolitan 
areas sometimes are the special custom­ 
ers of merchants who offer discounts on 
d r u g s , 
cosmetics, 
haircuts, 
trans­ 
portation services, food and clothing bills 
as well as entertainment. 
While Store Mgr. Nick Flocco of Sny­ 
der Drugs in the Golf-Rose 
Shopping 
Center says, “this isn’t exactly geriatric 
haven,” he touches on two of the prob­ 
lems of being over 65 in a suburb geared 


to the under-25 set. 
BECAUSE THE 1970 census lists only 
666 persons in Hoffman Estates and 
Schaumburg over 65, their presence is 
obscured and often ignored. There are 
very few discounts available to them, 
and without a bus system, transportation 
is difficult at best. 
A haven the area is not, but at least 
two discounts are available from local 
entrepreneurs — the Schaumburg Village 
Cab Co. and Woodfield Theater. 
“If a senior citizen asks for a discount, 
we usually offer IO per cent on short or­ 
ders and 15 per cent on rides of about 
$4,” 
said 
Mrs. 
Mickey 
Mandel 
of 
Schaumburg Cab. The company also 
gives discounts on steady and group or­ 
ders. 
Matinees are open to the medi-care set 


until 3:30 p.m. Monday through Friday 
for $1 instead of the usual $2 at the 
Woodfield Theater. 
No area drug stores, however, have 
special programs for the elderly. “If 
there were a large group of senior citi­ 
zens out here — say 300 or so — we 
might consider it, because it would open 
up another market area,” said Cliff 
Skarr 
of 
Town 
Square 
Pharmacy, 
Schaumburg. He did not realize the num­ 
ber of senior citizens is twice 300 and 
more. Since most of the older folks in the 
area live with their children, Skarr said, 
the bills are paid by the younger clien­ 
tele. 
“The elderly can’t afford to live here 
on social security checks,” he adds. 
MRS. WILLIAM PETERS said that 
though her husband has a job several 


days a week, “It’s kind of hard to man­ 
age everything. Everything is so high. 
Even if you have a little saving, it all 
goes.” 
Mrs. Myrtle Anderson, 75, of Hoffman 
Estates, sees the problem in another 
way. She said most of her widow friends 
“have no insurance, since they got m ar­ 
ried and kept house.” 


An apartment of her own in Hoffman 
Estates is a luxury for Mrs. Mary John­ 
son, who moved here from Brooklyn to 
be near her son. She realizes, however, 
that “most individuals can’t afford to 
maintain their own home or apartment.” 
She would like to see drug stores offer 
discounts, since she said, “almost every­ 
body I know uses medication of some 


(Continued on page IO) 


This Morning In Brief 


The State 
Mayor Richard J. Daley of Chicago, 
meeting for the first time with Sen. 
George S. McGovern since the Demo­ 
cratic National Convention, pledged his 
organization’s support for the entire par­ 
ty ticket and predicted McGovern would 
carry Illinois . . . Earlier, McGovern de­ 
fended his proposed $30 billion cut in de­ 
fense spending at the national convention 
of the American Legion in Chicago. 
„ 
* 
* 
* • 


A woman survivor of a 1969 police raid 
on a Black Panther apartment testified 
she did not handle any weapons when 
police stormed into the apartment but 
acknowledged seeing guns in the apart­ 
ment. 
• 
* 
* 


Sen. Adlai Stevenson III, D-Ill., began 
a tour of 16 Downstate counties to “ make 
sure they are not shortchanged” in feder­ 
al funds. 


The Nation 
As more than 7,000 police and federal 
troops stood ready to insure that antiwar 
demonstrators could not block traffic to 
the Miami Beach Convention Hall, Presi­ 
dent Nixon accepted his party’s renomi­ 
nation and disclosed a second-term plan 
for a world of peace — but without any 
bombshell announcement on the Vietnam 
War. 
* 
• 
* 


A single shot by an FBI agent killed a 
gunman about to board a plane with a 
homosexual accomplice and ended a bi­ 
zarre 15^2-hour siege including the rob­ 
bery of a Brooklyn bank of $29,000 and 
the taking of nine employes hostage. 
• 
* 
• 


An investigator has been sent to Miami 
Beach to obtain more information from 
former Commerce Sec. Maurice Stans 
for the General Accounting Office audit 
of campaign spending . . . The GAO had 


delayed the release of the audit, which 
was sparked by the attempt of five men 
to bug the Democratic National Com­ 
mittee headquarters June 17. 


The W ar 


S o u t h Vietnamese fighter-bombers 
pounced on Communist tanks clashing 
with Saigon marines outside Quang Tri 
citadel and knocked out five of the ar­ 
mored vehicles . . . U.S. jets flew the 
highest number 
of strikes in three 
months over Communist threats in north­ 
ern South Vietnam. 


The Market 


The 
stock 
market 
plodded 
along 
aimlessly, closing mixed to slightly lower 
in fairly active New York Stock Ex­ 
change trading. The Dow Jones industri­ 
al average lost 3.16 to 970.35 after match­ 
ing the year’s high Tuesday. The aver­ 
age price of a NYSE common share de­ 
creased by 5 cents. Advances led de­ 
clines, 782 to 662, while turnover totaled 
18,670,000 shares, up slightly from Tues­ 
day’s 18,560,000. Prices declined in mod­ 


erate trading on the American Stock Ex­ 
change. 


The World 


Bobby Fischer, capitalizing on a Boris 
Spassky blunder that enabled him to in­ 
voke a rule against an opponent repeat­ 
ing the same move three times, claimed 
a draw in the 17th game of the world 
championship chess match at Reykjavik, 
Iceland. Fischer now needs only 2V2 
points to become world champion. 


* 
* 
* 


Lord Michael Killanin of Ireland, 58, 
was named president of the International 
Olympic Committee, succeeding 84-year- 
old Avery Brundage, the often crusty and 
unbending American millionaire who has 
ruled the amateur sports body since 1952. 
Brundage steps down at the conclusion of 
this year’s Olympic Games, which start 
Saturday. 
Sports 


American League 
WHITE SOX 5, New York 2 
National League 
Houston 7, New York 4 


The Weather 
Temperatures from around the nation : 
High Low 
Atlanta ------- 
—..... 
84 
68 
Boston ...............-................- .....................88 
65 
Denver .—— 
81 
52 
Houston ------ 
v_......... 94 
80 
Indianapolis ----------------- 
83 
68 
Kansas City 
81 
67 
Los Angeles ---------------------------------- 102 
70 
Miami Beach 
88 
78 
Minn.-St. Paul -------------------- 
70 
52 
New Orleans ------------------------ 
93 
71 
New York -------------------------------------- 86 
65 
Phoenix ............................ 
....109 
76 
Pittsburgh ------------------------ 
88 
69 
St. Louis ----------- 
86 
70 
Salt Lake City —------------------------.---- 93 
70 
San Francisco 
71 
56 
Seattle 
74 
56 
Washington ----------------------------- 
M 
70 


On The Inside 


Bridge ------------ ------------- 
Business ................-........— 
Comics -------------------------- 
Collecting Coins . 
Crossword - 
Editorials .... 
Horoscope — 
Movies 
Obituaries ------- 
Real Estate ---- 
Sports . 
Today on T V __ 
Womens ---------- 
Want Ads — 


Section I 
Thursday, August 24, 1972 
THE HERALD 
Teachers9 Mood Startles Leaders 


aA'Ar 


by WAND AL YN RICE 


As the meeting of High School Dist. 211 
teachers broke up Tuesday night, one of­ 
ficial of the teachers’ bargaining associ­ 
ation looked at a companion and said, “I 
underestimated the membership. I really 
didn’t expect this tonight.” 


The sentiment was repeated over and 
over by association officials as the teach­ 
ers left after giving their bargainers 
overwhelming support in their contract 
dispute with the district’s board of edu­ 
cation. 


“I really thought we were beating our 
heads against the wall with no support,” 
Association Pres. Doug Verdonck, said. 
“I don’t quite believe this.” 
The teachers, 235 of the 380 association 
members in the district, had braved the 
unair-conditioned meeting room at the 
Palatine Fire Hall to demonstrate their 
desire to have guarantees on “working 
conditions” placed in their 1972-73 con­ 
tract. 


THE NEGOTIATING team for the 
Dist. 211 Education Association has been 
bargaining with the board for five 
months without reaching any agree­ 
ments. The major issue has been associ­ 
ation demands that guarantees on class 
size, teacher evaluation and assign­ 
ments, curriculum planning and other 
“working conditions” be included in the 
new contract. 
As the meeting started, members of 
the bargaining team began methodically 
explaining the process that had led them 
to the meeting. 
“Last fall we sent you a questionnaire 


to determine your priorities,” Ron Av­ 
ery, head of the negotiations team, said. 
“The top 15 items included assignments, 
class size, curriculum planning and eli­ 
mination 
of 
noninstructional 
assign­ 
ments. These are the things you asked us 
to negotiate and these are the very 
things we are hung up on at this mo­ 
ment.” 


The board, Avery charged, has recused 
for the past several years to discuss 
working conditions and is now offering to 
set up joint administration-association 
committees to study problems brought 
up in the talks. 


“The way they take care of working 
conditions is to have us study them,” Av­ 
ery continued. “We think it’s a good idea 
to work things out in committees, but we 
want some of these things in the con­ 
tract.” 
i 
DAVID TOMCHEK, local representa­ 
tive of the Illinois Education Association 
(IEA), and Joe Pasteris, IEA state presi­ 
dent, also were on hand. Tomchek urged 
the group to hold out for guarantees on 
working conditions in contract language 
because it would be legally binding on 
the board. 
“I was talking the other day to the rep­ 
resentatives of the custodians in Dist. 
211. The board of education has appar­ 
ently seen fit to enter into negotiations 
on working conditions with the custo­ 
dians this year, but not with the teach­ 
ers,” he said. 


Pasteris, a burly man from DeKalb, 
assured the teachers they were not 
alone. “I was in Elgin with their teach- 


I Seger Mum On Teacher Vote 


• 
Robert Seger, chairman of the High 
School Dist. 211 board negotiating team, 
• said yesterday he could not react to the 
J teachers’ vote to support their negotia- 
£ tors until he could talk to the whole 
j board. 
J 
Seger said he expects the board to dis- 
* cuss all developments in negotiations in 
I a closed session at its regular meeting 
Z today at 8 p.m. in the administration 
J building, 1750 S. Roselle Rd., Palatine. 
j 
At the meeting, the board will also 
J take up a long routine agenda which in- 
* eludes discussion of the tax levy for the 
- coming year, increases in student lunch 


prices and a proposal to change the 
grading system in the district’s music 
classes. 


Also today, the district’s four schools 
will be open to allow teachers to prepare 
for the official opening of school. District 
officials said that although teachers are 
not required to be in school today, 75 to 
80 per cent of the teachers have been on 
hand in past years the day before school 
opens. 
Friday will be the first official day of 
work for the teachers. Students are 
scheduled to return to classes for the 
year an Monday. 
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ers last night,” he said. “And this is like 
an instant replay even though they have 
a better contract than you have.” 
He added, “What you are asking for 
are definitely items that affect the quali­ 
ty of education. We’re faced with two al­ 
ternatives in a situation like we have 
here. Either you take what is offered or 
you do something about it. That’s a deci­ 
sion you have to make and no one else 
can make it for you.” 
F O L L O WI N G THE speeches, the 
teachers set about deciding whether to 
take the board’s offer or “do some­ 
thing.” One asked, “Why do we distrust 
the board? Their policy has worked 
well.” The statement was greeted with 
loud groans. 
The division in the hall became clear 
when John Carlson, a teacher from Pala­ 
tine High School spoke. “I’m concerned 
about working conditions, but maybe 
we’re cutting ourselves off if we say we 
want it in the contract or nothing,” he 
said. “We have to ask the question of 
whether we have faith in the board.” 


The statement drew a smattering of 
applause, but the majority was clearly 
not willing to trust the board. 
The split held up as the voting began. 
No dissent was heard to a motion to sup­ 
port the negotiating team. A gray-haired 
teacher stood up and said, “I’ve been 
teaching for 22 years. I love this profes­ 
sion and I have complete confidence in 
the men on the rostrum to negotiate for 
us.” 
SILENCE FELL over the room mo­ 
ments later, however, when Lowell John­ 
son, a teacher from Fremd High School 
and member of the association’s execu­ 
tive board, offered his motion. 
“ I move,” Johnson said, “that we with­ 
draw our services from Dist. 211 on Aug. 
25 and not restore them until the negotia­ 
tions committee feels they can reach a 
tentative agreement with the board.” 
Tension filled the room. The motion 
meant a strike. 


A second motion was quickly made to 
table the move to strike “for the time 
being.” With relief, the teachers passed 
it quickly. They were not yet ready to 
strike. 
THE MEETING quickly bogged down 
in parliamentary procedures. Motions 
and counter-motions flew around the 
hall. Tempers flared. 
The group voted to accept guarantees 
on working conditions “only in contract 
language.” Someone protested that the 
word “only” made the position a “non­ 
negotiable” demand. A motion to soften 
the language failed. 


“We’ve got to go to the board full guns 
and then if we still can’t negotiate we 
can decide whether we want to strike,” 
one teacher argued during the discussion 
of whether to include “only” on the mo­ 
tion on working conditions. 
Bargaining team 
member 
George 
Stewart stepped forward. “I think people 
are getting scared that if we take a stand 
it will mean a strike,” he said. “There 
are a lot of things we can do without 
striking — use your imagination.” The 
crowd laughed. 
Finally teacher Bill Patterson, chair­ 
man of the association crisis committee, 
handed out questionnaires asking the 
teachers if they would be willing to hold 
“coffees to explain issues, picket or hand 
out flyers. What lengths are you willing 
to go to to support the negotiations 
team?” he asked. 
THE TEACHERS wrote busily, filling 
the back of the questionnaires with com­ 
ments and specific complaints against 
board policy. 
Finally, as they prepared to go home, 
Patterson asked the teachers to attend 
another meeting. “We want a very large 
number of people to attend the school 
board meeting at 8 p.m. Thursday,” he 
said. “I think if we can get a lot of 
people there, it will add weight to what 
the negotiation team says.” 
Large numbers nodded in agreement. 
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against the MSD. He explained that with 
the allocation in question, the two water 
commissions may have difficulty in ob­ 
taining interim financing for detailed en­ 
gineering drawings and that they could 
not attempt to sell bonds with the suit 
pending. 


Thursday, Aug. 24 


—Hoffman Estates Public Works com­ 
mittee, 7 p.m., Hoffman Estates Mu­ 
nicipal Building, 1200 N. Gannon Dr., 
Hoffman Estates. 
—Schaumburg Park District, 8:30 p.m., 
M e i n e k e Community Center, 220 
Weathersfield Way, Schaumburg. 
—Social meeting, American Association 
of Retired Persons, Chapter 545, 7:30 
p.m., Vogelei Barn, 650 W. Higgins 
Rd., Hoffman Estates. 
—Schaumburg Township-Hanover Park 
United Fund, 8 p.m., Christ the King 
Lutheran Church, 
Schaumburg 
and 
Walnut roads, Schaumburg. 


(Continued from page I) 


cause it diminishes the amount of water 
the district is allowed to divert. 
Egan criticized the allocations on the 
ground that the communities will not 
make use of the water until after 1975. 
He added, “It creates an added burden 
for the district’s water pollution abate­ 
ment program, which is second to none.” 


Vincent Flood, attorney for the MSD, 
admitted the use of lake water for drink­ 
ing purposes “is a higher use” than that 
of the MSD, but said, “Our allocation 
would be reduced without the commu­ 
nities using the allocations for a long pe­ 
riod of time.” 


However, according to an allocation 
schedule released in July by the state, 
the MSD’s allocation will remain at 1,100 
cfps until 1980, when it will be allowed 
1,000 cfps. 
John Guillou, chief engineer for the di­ 
vision of waterways, has stated pre­ 
viously that the MSD should seek other 
methods of satisfying the oxygen needs 
to prevent water pollution from sewage. 
He has maintained that by 1980 the MSD 
r ' uld not need as much water. 


:eepe said the legal action could hold 
up the efforts of D A M P and Tree 
towns, even if the court eventually rules 


Community Council 
J 
Funds Go To *V 


The remaining bankroll of the now- 
defunct Community Council of Schaum­ 
burg Township will be donated to the 
Twinbrook YMCA, past president Sig 
Thorsen announced recently. 
The Community Council operated for a 
year and a half almost IO years ago and 
was instrumental 
in establishing 
the 
United Fund here. 


Its members were representatives of 
social and civic organizations. Marilyn 
Adams of Schaumburg and Thorsen are 
the only members of the original 30 now 
living in the area, and were the only ones 
authorized to r gn checks, Thorsen said. 
The check *ur $91.74 will be given to 
director Bob Williams for use in the com­ 
munity, Thorsen said. 


Friday, Aug. 25 


—Meet John Kelly, Democratic candi­ 
date for Illinois State Representative, 
7:30 p.m., at the home of Jack Halpin, 
111 Brixham Pl., Schaumburg. 
—Schaumburg Rotary Club, 12:15 p m., 
Holiday Inn, Rolling Meadows. 
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OFFICE IS A S CLO SE 
TO YOU A S Y O U R 
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BLATZ BEER 
Home Delivery 
394-0110 
6 Pack 
12 oz. Bottles 


Want Ads 
394-3400 


• 
Sports & Bulletins 
394-1700 
ANTIQUE 


BOURBON 
I 
*/i Gal. 
m 
-SS I 


BOLLA 
Val Policella i 
Sandpipper 
Extra Dry 
Other Departments 
394-3300 
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CHECKING TIMES AFTER a trial or this weekend's 
Schaumburg Jaycees swim meet are competitors Terri 
Brandenburg (sitting) and Chris Lau. Mee director Bob 


Sku pien is recording practice times for the second 
nual meet. 


p e p si 
8 Pock 
12 oz. 
CANFIELD POP 
I 2 oz. Cans 
All Flavors 
Reg. & Diet 


Several hundred swimmers will be hit­ 
ting the water Saturday in hopes of win­ 
ning awards and ribbons in the Schaum­ 
burg Jaycees’ second annual swim meet 
at IO a.m. at the Atcher Pool, 700 S. 
Springinsguth Rd. 


^Sixty individual and relay events are 
planned for the meet which is open to 
youngsters of all ages. Ribbons will be 


awarded to winners finishing in first 
through fifth places. 


Registration for the event may be 
made by contacting Bob Skupien at 529- 
6594. 
Swimmers may compete in the 25-yard 
free-style, back stroke, 
breast 
stroke, 
and butterfly events. Two different age 
groups, for eight-year-olds and younger 


and nine and older, will be offered. 
The same events will be offered at 50- 
yard distances for ll through 14-year- 
olds. Open swimming competition at IOO 
yards will also be offered. 


Competitors will not be allowed to en­ 
ter more than two events, exclusive of 
relays. They must also compete in their 
own age groups. 


M O NDAY, THURSDAY 
9 00 - 11 OO 
FRIDAY & SATURDAY 
9 0 0 - 12 00 
SUNDAY 
10 00 - 9:00 


(BARTLETT ROAD 


[BARRINGTON ROA! 
Weathersfield Commons 
• Springinsguth & 
Schaumburg Rd. • Schaumburg 


[SPRINGINSGUTH ROA! 


I Weathersfield 
I Commons * 


[ROSELLE ROAD 


HARDW ARE 


SERVES! 
3 SPEED 
20" FAN 


OZITE 
EXCELLO 
CARPET 
TILES 
An outstanding value! Sends crisp, cooling 
air where you need it. Giant 20" size is 
manually reversible. 5-wing plastic blade. 
2600 CFM ventilating, 5500 circulation. 
S20. 


On Wallpaper 
2 or more rolls 
N ow Thru Sunday, August 27th 


Save 10% to 25% During Our End-Of-Season Outdoor Living Sale! 
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Addison Man Seized In Wild Chase 


An Addison man was being held by 
Hoffman Estates police yesterday on 
charges for nearly a dozen traffic viola­ 


tions, possession of marijuana and ag­ 
gravated assault after police from three 
communities chased his car nearly 15 


Village Awards Contracts 
For Civic Center W ork 


Contracts totaling $178,865 for under­ 
ground improvements, excavation of a 
lake and construction of an access road 
at the site of the Schaumburg Civic Cen­ 
ter were awarded by the village board 
Tuesday. 
Ground breaking at the site, southeast 
of Roselle and Schaumburg roads, is IO 
a.m. Saturday. 


Fioravanti Construction Co., Inc., of 
Melrose Park, low bidder of the nine 
firms which submitted quotes on the un­ 
derground improvements, won a contract 
for $72,256. Completion is promised with­ 
in 60 days after work is started. The bids 
did not specify a starting date, but May­ 
or Robert 0. Atcher suggested it would 
be IO days after contract approval. Other 
bids ranged up to the high of $113,893, 
with a 90-day completion clause, sub­ 
mitted by Tremar, Inc. 


Consulting engineers for the archi­ 
tectural firm that designed the center, 
Eichsteadt Associates, estimated the cost 
of the imnrnvAmente p* <79.467 


Piote, Inc., of Palatine, won the con­ 
tract to excavate a lake on the civic cen­ 
ter site with a bid of $52,000. The only 
other bidder was Rock Road Construc­ 
tion Co. of Des Plaines, which quoted 
$67,500. The architect’s engineering con­ 
sultant bad estimated cost at $118,000. No 
completion time was specified in either 
of the bids, but Plote quoted an option 
for the village, 75-cents per cubic yard if 
the village wishes it to spread topsoil on 
the site after the work is completed but 
before landscaping. 


A contract also was awarded to Rock 
Road Construction Co. to install an ac­ 
cess road to the center’s construction 
site. The contract amount is $54,609.20, 
while the estimate was $60,309. The road 
is to be opened by mid-September. 


Carnival To Fight 


Muscular Dystrophy 


A backyard carnival Sunday raised 
more than $51 for the Muscular Dystro­ 
phy Association. The four children of Mr. 
and Mrs. Irwin Arenson, 1632 Park Dr., 
Schaumburg, hosted the carnival in coop­ 
eration with the national fund headed by 
Jerry Lewis. 


Ira and David Arenson, ten-year-old 
twins, with the help of their older brother 
Jeffrey and older sister Sherrie, sold hot 
dogs and soft drinks and organized many 
games, including dart toss and bean bag 
toss. 
Cindy Eugene, Jill Sugar, Susan Jack­ 
son and Timmy Englund of Schaumburg 
also helped raise the money which will 
be used for research in fighting muscular 
dystrophy. 
Sportsman’s Liquors, Cockrell Vending, 
and Jewel Foods were among the local 
Schaumburg 
merchants 
who donated 
prizes and supplies. 


THE BOARD granted authorization to 
the Metropolitan Sanitary District of 
Greater Chicago to install an oversized 
sewer main drop pipe from a manhole 
being relocated on Woodfield Drive. Cost 
to the village is estimated at $1,600. 
Work is to be done by J. D. Construction 
Co. When finished, the village will be 
able to shut down its Woodfield lift sta­ 
tion. 
Also approved was payment of a vou­ 
cher for $46,934 to R. J. Pederson and 
Associates, Inc., for water main and san­ 
itary sewer installation at Schaumburg 
and Roselle roads. The funds come from 
special assessment revenues. 


* Bids on a special assessment to install 
water and sewer mains along Golf Road 
to service commercial properties are to 
be opened Sept. 26. 
Progress also is being made on plans 
to install a 30-inch storm sewer to relieve 
flooding conditions during heavy rains on 
Laurette Court, said Village Engineer 
Joe Zgonina. Mayor Robert Atcher re­ 
ported the developer of the area, Lancer 
Corp., has agreed to pay for the in­ 
stallation. 


Lancer Park Group 


Plans Picnic Sunday 
y 


The Lancer Park Homeowners Associ­ 
ation will hold its second annual picnic 
Sunday at the Ned Brown Forest Pre­ 
serve, Elk Grove Village, near Arlington 
Heights and Higgins roads. 
All residents of Lancer Park are in­ 
vited to bring their lunch. Free beer, soft 
drinks, and ice cream will be provided. 
The picnic will begin at noon and contin­ 
ue until about 7 p.m. 
Baseball and volleyball for the adults, 
games and races for the children, and 
musical entertainment for all will high­ 
light the picnic. Malik Parkash, associ­ 
ation president, promised “it will be a 
memorable day.” He can be contacted at 
894-6070 for further information. 


2 3 0 6 E. Rand Rd. 
Arlington Hts., III. 


Brandenberry 


Shopping Center 
2 5 5 - 2 2 3 3 


Fish, Dogs, Cats, 
Birds, Small Animals 


CUP THIS AD FOR FREE 
FISH OF THE WEEK 
WITH ANY PURCHASE 


GOOD AUG. 25, 26 AND 27 ONLY 


OPEN 
HOUSE 
AUGUST 26 - 27 
NEW MODELS SHOWING 


CLEARANCE ON TRAILERS A CAMPERS 


Kayot 5th Wheels, Vega Travel Trailers, 


5th Wheel Units, Mini Homes, Cox Tent 


Trailers, Road King Travel Trailers, Grum­ 


man Canoes, Mercury Outboards, Attex 


ATV's, Ski Doo Snowmobiles 
FASHION SHOW AT 2 & 7 P.M. 
with 
MISS SKI DOO & MISS MINNESOTA 
among others 
ACCESSORIES DISCOUNTS 
and 
SALE ITEMS 
CAMPER TOWN 
6 9 5 - 1 1 3 3 
1337 Dundee Ave. 


(Route 25) 
Elgin, III. 


miles at speeds that exceeded 90 miles 
an hour, police reported. 
Police said Mark Beatty, 21, of 630 Lin­ 
coln St.. Addison was clocked at 20 
m.p.h. over the speed limit on Bode Road 
near Grand Canyon Parkway at 9:45 
a.m. 
Beatty eluded police and sped down 
Grand Canyon to Higgins Road. Hoffman 
Estates policeman Dave Burrows tried to 
stop Beatty at the intersection of Higgins 
and Roselle roads, but he sped away 
again, police reported. 


The chase continued along Higgins 
road to Meacham road. Beatty then went 
south on Meacham to Irving Park Road 
with police continuing in pursuit. Along 
the way Beautty car damaged several 
mail boxes according to police. 


In Roselle, police said Beatty ran a 
road block set up by Roselle police on 
Irving Park Road, west of Meacham, 
and then crashed into a tree. 
He then allegedly tried to run down a 
Roselle policeman who fired a shot at 
Beatty while he was attempting to flee 
the scene in his damaged vehicle. 


The chase ended when Burrows’ car 
blocked his escape. Beatty was charged 
in Hoffman Estates with reckless driving, 
speeding, attempting to elude an officer, 
damage to village property, and possess­ 
ing an open liquor bottle in his car. A 
subsequent search of the car revealed a 
small amount of marijuana stuffed be­ 
tween the seat, police said. 


Kelly Op en Home 


Slated Friday 


An open house for area residents to 
meet John P. Kelly, Democratic candi­ 
date for Illinois congressman from the 
Third District, will be held at 7:30 p.m. 
Friday in the home of Jack Halpin, 111 
Brixham 
Pl., 
Schaumburg. 
Refresh­ 
ments will be served. 


Rolling Meadows 
Shopping Center 


NOW UNDERPANTS 
HAVE A PURPOSE 
...T O TAME YOUR 
TUMMYI 
W U N D E R P A N TS - 
BY OLGA 


Even a slim figure can 
have a tummy problem. So 
O lg a in ven ts W u n d e r- 
pants,m — the first soft all­ 
stretch underpants with 
tummy control. 
Wearing Wunderpantstm 
gives you the sleek comfort 
of O lg a’s famous hidden 
seam design plus a smooth 
look with everything from 
pantyhose to pantsuits. 
O lga's W underpantstm 
are stretch Power Tricot of 
nylon and spandex. White 
or nude; S M I, 4.50. More 
tummy trimming and all- 
around slimming, 5.50. 


Ai special 


Back to school? 
W ell help with 
the homework. 


Smart Buys in Ready-To-Finish Desks! 


Give your student a desk of his own! These handsomely styled, well 
built, readv-to-finish desks are exceptional values. . . marked down 
from regular prices for this sale. 


We offer expert assistance on all finishing techniques and have the 
materials needed, too. 


Captain Davenport 
32x22x22 
Reg. $55.00 
Sale $51.95 


M ate s Bookcase-Desk 
35x28x28 
Reg. $50.00 
Sale $47.25 


Slant Top Desk 
32x28x28 
Reg. $32.50 
Sale $29.95 


Roll Top, 7-Drawer 
45x46x20 
Reg. $101.00 
Sale $93.50 


Paymaster's Desk 
36x48x25 
Reg. $83.50 
Sale $76.25 


Deep File Drawer Desk 
29V2x35x17V2 
Reg. $37.70 
Sale $34.50 


Ai 


PROM PT DELIVERY W IT H IN J TO 5 DAYS 


Hie Furniture Hutch 
"rea d y -to -fin is h furn itu re' 


1 1 6 2 N. C la rk St.. C h ic a g o 


Cotn*r of Clark and Division Sts 


PHONE 664 0648 


Deity 12-7 p rn . Mon * Thor*. 12 • p 'n. 


Set 10-6 p m.. Sun. 12-6 p rn. 


930 E. Northwest Hwy.. M t. Prospect 


I M ila East of Routs 83 4 N ortheast Hwy 


PHONE 394 8680 


Deity IO 8 p m . Mon 6 Thor* 10 9 p rn. 


Set 10-6 pm .. Sun. 12-6 p m 


Rolling Meadows Shopping Center 


JUMPING-JACKS 
HAS THE ANSWER 
TO "THAT SAME 
OLD STUFF,” MOM! 


It’s Jumping-Jacks’ fresh, new fashions for your pre­ 


schooler, from patches to stitched seams to bright 


plaid laces. And all with the built-in support and flexi­ 


bility that means Jumping-Jacks. Just because they’re 


good (or her, doesn’t mean they can’t look good too. 


Jumping-Jacks 


Most feet are born perfect. They should stay that way. 


* 1 1 
. o s l 3 
Priced According To Size 


FREE GIFTS for the KIDDIES 


READY with all the new looks your pre-teen son digs 


— from bump toes to higher heels. WILLING to give 
him what he deserves — grow-room and flexibility. 
ABLE to stand up to his rough-and-ready life. 


Bristol’s w^ere it's at, Mom. 


BRISTOL BOOTS: 
READY WILLING 
& ABLE. 
B ristol 


Gantry 


In Black Glove or Brown Suede 


816-12 
12 V2 -4 
4 V2-6 


* 1 
5 
• 
* 1 
6 
* 
* 1 
7 


Schaumburg School District Challenge 
Court Test Eyed In Merger Of Co-op 


Schaumburg School Dist. 54’s challenge 
of the merger of the Northwest Educa­ 
tion Cooperative (NEO) and the North­ 
west Suburban Special Education Organi­ 
zation (NSSEO) may end in a court test. 


“Individual members of the Dist. 54 
School Board question the legality of 
merging the two school district coopera­ 
tives,” said Dianne Hardt, board presi­ 
dent. “We have asked our attorney to 
give us an opinion on the proposed merg­ 
er. We may take it to court.” 


Steps toward a merger were begun last 
month when members of the NEC Gov­ 
erning Board voted to put NEC and 
NSSEO under one administrative head. 
The move was made after consultant Os­ 
car Chute recommended streamlining 
the cooperatives into a single adminis­ 
trative structure. 


Currently NEC leaders are meeting 
with Atty. Allyn Franke to revise the 
NEC and NSSEO charter agreements 
and formalize the merger. The two coop­ 
eratives must continue to have separate 
agreements, says Franke, but with an 
added interlocking provision. 
NEC WAS FORMED in 1969, seven 
years after NSSEO. NSSEO’s formation 
was a response to state mandates for 
special education. NEC, on the other 
hand, is a largely locally supported 
group with a selection of programs rang­ 
ing from teacher training to data pro­ 
cessing. 
All NSSEO members, with the ex­ 
ception of Dist. 54, also belong to NEC. 


These members include districts: 15, 21, 
23, 25, 26, 57, 59, 211 and 214. 
According to Mrs. Hardt, “Dist. 54 has 
to stay in NSSEO, and we want to be in 
it. But NEC is a purely voluntary group. 
We question the legality of merging a 
state mandated cooperative with a volun­ 
tary cooperative.” 
“We like the idea of NEC,” added Mrs. 
Hardt. “We believe it is needed. But we 
also believe there should be a different 
method for financing it. NEC relies too 
heavily on local funds, and is well on its 
way to becoming a super district.” 


Dist. 54 expects an opinion from its at­ 
torney sometime next month. If the at­ 
torney says the merger is illegal, Mrs. 
Hardt said it is possible the board will 
file suit against NEC. She pointed out the 
board has taken no formal action on the 
proposal, but individual members are 
considering legal action. 
The issue should come to the forefront 
at the board’s Sept. 20 meeting. Dick 
Schlott, chairman of the NEC Governing 
Board, has been invited to attend the 
meeting to discuss the cooperative. He 
advocates solving the disagreement out 
of court. 
“IT WOULD lower tensions if our legal 
counsels would get in touch with each 
other to iron the problem out. Perhaps 
ifs only a misunderstanding,” 
said 
Schlott. 
Following Franked advice, the NEC 
Board at its last meeting decided Dist. 54 
could vote on all NEC matters con­ 
cerning NSSEO. Yet, Mrs. Hardt said the 


procedure is difficult and complicated. 
Ultimately, said Mrs. Hardt, Dist. 54 
would like to see NSSEO stand alone and 
NEO transformed. Board members have 
proposed turning NEC into an education 
service region, separate from the exist­ 
ing Cook County Education Service Re­ 
gion. NEC and the present region dupli­ 
cate many services, said Mrs. Hardt, but 
the region has the use of government 
funds. 
At this time Dist. 54 is apparently 
alone in its stand against the merger. 
Mrs. Hardt said the district is used to a 


Board O f Auditors 


To Meet August 31 


The regular monthly meeting of the 
Elk Grove Town Board of Auditors will 
be held at 7 p.m., Aug. 31, at the town­ 
ship hall, 2400 S. Arlington Heights Rd. 
The meeting is normally held the first 
Monday in each month, but was changed 
because of the Labor Day holiday. 


minority status, pointing out, “We are 
more conservative in our thinking fiscal­ 
ly and in many other ways. While we are 
faced with tremendous growth, many of 
the other districts are nearing a satura­ 
tion point.” 


MITCHELL’S 
JEWELERS 


4 Generations of 
Jewelry Designing 


You Don’t Need a Fortune . 


to tell her you love her! 


H K e m ;a < ;k * k n t h i m ; 


'n C t. S o l u t e B rrtin n : C ut O r m o n d 
From $ 100.00 & up 


20 S. Evergreen Shopping 


Center 


Arlington Heights 
394-0820 


CHARMGLOW 
GAS GRILL... 


Regularly $ J 14.50 


$ 


SPECIAL 
79 50 


Expert In sta lla tio n Is A v a ila b le 


OWL APPLIANCE & HEATING 
259-7550 
15 WEST BUSSE AVENUE e M O U N T PROSPECT 


O PEN DAILY M O N D A Y THRU SATURDAY A N D M O N D A Y . 


THURSDAY & FRIDAY EVEN IN G S 'TIL 8 


Coin collectors can keep abreast 
of neio issues and values, 
every Thursday in the HERALD, 


• A R L I N G T O N H E I G H T S 
1741 East Central Road 


M on. thru Fri. tO-9 
Sol 10-6 
Closed Sundays 


'N. 'S 


J ) 


— L # # 


V S . 
✓ Vs 


FEMINIQUE 


Elura Petite Fonda C a p ­ 
less Wig. Regular S27.95 
Value. Available in Num­ 


bers IB, 2. 4. 6. 8, 18, 
22. 27, 33, IDI. 18 22, 
44 Bee Priced a t 
75 


w 


VENICELON 
C A SU A L CAPLESS WIG 


Available in Numbers IB, 
2, 4, 6, 8, 18, 22, 27, 33, 
101, 18-22, 44. Regular 
J 1 9 .9 5 
Value. 
B ee 
Priced a t 
95 


Bufferin 


Reg. $1.67 - 100's 


Bufferin 


Reg. 495 - Children's 


Old Spice 
Stick Deodorant 
Reg. $1.25 


Dr. Scholl's 
Soap 'n Soak 
Reg. 59' 
Polaroid Type 108 
Color Film 
Reg, $5.49 
Limit I 


Visine 
Eye Drops 
Reg. $1.50 - Vi Oz. 
Pepsodent Super 
Toothpaste Sl“ 
Reg. $1.39 - 8% oz. 


Dr. Scholl's 
oot Deodorant 
pray 
Reg. $1.79 - Anti - Pe rs pi r a nt 
Polaroid Type 107 
Black & White Film 
Reg. $2.99 


Kodak 
Super 8 Film 
Reg. $2.99 


2nd ANNUAL 
DOCK SALE 


ALL MERCHANDISE AT LEAST 40% to 50% OFF 


I DAY ONLY 
SATURDAY, AUGUST 26th 


End-of-season merchandise — All stock must go. Sale starts at 9:00 A .M . rain or shine — 
Jewel-ln-Home Shopping Service warehouse located in Jewel Park Barrington. Look for the 
sign at the curve on Route 14, Northwest H ighw ay. 


FREE PARKING. CASH & CARRY ONLY. 
LIMITED SUPPLY ON SOME ITEMS. 


DOMESTICS 
. Catalog Price 


Beacon Blanket 6 6 / 9 0 . Machine wash & dry......................................................$1 6 .9 9 
Beacon Blanket 8 0 /9 0 . Machine wash & dry............................... 
$ 1 9 .9 9 
M ira lu x Blanket 1 0 8 /9 0 . Machine wash & dry................................................. $ 1 9 .9 9 
Fieldcrest Blanket 1 0 8 /9 0 . Machine wash & dry...............................................$ 1 5 .9 9 
3 'x 5 ' Rug, Rayon Nylon Blend. Wash & Dry. Non-slip.......................................... $ 1 6 .9 9 
3 'x 5 ' Regal Simplicity Rug. 100% Dacron. Colors..............................................$1 3 .99 
Barclay " Velvet Look." Full Size. Polyester fill.....................................................$ 2 4 .9 9 
"M e m o rie s" Flowered Spread. King Size. Rayon-Acetate.................................$ 3 9 .9 9 
Shasta Floral Print Bedspread. Twin Size...................... 
$ 1 6 .9 9 
Placem at Set with N apkins. Polyester weave..................... 
$ 3 .9 9 
Placem at Set with N apkins. Pandan weave.................... 
$ 3 .9 9 
Tablecloth 5 2 x 7 0 . No Iron - wash & dry.................................................................$ 6 .9 9 
5 pc. Bathroom Tank Set..................................................... 
$ 1 0 .9 9 
RADIOS - RECORDERS - POWER TOOLS 


Selectron A M / F M / P B .............................................................................................$ 3 9 .9 5 
Digital Clock R adio.................................................................................................. $ 4 9 .9 5 
Stereo Tape Table.................................................................................................. $ 16.95 
Passport Com pact Cassette Recorder................................................................$ 5 9 .9 5 
Ram Sabre Saw ........................................................................................................ $ 1 9 .9 5 
Ram Sabre Saw W orkshop K it............................................................................ $ 3 2 .8 8 
Ram 3/8'' V ariable Speed Drill................................................. 
$ 2 2 .9 5 
W en 7% " Circular Saw ................ 
$ 3 9 .9 5 


Now 
$7.99 
$8.99 
$9.98 
$7.98 
$8.49 
$6.99 
$ 11.98 
$ 19.98 
$7.98 
$ 1.98 
$ 1.88 
$3.49 
$4.99 


$ 19.95 
$24.95 
$8.49 
$29.97 
$ 11.97 
$ 19.88 
$ 12.99 
$23.9$ 


OUTDOOR LIVING ITEMS 


Basketball Set includes backboard, rim, brackets................... 
$29.95 
Tetherball Set includes pole, tetherball, rope 
..................................... 
Sportline "Tall M an" Sleeping Bag. 6 lb. W a s h a b le ...................................$24.98 
"M um m y" contour design sleeping bag. Dacron 88 
till................................................” 
"Duck Shell’’ Sleeping B a g ................. ........................................................ 
Barbeque Utensils 5 pc. Set............................................................................... 
Sun Valley Sleeping Bag. 4 lb. W ashable..................................................... * 
Vinyl Strap Lawn Chairs, two colors 
.................................................. | ' £• 
Contour Chair, indoor-outdoor, set of tw o...................................................................^ 
Zebra Inflatable Chair.................................................... 
. . 
Tire Swing with Nylon Rope......................................................................... * • 


MISCELLANEOUS 


Storage Bogs - Underbed Storage Chests - Quality lawn Furniture at 
great savings. Fans - Tumbler Sets - Trash Cons - 
Toys - More Rugs - Open Stock China & Dinnerware. Many more sizes & styles available at Equal Savings. 


$ 16.98 
$4.98 
$ 14.88 
$ 13.88 
$ 13.88 
$2.49 
$8.88 
$7.88 
$ 14.98 
$6.98 
$2.49 


i f 


P A R K I N G 


D O C K S A L E 


P L A N T 
JEWEL 
IN-HOME-SHOPPING 
SERVICE WAREHOUSE 
Jewel Park, Barrington 


Look for the sign at the curve on Rf. 14, Northwest Hwy 


s 'is*'-* mm m mom 
FUKUI 


\ ; 
Prices Good 
Thru Aug. 30th 


THE STREET IS theirs, at least for the moment. The 
for the Republican National Convention, hold their 
fought a war they felt was wrong, and want it 


ever-present Vietnam Veterans Against the W ar, 
ground 
on 
Collins 
Avenue. 
Their 
message, 
ended immediately. ( Photo by Tom Grieger I 


most active of the protest groups in Miami Beach 
sprinkled with occasional flares of violence: they 
‘People Listen To U s Antiwar Vets 


RUSTIC RED 
CEDAR SFIll RAU FENCE 


Enhance the value and ap­ 
pearance of your property. 
W eathers to an elegant 


9 reY* 
(1 Line-Post 2 Rails) 


CHAIN LINK FENCE 


48” high. Protection and security 
for your family and property. 


When you purchase a complete fencing job. 
with installation, of 75 feet or more. 
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by CINDY TEW 


M IAM I BEACH — “ Spare change to 
feed the people.” “ End the war.” “ The 
only way is Christ’s way.” “ The Catho­ 
lics in Belfast are oppressed.” 
The 36-acre expanse of Flamingo Park 
has turned into a dusty combination rock 
fest and youth exposition. A far more 
spontaneous convention than the one a 
few blocks north. 
“ Everyone’s been on an ego trip, with 
a special cause,” a Springfield youth 
said. “ Bonds started forming Monday 
night when Jane Fonda spoke.” 
While everyone has a common cause, 
the one common cry is “ end the war.” 
And the Vietnam Veterans Against the 
War say it with the most force. 
“ We’re almost 1,000 strong, we’re or­ 
ganized, and we speak the truth,” said a 
sweat-drenched veteran in jungle fa­ 
tigues and combat boots. 


VVAW members seem to be able to 
withstand the intense Miami heat better 
than most groups — they say the weath­ 
er in Vietnam is very sim iliar. 
“ Our camping facilities were much 
worse than these in ’Nam. We didn’t 
have clean toilets and oceans of drinking 
water,” said a vet about the park where 
the environment-conscious keep most of 
the trash picked up. 
THE VETS A G REE that the m iiltary 
food was better than the free food at the 
park — though as soldiers they had to 
work for their meals. 
Flamingo Park residents have a choice 
of bread, peanut butter, fruit or mush. 
Mush is a stick-to-your-ribs combination 
of rice, oatmeal and brown sugar. 
Veterans have their own food. They 
don’t rely on anyone for support of any 
kind. 


“ We’ve spent months organizing these 
convention demonstrations. You can’t get 
anywhere without organization,” 
said 
Jeff H illier of Chicago. “ We’ll join with 
anyone who has the same goals as ours, 
which include peaceful demonstration.” 
Hillier is a photography major at 
Prairie State College in Chicago. He 
spent six months in Vietnam. 
‘Tm here because in 1968 Nixon prom­ 
ised to end the war, and it hasn’t been 
ended,” H illier said. “ The ground war is 
de-escalating, but the air attacks are 
harder than ever.” 
U N LIKE OTHER end-the^war groups, 
the veterans feel they have a united front 
and credibility. 
“ People have listened to us and will 
continue listening to us,” said Chris Di- 
Matteo, a welder for International Har­ 
vester Co., Chicago. 
“ We’ve been in the war, we’ve seen it, 
and people know that,” he said. 
“ TTie leaders in this country are para­ 
noid, and they know the veterans have 
power,” said Hillier. “ Why do you think 
a Vietnam veteran was asked to give a 
seconding speech for Nixon? Why do you 
think the W A W has been infiltrated by 
informers?” Six veterans recently were 
indicted for allegedly plotting violence 
during the convention. 
“ We are a national organization. We 
elect our leaders, and we are interested 
in non-violent activity,” said DiMatteo. 
Both Jeff and Chris enlisted in the m ili­ 
tary and have since been disillusioned 
and “ brainwashed” by the system, they 
said. 
IN A M AKESHIFT pup tent during one 
of several Miami thundershowers this 
week, the men told their story. 
“ I ended the ground war, not Nixon,” 
Jeff said. “ The soldiers on the ground 


simply refused to fight. When we were 
sent on patrol, we’d stage fire attacks.” 
Jeff said that killing is wrong and that 
he could not morally participate. “ My 
upbringing, which included toy guns and 
war comic books, made it too easy for 
me to kill,” Jeff said. “ I want peace for 
my children.” 
Jeff also said that lies about the war 
have been rampant. “ Americans get the 
line that people are fleeing from North to 
South Vietnam to get out of the Commu­ 
nist grip,” he said. “ Of course, people 
are getting out of North Vietnamese 
cities — those cities get shelled by Amer­ 
ican bombers. Ifs safer in the south.” 


CHRIS, WHO went into the service in 
1964, says he never questioned the m ili­ 
tary. “ I was a good soldier, and believed 
all they told me about stopping the ag­ 
gressive Communists,” 
he 
said. 
“ It 
made me bitter.” 


Chris said it’s not just the war that 
brought him 1,260 miles to camp in a 
Vietnam-like heat. 
“ It’s the system. We’re all caught up 
in an inflationary trip,” he said. “ I ’m a 
welder, and I’m a peasant. Working con­ 
ditions are deplorable, and wages go up 
right along with the cost of living.” 
Chris says the power bas to be put 
back in the hands of the people. “ Nixon 
appoints commissions, like the one on 
drugs and abortions, then ignores the 
findings because he personally disagrees 
with them.” 
“ No one in the government knows 
what’s happening. We want to present 
these messages to the American people 
this week. 
W H ILE THE VETERANS had their ac­ 
tivities as well thought out as the Re­ 
publicans, other Flamingo Park resi­ 


dents continued to wander around trying 
to decide what action, if any, to take. 
“ It’s so useless. Maybe we can slow 
them down and embarrass them, but you 
just can’t go up to Nixon and say ‘you 
can’t run,’ ” said 
a wanderer from 
St. Louis. 
‘Tm going to get arrested tomorrow. 
Maybe that will help let people know 
things are wrong in this country,” he 
said. , 
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M IAM I BEACH — Tom Oakes, 32, of 
the Northwest side of Chicago, may be 
the biggest peacemaker at Miami Beach 
this summer. 
He’s not a delegate and he’s not a Fla­ 
mingo Park protester. 
“ We don’t take anyone’s side. We are 
here to make sure everyone is able to 
express their ideas and see that violence 
does not erupt,” Oakes said. 


He is a central coordinator of the 
YMCA-sponsored Miami Outreach Pro­ 
gram, which includes about IOO persons 
from 20 states. The program is part of 
the YMCA national training staff for 
youth Outreach workers. 
Workers, from 19 to 25 years old, have 
been through intensive training pro­ 
grams, including a week-long session in 
Chicago. 


THE PEACEM AKERS are even more 
obvious at Flamingo Park than the 
makeshift water fountains located every 
IOO feet. Blazon yellow shirts identify the 
group. 
“ We’re not an undercover group. We 
want people to know who we are,” Oakes 
said. 


Besides trying to keep tensions from 
escalating the confrontations between 
groups, Outreach workers provide a ru- 
mor-control service and medical aid for 
all non-delegates. 
“ We have an extensive communication 
network throughout Miami Beach,” said 
‘We check out all rumors and try 


to spread corrected rumors.” 
DRUG OVERDOSE cases at Flamingo 
Park have been dwindling since the be­ 
ginning of the week, Oakes said. 
“ A combination of park people self-pa- 
troling drug traffic and the increased 
convention-related activities of the past 
few days have kept overdose problems to 
a minimum,” Oakes said. “ We’ve been 
treating mostly cuts and bruises lately.” 
According to Oakes the most impres­ 
sive groups at the convention have been 
the police and the Vietnam 
Veterans 
Against the War (W A W ). 


Outreach workers have talked exten­ 
sively with the police, residents, dele­ 
gates, and non-delegates as a third party 
to get people to listen, not to fight, with 
one another. 
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“ The police have done a lot to keep 
things from escalating,” Oakes said. 
. “ They keep their cool in very difficult 
situations.” 
The veterans’ group has been organ­ 
ized in Miami along with the Outreach 
program since June. 


“ They 
are 
an 
impressive 
group. 
They’re here to make a point about the 
war and not cause any trouble,” said 
Oakes. “ They have the organizational 
system to do just that.” 


W H ILE OUTREACH workers support 
the rights of everyone to gather and be 
heard they are on guard for confronta­ 
tions thaat are potential sources of phys­ 
ical violence. 
“ We provide a buffer zone,” Oakes 
said. The yellow-topped* buffers have 
been in action keeping the Cuban and 
American militants away from each oth­ 
er. 
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Ujttight 
At 
TJw Hotel 
Safe For ‘Demodkracy’ 


b y BRUCE BIOSSAT 
MIAMI BEACH — You may have 
thought it was a pretty easy, open thing 
to renominate a fellow like President 
Nixon virtually by acclamation. Actually, 
it involved a lot of very closely guarded 
activities. 
I got my first hints of how hush-hush 
these matters have to be when I was sit­ 
ting in the Nixon campaign offices in the 
Doral hotel the afternoon of Aug. 17 — 
four days before the Republican con­ 
vention opened. My gaze fell upon a 
large brown-paper sack taped to the 
sides of a desk. On it were printed big 
red letters: 
“Classified. .. Burn.” 
This was not the top Nixon command 
post in the building. But even if it had 
been, what could there be to burn? 
I suggested to a friend that we monitor 
the bag for an hour or two to see what 
was tossed in, much as columnist Jack 
Anderson used to stake out the late J. 
Edgar Hoover’s trash cans. 
AUG. 17, of course, turned out to be the 
last free-roaming day at the Doral. Next 
morning at 7 a.m. the place was locked 
up tight by a variety of edgy security 
forces. Reporters found they could get to 
the large, lobby-level press room, the 
basement coffee shop, and a telephone or 
two. That was it. 
A reporter was steered carefully to a 
telephone. When he returned, a security 
officer asked: “Did you get your call 
through?” 
The newman responded: “There was 
no answer. In case you’re interested, I 
let it ring four times.” 
In this holiday town, my mind went 
quickly to the idea of an escorted pack­ 


age tour. I could perhaps arrange a 
pleasant swing that, all in an hour or 
two, would take me to aides Herbert 
Klein, Van Shumway, Fred Malek, etc. 
That hotel was loaded with possi­ 
bilities. It’s a fair guess that at least 150 
people were there to carry out President 
Nixon’s secret plan to win renomination 
in 1972. One tries to imagine what it 
would have been like if Nixon had had a 
fight on his hands. 
If memory serves, things were a lot 
more relaxed in 1968 when the President 
had some real competition. 
The Doral naturally was packed with 
communications equipment. There was a 
tight link to Key Biscayne, a few miles 
south, where the President, as usual, 
was based. 
THE AVAILABLE evidence indicated 
an army command post was set up, too. 
The street crazies were threatening to 
block the routes around convention hall. 
One hesitates to be sweeping, but I’d 
guess that never in convention history 
was so much done to safeguard so little. 
Why? It occurred to me, just offhand, 
that it was a marvelous antidote, for the 
Nixon staff, for the boredom of the rou­ 
tine. 
If things are secret, they must be im­ 
portant. Right? 
Some top Republicans help the game 
along nicely. Secretary of Interior Ro­ 
gers Morton said there was a “sense of 
urgency.” National Chairman Robert 
Dole dared to use the word “exciting'’ to 
describe the happenings. 
In fact, however, what we witnessed 
may be the best-organized, most tightly- 
controlled nonevent of this century. 
(Newspaper Enterprise Assn.) 


Just Politics 
Can’t Resurrect Riots 
Of 1968 But They Try 


by BOB LAHEY 
MIAMI BEACH — There were perhaps 
500 young men and women, dressed in 
remnants of olive-drab Army fatigues, 
sprawled on Collins Avenue, the main 
thoroughfare of this peninsula city. 
A reporter arose from among them 
and began to walk toward the driveway 
of the Fontainebleau Hotel, where Cong. 
Pete McCloskey of Californa was chat­ 
ting with some of the self-appointed lead­ 
ers of this gathering of the Vietnam Vet­ 
erans Against the War. 
The reporter was collared by a beard­ 
ed “veteran” who told the reporter in 
indignant tones that he was “blocking 
the view” of a number of demonstrators. 
The reporter pointed out to the veteran 
that he and his fellow demonstrators 
were blocking an entire city, and sug­ 
gested in terms not to be quoted in a 
family newspaper that the veteran go oc­ 
cupy himself otherwise. 
That little tableau says something 
about what is going on here, and about 
the nature of the protest demonstrations 
that now and then break out around the 
Republican National Convention. 
THE DEMONSTRATORS here have 
been greeted by a surprising tolerance 
on the part of a heavily conservative as- 


Convention 
Flavor Is 
Conservative 


— Continued — 
whelming majority of his fellow Illinois 
delegates refused to fall into line with 
Sen. Percy on the delegate selection 
plan, it is probably not correct to assume 
that they are anti-Percy. 
Pedersen observed that Percy’s argu­ 
ment in a caucus of the Illinois delega­ 
tion for his plan were “persuasive and 
articulate,” and he added, “We need that 
kind of reasoning.” 
The compromise plan presented by 
Percy, who earlier had advocated a plan 
even more favorable to liberals, at first 
seemed to have the support of the Illinois 
delegation, Pedersen, said. 
However, a little-noticed provision of 
the Percy plan later aroused opposition • 
on the convention floor, according to Pe­ 
dersen. 
Percy had included an “open-door” 
proviso in his proposal that would have 
admonished state party organizations to 
encourage women, young people and mi­ 
nority group members to become dele­ 
gates to the national convention. 
A feeling arose, Pedersen said, that 
this would create a “back-door” opening 
for establishment of quotas in the selec­ 
tion of delegates, a possibility solidly op­ 
posed by delegates at this convention. 
THERE HAS BEEN considerable talk 
in Miami Beach about a struggle be­ 
tween conservatives and liberals in the 
Republican Party, and Pedersen believes 
that has been somewhat overemphasized, 
although he concedes there is “some dis­ 
pute” here between those elements in the 
party. 
But Pedersen expressed himself as 
being generally satisfied with the con­ 
duct of the convention here, and he made 
a comparison between the conduct of this 
convention and that conducted by the 
Democrats a month ago in this same 
city. 
“The 
Republicans 
have 
conducted 
themselves in a professional manner,” 
said Pedersen, “and that at least is reas­ 
suring.” 


sembly of Republicans, and by an ex­ 
tremely disciplined and patient police 
force. 
What inconvenience has been created 
for the delegates — and when you block 
Collins Avenue you effectively disrupt 
this entire city — has been viewed with 
equanimity both by the delegates and the 
assembled police forces of the State of 
Florida. 
There 
is 
a 
remarkable 
lack 
of 
spontaneity in the demonstrations that 
have occurred here. Talking to random 
members of various protest groups, you 
will discover no unanimity of purpose, 
and only an occasional reference to the 
Chicago riots of 1968. 
It is difficult to find anyone here who 
participated in th6 original protests 
against the Vietnam War, and it is diffi­ 
cult to rid yourself of the feeling that 
many of the protesters here are simply 
trying to resurrect the spirit that pre­ 
vailed among the Chicago demonstrators 
four years ago. 
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CLOSE ORDER DRILL — The Florida Highway Pa­ 
trol, backing up the Miami Beach police, has been 
on constant alert in the G O P convention city this 
week. Generally, the police have been playing it 
loose, giving demonstrators and protesters room to 
maneuver, but the lawmen are always there — just 


in case. (Photo by Tom Grieger) 
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Usually the body temperature is lowest 
between 3 and 5 in the morning and it is 
highest in the late afternoon or early 
evening. It is particularly labile in in­ 
fants and it’s more labile in children 
than it is in adults. Many normal adults 
have an afternoon or early evening tem­ 
perature of 99.0 degrees F. or more. 


Body temperature can be influenced by 
a good many factors. Strenuous exercise 
can temporarily elevate the temperature 
several degrees. Even eating hot, spicy 
foods can elevate the temperature in 
some people. The temperature regulating 
center for the brain is located in the area 
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D ear Dr. Lam b — Could you please 
discuss temperature and explain if it is 
normal for a child almost IO to have a 
regular temperature ranging from 99.2 to 
99.6 degrees? I first discovered this last 
Thanksgiving and it didn’t follow an ill­ 
ness. She has been seen by the doctor 
twice and there was no sign of illness. 
All of her laboratory studies were nor­ 
mal. She looks well and has a good appe­ 
tite, but I ’m worried about what this 
means. My doctor seems unconcerned. If 
you say the above average temperature 
is nothing to worry about, I’ll ignore it. 
Otherwise, should I take her to another 
doctor or what? 


Dear Reader — You did the right thing 
in taking your daughter to the doctor for 
a good medical examination. Since she 
turned out to be perfectly normal by ex­ 
amination I think you could indeed forget 
the problem. Body temperature varies a 
lot in different people. The oral tempera­ 
ture ranges from 96.6 degrees F. to 100.0 
degrees F. Not only that, some people 
have a normal daily variation in body 
temperature of as much as 2.0 degrees 
F. or 3.0 degrees F. 


called the hypothalamus, which is a 
small structure underneath the brain be­ 
hind the eyes. I fs literally the switch­ 
board for human emotions. Therefore it’s 
not too surprising that emotional reac­ 
tions can influence body temperature. All 
things considered, in the face of a nor­ 
mal medical examination, I would say 
that your doctor is probably wise in ig­ 
noring it and think you should do the 
same. 
* * * 


I RECEIVE many letters from women 
who have had their tubes tied and later 
regretted it. Attempts have been made 
for several years to reunite severed 
tubes or undo female sterility operations. 
These have met with varied success. For 
readers who are concerned with the 


problem, however, they might be inter­ 
ested to know that Dr. Celso-Ramon Gar­ 
cia at the University of Pennsylvania in 
Philadelphia has developed a micro-sur­ 
gery technique. The surgery is done with 
the aid of a microscope and Dr. Garcia 
has been able to obtain successful rejoin­ 
ing of open tubes in 50 per cent of his 
cases. Of his first 14 patients, three have 
been pregnant and one of them has had 
two 
normal 
pregnancies. 
There 
are 
many problems associated with the re­ 
constructive surgery but at least there’s 
hope for those who are sorry about the 
whole thing. 
(Newspaper Enterprise Assn.) 
Send your questions to Dr. Lamb, Pad­ 
dock Publications, P.O. Box 280, Arling­ 
ton Heights, 111. 60006. 


Plywood Minnesota 
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Drive home some real bargains 
during Plywood Minnesota's 
gigantic Prefinished Paneling Sale. 
Over 70,000 panels ... including 
our most expensive... are 
reduced. Choose yours now... the 
, selection is huge ... the 
savings great! 


$ 2 56 to ^ 2 " 


Select from 12,000 panels 
in this price range. 


$309 to $448 


Over 22,000 panels are reduced 
in this price range. 


$464 to $576 


PREFfNISHED MATCHING MOULDINGS 


I* 
Inside 
Casing 
Outside 
Door 
Large 
Base 
Cap 
Batten 
Corner 
Base 
Corner 
Stop 
Cove 
Shoe 


PANELING HELP BY THE BOX, BOTTLE, TUBE 


ADD THE TIMBERED LOOK 
TO WALLS, CEILINGS 


per ft. 
4" x 6" 
12' or 14' length 
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The United Nations Postal Adminis­ 
tration 
will 
issue a commemorative 
stamp for the Economic Commission for 
Europe (ECE) on Sept. lith. This is the 
regional commission’s 25th anniversary. 
Since its inception in 1947, the ECE has 
become a permanent instrument of the 
United Nations — a center for the pro­ 
motion of trade, particularly East-West 
trade, for the exchange of technical in­ 
formation, for the negotiation of inter­ 
governmental agreements and for re­ 
search on and analysis of economic de­ 
velopments of the region. 
The new stamp was designed by A. 
Medina Medina of Uruguay and will be 
printed by offset at the Government 
Printing bureau, Tokyo, in two denomi­ 
nations — 21 cents and Fs.1,10 in quan­ 
tities of 2,200,000 and 2,100,000 respective- 


iy- 
Four marginal inscriptions will appear 
on each sheet, two at the top and two at 
the bottom, and will consist of the UN 
seal with the words “Economic Commis­ 
sion for Europe” on the top of the seal 
with the date “1972” beneath it on the 21 
cent sheet. A similar text in French will 
appear on the F.s.1,10 sheet. Both de­ 
nominations will be printed in sheets of 
50 stamps. 
First Day Cover service for the U.S. 
denomination will be available from UN 
Headquarters, New York, New York. 
The outside envelope should be clearly 
marked “FDC - ECE - 21 cents.” Remit­ 
tance to cover the cost of the stamp plus 
a 5 cent service charge for each cover 
must be included. 
^ 
Collectors desiring first day cancella­ 
tions of the Swiss denomination must 
send their self-addressed envelopes to 
United Nations Postal Administration, 
First Day Cover Service, CH - 1211 Gen­ 
eva IO, Switzerland. 
Remittance to cover the cost of the 
stamps to be affixed (U.S. equivalent 29 
cents) plus a 5 cent service charge for 
each cover must be included in money 
order or certified check in either U.S. or 
Swiss currency at the rate of 3.84 Swiss 
francs to $1. Bank notes or coins will not 
be accepted. 
Prepared Geneva covers and mint 
stamps of both denominations may be or­ 
dered from the UN Postal Adminis­ 
tration, Box 5900, Grand Central Station, 
P.O., New York, New York 10017. Cost of 
the cover includes IO cents for the Gen­ 
eva cachet plus a 5 cent service charge. 
Covers with a single stamp are 44 cents; 
with a pair of stamps, 73 cents, and for a 
block of four and the marginal in­ 
scription block of four stamps, $1.31. 
* 
* 
* 


CANADA 
CARDS 
— 
scenic, 
pre­ 
stamped postcards — are available by 
mail from the Philatelic Service, Canada 
Post Office, Ottawa, Ontario, KIA OB5. 
Eighteen sets of five cards each are 
b e i n g marketed depicting Canadian 
scenes and places of historic interest. 
The pre-paid 8 cent postage indicia on 
each card is a miniature of the full-color 
photograph which appears on the front. 
Three sets each have been produced 
for Quebec, Ontario and British Co­ 
lombia; two sets for Alberta and one set 
each for the remaining provinces (Mani- 
t o b a , 
Saskatchewan, 
Newfoundland, 
Nova Scotia, New Brunswick and Prince 
edward Island) and one set for the 
Northwest Territories and the Yukon. 


<^0'-UT'Qv^ 


/;>6- 
^ 


The sets are $1 each. Space prohibits 
the listing of the scenes portrayed on all 
90 cards but for those collectors inter­ 
ested I will send you the listing for a 
self-addressed stamped envelope. 


Questions? Address Stamp Notes, Pad­ 
dock Publications, P.O. Box 280, Arling­ 
ton Heights, 111. 60006. 
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Opening Soon 


Another 
Gold Eagle 


Discount Liquor Store 
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Watch for opening 
in late September 
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Excello® reads the fine print 
And comes up with a strong fashion story. This "first edition" Excello will add an 
elegant note to your wardrobe with its finely detailed floral geometric stripes in a 
crisp, carefree blend of 65% Dacron® and 35% cotton that stays fresh and 
wrinkle-free all day long. You're bound to get "rave notices" whether you choose 
it in Blue. Red or Brown combinations! 


You'll find yourself being noticed more in an Excello. 
PRIM STORE FOR MEN 
1425 cAST PALATINE RD. 
ARLINGTON HTS., ILL. 
PH O NE 255-2800 
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plus deposit 


CANADA DRY 
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28 oz.- N.R. Btls. 
i > 


GOLD EAGLE 
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BACK-TO-SCHOOL SPECIALS 


CHECK OUR PRICES ON... 
SLIDE RULES ENVELOPES* PORTFOLIOS-BRUSHES 
SKETCH PADS-NOTE BOOKS-NOTE BOOK PAPER 
OIL PAINTING SETS-TEMPLATES-FRENCH CURVES 
MECHANICAL DRAWING SETS- EASELS-TRIANGLES 
Newsprint Pads, etc. 
©"aft Castle 


(CORNER RAND ANO PALATINE RD.) 


12 
pp 
HUCH 


«Vt, 


INC. 
350 EAST RAND ROAD 253-1017 
ARLINGTON HEIGHTS 


Water Recycling Plan Proposed 


POLE SITTING revisited? Maybe not, 
sprouting up at Higgins Road and 
but this workman radiates unconcern 
Grand Canyon Boulevard, Hoffman 
about means of departing his perch. 
Estates. The structure w ill house med- 
The "ivory" towered sun break was 
ical suites, 
taken atop the Medcoa 
Building, 


Area TSo Haven For Elderly 


(Continued from page I) 
kind. And vitamins and other non-pre­ 
scription medication is expensive, too." 
“ We all love to go to restaurants to­ 
gether,’’ Mrs. Anderson said, adding 
she’d like to see discounts at all types of 
entertainment. 
THOUGH MOST OF HER friends live 
with their families, Mrs. Anne Somers 
said, transportation is still a problem. 
“ There should be some public trans­ 
portation so we don’t have to be dragged 
around,’’ she said. 
“ Most people my age are still indepen­ 
dent and would like to travel without in­ 
conveniencing the family,’’ Mrs. Johnson 
said, admitting she now misses the New 
York subway and bus system. 
Even renting a car for a weekend trip 
would be expensive — and if you’re over 
70, Budget Rent-A-Car doesn’t have to 
rent to you, reports Dick Doyle of the 
local Golf-Rose Shopping Center office. 
While the local senior citizen groups 
have organized group trips to the Arling­ 
ton Park Race Track, the theater or the 
Dubs games, they have not organized to 
pressure for discounts from local stores. 
Mrs. Harlo Sartorius, director of the 
; and H Golden Group, for persons over 
>5, said discounts “ are a really needed 
service. No one is actually working on it, 
md the only discounts the group has are 
mes offered to it.” 
The race track charges seniors only 50 
merits every day and the Cubs proclaim 
ruesdays senior citizen days. 
HIGH SCHOOL DIST. 211 offers free 
continuing education courses as space is 
wadable in the regular winter schedule. 
Superintendent Richard Kolze said most 
>f the over-65 students sign up for the 
[Yavel and Adventure series and art, 
jridge and dancing classes. 
Senior citizens may become members 
rf the district’s Golden Years Club by 
limply signing up at the school district 
wilding, 1750 S. Roselle Rd., Palatine. 
Cardholders are entitled to attend all 
school activities free of charge. 
No cleaners or beauty salons in the 
irea appear to give discounts to the el- 
lerly, and instead some merchants are 
inder the impression that only “ rich old 
blk" could live here. 
“ We want to sock ’em while they’re . 
mound so we can be rich like them 
omeday,” one Hoffman Estates barber 
aughed, but the seniors wonder if the 
batement might be true. 
“ I don’t give discounts to older women 


because I don’t want all old ladies flock­ 
ing in here," a beauty salon operator in 
Schaumburg said. “ We do a lot of curl­ 
ing iron and younger styles. If you start 
to have all older women, forget it." 
AND WHEN ONE TRAVELS the route 
of hairdressers, pharmacies, cleaners 
and grocers in Schaumburg and Hoffman 
Estates, one finds few gray-haired shop­ 
pers. 
It’s hard to remember that more than 
600 social security checks come in the 
Schaumburg and Hoffman Estates mail. 
Last month’s checks also contained an 
information sheet on food stamps. 
Food stamps are available to older 
persons on social security, depending on 
their total income, rent, medication and 
food bills and pro-rated on a scale. When 
all these factors are taken into consid­ 
eration, the maximum income eligible is 
$178 per person per month. 
Very few persons, let alone the elderly, 
use food stamps in the two villages. The 
Herald reported last February that less 
than five customers per month redeem 
food stamps at the National Food Store 
in the Golf-Rose Shopping Center or the 
Jewel in Hoffman Plaza. 
DISCOUNTS AT large chain stores 
would have to be negotiated through the 
company’s management at the regional 
or national level, Larry Cline, Osco 
Drugs manager at Hoffman Plaza, ex­ 
plains. Discount stores like Valueland in 
Hoffman Plaza feel they are offering the 
lowest price possible to everyone, store 
owner Lyle Levy says. 
The American Association of Retired 
Persons, Chapter 545, offers discounts to 
all members through mail order drug 
companies, but Mrs. Anderson said this 
is often inconvenient. 
The AARP locally has about 135 mem­ 
bers, IOO (rf them over 65. Most are wid­ 
ows, and meet monthly as well as almost 
every week for games, needlework or 
arts and crafts. 
For those growing old while their com­ 
munity grows younger, such groups have 
concentrated on offering companionship, 
not organization for a cause such as dis­ 
counts. 
“ I don’t ever expect anybody to do 
anything for me," Mrs. Anderson said. 
“ But others appreciate it* and I do too." 
And when the median age in Schaum­ 
burg and Hoffman Estates is a little 
more than 21 years, few merchants take 
notice of the suburbanite who wears his 
trousers rolled. 


Incorporation of a water recycling sys­ 
tem in a proposed car wash in the Wood­ 
field complex won tentative approval for 
the facility from the Schaumburg Village 
Board Tuesday night. 


Last week the petitioners for the car 
wash were told the board generally ap­ 
proved of their plan, but would require 
an arrangement for recycling water be­ 
fore it could be accepted. Woodfield As­ 
sociates is requesting a special use per- 


‘Kids Krusade’ 
Puppet Show Set 


A “ Kid’s Krusade" at Calvary Baptist 
Church, 
1000 
S. 
Springinsguth 
Rd., 
Schaumburg, will feature puppet shows 
Sunday through Wednesday evenings at 7 
p.m. 
“ Uncle Hank" and “ Aunt Joyce" He- 
mond will present their puppets, Oliver 
and Stretch, in a show that features live­ 
ly songtimes, a contest and Bible stories. 
Admission is free. 


mit for the facility, which is to be leased 
and operated by McCleen Corp. 
McCleen’s 
representatives 
Tuesday 
said they had learned of a corporation 
process which would more than satisfy 
the village’s recycling requirement. The 
board had told the firm use of fresh wa­ 
ter for the system would seriously endan­ 
ger supply of water to the rest of the 
Woodfield complex due to its heavy drain 
on the center’s water storage tank. The 
request now must be approved in two 
readings before the board. 
Final approval was given for a special 
use permit for a car wash to be con­ 
structed by Shell Oil Co. on Higgins Road 
at Mall Drive. 


THE SHELL facility already had re­ 
ceived initial approval by the board. 
Both facilities are restricted to use of 
phosphate free, bio-degradable cleaning 
agents. 
The trustees also approved a recom­ 
mendation from the zoning board of ap­ 
peals to grant a special use permit for a 
day care center at Westover Lane near 
Wise Road, in a shopping center on prop­ 
erty owned by James Teufel. John Mur­ 
ray, who is to run the day care center, 
said it will be licensed for 102 children. 


Electrical Service Interrupted 


Storms caused interrupted electrical 
service to a small area of Hoffman Es­ 
tates early yesterday afternoon. 


John Stephens, district superintendent 
for Commonwealth Edison’s Northwest 
service area, reported a line was down in 
the area bounded by Maricopa and Tha­ 


cker streets, Illinois Boulevard and Lin­ 
coln Drive. The interruption lasted about 
an hour, starting at 1:50 p.m., said Ste­ 
phens. 


Only about 30 homes were affected, 
said Stephens. No problems were report­ 
ed in Schaumburg. 


St. John Teacher To Be Installed 


John Janzow, new principal and sev­ 
enth and eighth grade teacher at St. 
John Lutheran School, will be installed 
as a member of the church Sunday at 
10:30 a.m. 
The congregation will hold a reception 


Carnival Is Today 


A neighborhood carnival against mus­ 
cular dystrophy will be held today on 
Branchwood Drive off of Cedarcrest 
Lane in Timbercrest. 
Hosting the festivities are Tammy and 
Pamela Rolfs and Sandra Moutvic. The 
Rolfs’ home at 207 Cedarcrest Ln. will be 
“ headquarters" for the carnival from I 
p.m. to 5 p.m. 
All proceeds will be donated to the 
M u s c u l a r Dystrophy Association of 
America. 


in the school gym following the service. 
Janzow earned a bachelor of science 
degree from Concordia College, River 
Forest, and has been teaching for 20 
years. Previous positions include ap­ 
pointment as teacher-principal in a Costa 
Mesa, Calif., school and teacher-assistant 
principal in Elmwood Park. 
He presently is a candidate for the 
master’s degree at Northeastern Illinois 
University, Chicago. 
He has also done graduate work at 
Chapman College, U.C.L.A. and Con­ 
cordia. 
Janzow, his wife Jocelyn and their four 
children recently moved into the teach­ 
erage on Irving Park Road. * 
The school, at Irving Park and Roden- 
burg roads, Roselle, serves both the 
Schaumburg and Roselle areas. School 
registrations are still being taken for the 
fall term. 
Information is available at the school 
or by calling 529-5328. 


The center will comply with the village 
ordinance regulating child day care facil­ 
ities, he said. 
Teufel also sought and received ap­ 
proval for a packaged liquor license for 
a store to be located in Weatherway 
Plaza, another center he is constructing, 
at Roselle Road and Weathersfield Way. 
Operator of the store is to be Fred Kerr, 
who also will have a variety store in the 
same building. The liquor store is to be 
separated from the rest of the structure 
with a partition, and will have a separate 
entrance. 


ANOTHER PERM IT for the Weath­ 
erway center was granted on first read­ 
ing for a store front church, to be leased 
by Woodfield Jewish Congregation. May­ 
or Robert O. Atcher suggested in dis- 


Periodontist Opens 


Schaumburg Office 


The area’s first periodontist has opened 
an office in the Schaumburg Plaza Pro­ 
fessional Building, 1433 W. Schaumburg 
Rd., Schaumburg. 
Dr. Ronald Rosenberg, who has prac­ 
ticed in Skokie for 17 years, said the ad­ 
ditional office here is needed because 
many of his patients are from this area. 
“ This is an area building itself up and 
in need of this kind of service," Dr. 
Rosenberg said. He specializes in den­ 
tistry for children and adolescents, and 
will see patients here by appointment. 
Appointments can be made by calling 
894-1248 or 676-1243. 
Dr. Rosenberg is a graduate of the 
University of Illinois and Loyola Dental 
School and did postgraduate work at 
Eastman Dental Center, University of 
Rochester. 
He is a member of the American Den­ 
tal Association, Illinois Dental Society, 
Chicago Dental Society and the Ameri­ 
can Society of Dentistry for Children. 
Dr. Rothenberg and his wife Shirlee 
have three children and live in Highland 
Park. His Skokie office is at 8424 Skokie 
Blvd. 


cussion of the church the group should 
obtain permission from Woodfield Associ­ 
ates for use of its name. While he said he 
did not anticipate any objections from 
the firm, which developed Woodfield 
shopping complex, he noted there are le­ 
gal restrictions on use of the name. 
Also approved on first reading was a 
request from National Tea Co. for a 
package liquor license. 
In other action, the board approved on 
first reading adoption of three federally 
drawn codes regulating food stores and 
adopted an ordinance requested by the 
Metropolitan Sanitary District of Great­ 
er Chicago prohibiting discharge of cer­ 
tain materials into sewers. 
Also approved was an agreement with 
Morwell Builders, whereby the firm will 
install an oversized storm sewer near 
Beech and Hickory streets in T i rn - 
bercrest. Mayor Atcher predicted it will 
relieve flood problems in the area. Later, 
when property at the final point of the 
sewer is developed, the agreement will 
permit Morwell to recover the extra ex­ 
pense from oversizing from that devel­ 
oper. 


Bottle Recycling 


Area Open Saturday 


Used bottles and containers may be de­ 
posited Saturday at Hoffman Estates 
Municipal Reclamation Center, on the 
grounds of the old village hall, 161 Illi­ 
nois Blvd. bewteen 9 a.m. and 2:30 p.m. 
Newspapers may be left at the center 
daily but must be bundled or left in large 
paper sacks. Magazines are not accept­ 
able. 
Glass may be prepared for deposit at 
the center by rinsing and removing met­ 
al rims; labels need not be stripped from 
the containers. 
The recycling center is sponsored by 
Hoffman Estates Environmental Con­ 
cerns Committee. All proceeds from 
glass and paper reclamation are used by 
the committee for villlage beautification 
purposes. 


Bomb Threat Traced To Library 


Arlington Heights police were notified 
at noon yesterday by a telephone oper­ 
ator that someone was trying to phone 
President Nixon to tell him there is a 
bomb in the White House. 
The operator told police that she re­ 
ceived a call from a pay phone at Arling­ 
ton Heights Memorial Library. A male 
voice asked her how to get in touch with 
President Nixon, police said. When the 
operator asked why, the voice respond­ 
ed that he wants to tell the President 
there is a bomb in the White House. 


A squad car was sent to the library in 
an attempt to apprehend the caller, but 
no one was found. Police dusted the tele­ 
phone and phone booth for fingerprints. 


Police notified the Chicago office of the 
Secret Service, but local police are con­ 
tinuing to investigate. It is a federal of­ 
fense to threaten the life of the Presi­ 
dent. 


President Nixon is not at the White 
House this week. He is in Miami for the 
Republican National Convention. 


PEDAL AWAY POLLUTION 
WITH THIS DELUXE 10-SPEED 


THIS S119 BICYCLE CAN BE 
YOURS FOR $84 
50 


Bicycling is an exciting, exhilarating form of ex­ 
ercise . . . and this deluxe 10-speed can provide 
you with all the benefits of regular exercise . . . at 
a bargain price. 
This $119 value can be yours today for. only 
$84.50, when you open a new savings account with 


$200 or add $200 to your present savings ac­ 
count.* 


Come in and examine all the deluxe features in­ 
corporated into this quality bicycle. But hurry! This 
offer ends when our supply of bikes is exhausted. 


A FULL 
SERVICE 
BANK 


M em b er F.D.I.C. 


^ckambwuj 


320 West Higgins Road 


*Savings must remain on deposit h r 12 ca ender months. 


Schaumburg, Illinois 60172 
Phone: 882-4000 
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Rolling Meadows Shopping Center 


OPEN SUNDAY 
11 to 4 


Shop Mon., Thurs., Fri. 9:30 to 9:30 


Other Days 9:30 to 5:30 


School-Bound Clothes for Boys and Girls 


the layered Look 
I 


for Young Ladies! 


SHRINK 
Hand-made, U-neck vest with Butterfly motif in 
Multi-Colors. S, M, L sizes. 
$ 6 99 


BLOUSE 
Permanent-Press, broadcloth Pirate blouse with 
bell sleeves and 3-button cuffs. In Solid Colors. 
Sizes 7-14. 
SKIRT 
Long quilted skirt in a Novelty Printed Pattern 
with matching elastic waistband. Sizes 7-12. 


$449 


$8OO 


Sweater Knit 
Pant Set 


“Layered Look” top has striped sleeves and tur­ 
tle neckline. Matching sweater knit pants. 
In 
Rust or Navy, sizes 7-14. 


* 1 3 " se. 


3-Piece 
Skirt Set 


“Fantastic” 3-pc. ensemble fashioned of 
50% Polyester/50% cotton knit. Red/ 
White dotted shirt, Navy/White ribbed 
vest, Solid Navy flip skirt. Sizes 7-14. 
$13" 
set 


Use Your "Crawford Charge 


"Master Charge" Or 


"BankAmericard" 


for Boys! 


"Kaynee" 
Sport Shirts 


Beautiful, Permanent-Press sport shirts 
with long sleeves and long-point col­ 
lars. Choose from a great selection of 
Geometries, Animal Looks, Oriental 
Prints and Solids. Sizes 8-18. 


$5 to $550 


Jean Fling 


by "Levi's", "Mann' 


and "Billy The Kid' 


You name ’em . . . . weVe got ’em! 
Every style imaginable, all with flare 
legs! Solid Twills, Plaids and Checks 
in sizes 8-16, regulars and slims. 


$6 *° $7 


"Donmoor” 
Knit Shirts 


Turtlenecks, Zip-Necks, Crew-Necks and Wal­ 
lace Beery styles . . . . they’re all here in great 
variety! Solid Colors and Fancy Patterns to co­ 
ordinate with all your jeans. Sizes 8-18. 
$4 to *6 


Sleeveless 
Sweaters 


Completely washable, Orlon knits in Solid Col­ 
ors and Fancy Patterns. To create a “layered 
look” over shirts and jeans. Sizes 8-18. 
*499 


IT'S CONVENIENT TO SHOP AT THE CRAWFORD! 


• FREE PARKING Just a Few Steps from Our Door! 
• Complete Selections for Men, Women, Children and The Home! 


Jgsr J 
WHOLESALE TIRE CO. 
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5 
by Mort R. .. 


Of all the metals used in coinage of 
money for general circulation, nickel is 
the only one adaptable without the addi­ 
tion of an alloy. U.S. nickel five-ceni 
pieces, like the cladding on our current 
dimes, quarters, half-dollars and dollars, 
are actually 25 per cent nickel and 75 per 
cent copper. We have never issued a 
pure nickel coin. 
Canadian five-cent pieces are pure 
nickel with a high magnetic quality mak­ 
ing the coins desirable for most vending 
machines. 
Pure nickel can be melted, cast or 
rolled from ingots or rolled directly from 
nickel powder. Coin blanks from nickel 
strips tend to harden in the process mak­ 
ing it mandatory to soften each piece be­ 
fore receiving the coinage design. 
POWDERED 
NICKEL 
rolled 
into 
strips is softer and more ductile which 
lends the blank to an immediate coinage 
die without being routed through the soft­ 
ening operation. All of this is part of the 
“ Nickel Story’’ being made available to 
readers of this column through the cour- 


'Winn 
NATIONS UN«El» 
NATIONS UNIfcS 


UNITED NATIONS 
UK-.rCO NATIONS 
* * * * * * * * * * 


tesy 
of 
Sherritt-Gordon, 
one of the 
world’s largest producers of nickel coin­ 
age material. 
The “ Nickel Story’’ is supported by a 
piece of nickel strip web (that portion of 
a strip remaining after coin blanks have 
been punched); a coin blank (left); a Ca­ 
nadian pure nickel five-cent piece (right) 
and a Sherritt Mint Medal (center) also 
Struck on a 
pure 
nickel 
planchette, 
housed in a 3%x6-inch wallet-type vinyl 
holder. 
THIS SPECIMEN display gives the ob­ 
server an opportunity to see and touch 
the three production stages of a pure 
nickel coin while reading about the min­ 
ing and processing of nickel sulfides, one 
of Canada’s chief contributions to world 
coinage. 
These collectors specimens are limited 
one to a reader at $2 each, all fees paid. 
Address orders to “ The Nickel Story,” 
P.O. Box 880, Ladysmith, British Colum­ 
bia, Canada. 
• 
* 
* 


BICENTENNIAL 
FIRST DAY COVERS 
According to a report from Coin World, 
there was a total of 665,000 official Amer­ 
ican 
Revolution 
Bicentennial 
medal- 
stamp First Day covers sold by the Bi­ 
centennial Commission by July 15. With 
the deadline set at July 31, it is possible 
this figure may increase to over %-mil- 
lion. This is the first time a series was 
made available on a first-come-first- 
served basis by the ARBC. 
This column’s offer to mail official or­ 
der blanks to any reader sending in a 
s t a m p e d , 
self-addressed 
envelope 
brought 
3,302 
requests. 
Some 
orders 
could not be filled due to a shortage of 
blanks. This offer will be extended to our 
readers when the second ARB First Day 
PNC cover is announced by the commis­ 
sion. 
If you missed this opportunity, prepare 


Today is Thursday, Aug. 24, the 237th 
day of 1972 with 129 to follow. 
The moon is full. 
The morning stars are Mercury, Venus 
and Saturn. 
The evening stars are Mars and Jupi­ 
ter. 
Those born on this date are under the 
sign of Virgo. 
Roman 
Catholic 
Cardinal 
Richard 
Cushing was born Aug. 24, 1895. 
On this day in history: 
In 79 A.D., thousands were killed and 
the cities of Pompeii and Herculaneum 
were buried by the eruption of volcanic 
Mount Vesuvius in Italy. 
In 1814, the British captured Washing­ 
ton, D.C., burning the Capitol Building 
and the Executive Mansion. 


r 
COINS 
STAMPS 


Com plete line o f 
Cern* — U.S. stomps — Packets — 
Cain supplies — Stomp a Ik was — Stomp supplies 
— latest stamp supplements ia stack 


WANTED TO BUY 
U.S. stamp collections, • 
Gold coins, Silver dollars 


I 


•i 


✓ 


TREASURE 
CHEST 
Arlington Market Shpg. Clr. 
24 S. Dryden, Ari. Hts. 
259-5252 


Daily ID 1:38 lets I Wad. 10 4 
Sat. 9:30-5. (lased Sea. 


a or 
10-inch 
business 
size 
envelope 
now, with your name and address and 
proper postage to be sent to Money Clips, 
c/o Mort Reed, P.O. Box 555, Wooster, 
Ohio 44691, when No. 2 is announced. 


This will save time and assure delivery. 
(Newspaper Enterprise Assn.) 
Questions? Address Collecting Coins, 
Paddock Publications, P.O. Box 280, Ar­ 
lington Heights, 111. 60006. 
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J 
SHOP AND 


* 
COMPARE 
DEALER PRICES DIRECT TO YOU 


SOLD BY 
ANNEN 


f / / u 
/ 
BUSSE 


R E A L T O R S 


W& cannot kofit a, 
tfrfjcJv tty fight another a 
path uttkoat 
_ 


c 
ing oast, conv. 
£(veetfiutd 


Offices in: 
Mf. Prospect-Arlington Hts.-Palotine-Schaumburg 


Our tires are made by divisions 
of FIRESTONE and GOODYEAR. 
No cheap leaders - strictly premium quality 
at everyday low prices. 


QUICK 
MOUNTING 
AVAILABLE 


“WE INVITE 
COMPARISON” . 


All Prices 
Include Whitewalls 


Full 4 Ply 


Polyester Cord 


New Twin Whitewall 


12/32 Tread Depth 


Palatine 
108 N. Brockway 
( V'2 Block North Of the N W Tracks) 


I V 2 Block South O f the Palatine Library) 


358-8244 


WHOLESALE 
EXCISE 


SIZE 
UST 
PRICE 
TAX 


6.50-13 
39.52 
15.81 
1.75 
7.00-13 
41.37 
16.55 
1.95 
7.35-14 
44.20 
17.68 
2.00 
7.75-14 
46.60 
18.64 
2.12 
8.25-14 
49.20 
19.68 
2.29 
8.55-14 
52.57 
21.03 
2.41 
7.75-15 
47.70 
19.08 
2.13 
8.25-15 
49.12 
19.65 
2.34 


8.55-15 
9.00-15 
53.62 
54.92 
21.45 
21.98 
2.48 
2.90 
5.60-15 
39.82 
15.93 
1.73 


WHOLESALE 
excise 


size 
UST 
PRICE 
TAX 


C78-13 
48.15 
19.26 
1.95 
C78-14 
49.32 
19.73 
2.08 
E78-14 
52.37 
20.95 
2.24 


F78-14 
52.72 
21.10 
2.39 


G78-14 
57.25 
22.90 
2.56 
H78-14 
62.02 
24.81 
2.75 
J78-14 
66.55 
26.62 
2.95 
F78-15 
55.50 
22.02 
2.43 
G78-15 
56.95 
22.78*- 
2.63 
H78-15 
59.82 
23.93 
2.81 
9.00-15 
62.80 
25.12 
2.90 
L78-15 
66.05 
26.46 
3.16 
Des Plaines 
1487 Rand Road 
(I Door West of Robert Hall) 


298-4030 


Weekdays 9 to 8, Sat. 9 to 4, Closed Sunday 


r i 


W eekdays 9 to 8, Sat. 8 to 4. Closed Sunday 
. 
— 
CAIL FOR PRICES ON ANY TYPE TIRE 


* 


Open daily 8:30 til 10 p.m. Saturday 8:30 til 6 p-m-Sunday 9:00 M I6 p .m 


The Homeowners Store ...t n t now on'these timety home 


REPUBLIC’S 
NEW 
the 
TOUGH 
ONE 


You've never seen 
the likes 4>f it for 
wear. 


TEMPERED PEGBOARD 


Deluxe Commercial Grade 
ALUMINUM 
LADDER 
6 ft. Aluminum Stepladder 
with slip resistant feet and full 
3” wide steps that makes your 
work safer and less tiring. 


.47 
reg. <18.95 
Now 
*16 


The perfect orga­ 
nizer for the ga­ 
rage, workshop, 
kitchen or play 
room. 


reg. .79c 
2„99c 


Mods! 376 


Pre-Season Sale 
Storm Windows and Doors^ 


4 ’x8* 
Luxurious 
looking 
hardboard paneling in rich 
warm tones of Roan Hick­ 
ory and Rustic Hazelwood. 
A vinyl coated 
paneling 
that is virtually childproof 
and 
maintenance 
free! 
Use it in any room of the 
house. I fs decorative and 
tough as they come. 


REG. 4.99 


NOW 


4’* r 
7 


16 ft. Aluminum Extension 
ladder that is truly light weight, 
sturdy and easy to handle. Slip 
proof rubber feet makes your 
jobs less hazardous. A quality 
ladder that is an investment for 
years to come. 
^ 
m 
$1 7 47 
\j 


GLIDDEN SPRD HOUSE PAINT 
Smooth velvet -like finish for exterior . 
wood end masonry. Latex goes on easily 
with brush or roller. Pre-mixed colors 
reg. $7.98 
PITTSBURG OIL HOUSE PAINT 
Made of pure linseed oil to give lasting 
beauty and protection. For all exterior 
wood reg. $7.33 White Only! 


YOUR CHOICE • 6 f t 


REPUBLIC’S SECURITY CENTER 


& 


Safety Night Latched 
A decorator safety night latch 
with heavy bolt discourages 
any attempt to break in. Out­ 
side key operates all functions 
of tkis safety lock. 
Safety Night Chain 
Solid * steel 
chain 
can 
be 
latched or unlatched from the 
inside without key. For all 
types of doors, 
easy 
in­ 
stallation. 


CUSTOM 
SIZES 
UP TO 


101 
UNITED 
MONES 


r UU 
It* 


tar Sa 


32” 


31” 


Fits TIMM I—his 
UBL. 
3l%#,i32%" 


35% ”131%” WK "I* 14." I 


Your Choice 
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of^nther and unwanted mtnntete. 
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mm GENE 


GENIC keeps you And 
'o u r property' safe and 
et rd. GENIE 
protected. KANIK open* 
the doer .0^0 • turns on the 
light. 
. . doses the 
lark* dp tight 
• 


mg. $119.96 


him % I* m 
m w Artou* 
j($ AAA (ah Priss $1844 
i$w%ciK3»off A v a v o o i f i y 


BEUKE I ’/s" WRITE 
A LOM VGM C O H RA D O I DOM 


EXTRA STURDY PRE-HUNG DOOR 
WITH 
SHATTERPRO O F TEM­ 
PERED GLASS 32-36*80” 


OUUXtVA" White 
Alum. Crossbuck Door 


PRE HUNG—READY TO INSTALL 
SH A TTER -PR O O F TEM PERED 
GLASS-DURABLE BAKED ENAM­ 
ELED FINISH 32-36x80* 


A LSCC-3 TRACK ALUMINUM 
COMBINATION WINDOWS 
TILTS OUT FOR EASY CLEAN­ 
IN G -WOOL 
PILE 
INSULATION 
.NATURAL FINISH 


A $64.95 
VALUE, 
14495 


ROU INSULATION 
Protects yon from the summer heft and the winters chill, 
low ers 
both 
y o u r , heating 
and 
cooling 
tests. 
Republic’s FIBERGLASS roll insulation. 


3-Vi” thick x 
15” wide -eov- 
3-Vt" x 23” wide -covers ap­ 
ers approx. 70 sq. ft. 
prox. 107 sq. ft. 
reg. 6.90 
£ 4 4 
reg. 10.65 0 4 4 
Now 
O 
Now 
O 
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SPECIAL 
UNFINISHED SHELVING PURCHASE 


I / - 1 •:I- 
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H-Tkkk UVt-gr Im* .• , 
LIGHT WEIGHT SMOOTH 
SANDED PARTICLE BOARD * 
CAN BC PAINTED OR VAR-- 
MS HU) 
SALE 
PRICE 


tim 


A $74.95 
VALUE, 
•54” 


6 for 
•79" 


MU NOW FMI FKMMMt f SIMM 
867.7000 
MSTJUIATIM A VAI. AILE 
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Mg on name 
H i» 4 Ms v i s r j i f ^ ’ "*** 
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drest 


4699 N. Harlem Ave. 


Phone 867-7000 
Chicago 


Arlington Heights 


310 E. Rand Rd. 
Phone 304-8000 


N orthport Shopping Center 


8909 S. Cicero 


Phone 423*1300 
Oak Lawn 


There are many styles in window cov­ 
erings but remaining the most popular 
and used most frequently is the common 
roll-up window shade. 


Such a shade affords privacy and is 
economical, easy to leave up for years 
and just as easy to replace. 


But window shades do create an occa­ 
sional problem. They may suddenly snap 
up and all privacy is gone. Sometimes 
you can’t wind them up at all. 


The parts of a window shade are re­ 
paired easily or replaced. Total replace­ 
ment is not expensive but sometimes a 
simple repair made at no cost will do 
just fine. 


THE SHADE IS fastened to a wooden 
roller with staples, tacks or tape. Inside 
the roller there is a coil spring with a 
dowel inside. One end of the roller has a 
stationary pin. The other has a flat, ro- 


Hazel C. Harris 


Mrs. Hazel C. Harris, 77, of 572 Char­ 
ing Cross, Elk Grove Village, died Tues­ 
day in Alexian Brothers Medical Center, 
Elk Grove Village. She was born Aug. ll, 
1895, in Illinois. 


Surviving are two sons, Gale Hunt- 
ingford and Ralph Harris; daughter, 
Harriet Huntingford of Elk Grove Vil­ 
lage; and seven grandchildren. 


Visitation is all day today in Friedrichs 
Funeral Home, 320 W. Central Rd., 
Mount Prospect, and tomorrow until 
time of funeral services at 1:30 p.m. 


The Rev. David J. Quill of St. Mark 
Lutheran Church, Mount Prospect, will 
be officiating. Burial will be in Acacia 
Park Cemetery, Chicago. 
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Rolling Meadows Shopping Center 
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Teen Tempters 


FOR BACK-TO-SCHOOL 


VOGUE'S "well-schooled" look is greet 


for class and after! Wear these 


fashion-right styles with the widest, 


leggiest pants or with the new 


"layered looks"! 


\\ FLIP 
H 


Black Leather/Pigskin or 
Brown Leather/Pigskin. 


* 1 5 99 


"GINGER" 


Black Leather/B urgundy Pigskin or 
D ark Brown Leather/Chocolate Pig­ 
skin. 
* 1 5 " 


• Just Two of M any 


Sharp New Styles! 


F A S H I O N F O O T W 
E A R 


CAMPIS SHOES . . . . Main Floor 


The Lighter Side 
Keep Breath-Propelled Weapons Out 


tating pin. Metal caps protect these 
parts. 


There are tiny pawls that fit into slots 
at the end with the rotating pin. The 
force of rotation causes the pawls to be 
released and that in turn causes the 
spring to raise the shade. Whenever you 
stop the shade’s movement you cause the 
pawls to drop into place, locking the roll­ 
er in that position. 


When the shade does not roll up, in­ 
crease the spring tension by pulling the 
shade down a few times. Remove the 
roller from the brackets and roll the 
shade tightly. Put it back and try again. 
The pawls drop into place by gravity 
and sometimes they stick. Check to see if 
this has happened. 


If you lubricate, use graphite, not oil, 
since oil picks up dirt and gums. 
When a shade suddenly snaps up, then 
the spring is too tight. Roll the shade to 
the top, take the roller off the brackets, 
unroll about halfway down and replace. 


WOBBLY AND falling shades may be 
due to loose brackets. Make certain they 
are fastened with screws rather than 
nails. 
If you are moving a shade to a slightly 
larger window you can make it work by 
making the brackets stick out a bit far­ 
ther by shimming them with bits of card­ 
board. Or extend the stationary pin by 
pulling it out a little. 


If you move a shade to a narrower 
window (a likelier move), work on the 
fixed-pin end of the roller. Remove the 
fabric and cut the end of the roller where 
the fixed pin is (it pulls out easily). 
Then put the pin back and replace the 
end cap. 
Trim the shade by stretching it on a 
flat surface, measuring, marking and 
cutting against a straight edge. Refasten 
the roller with tacks, staples or tape. 


(Newspaper Enterprise Assn.) 
Questions? 
Address 
Do-It-Yourself, 
Paddock Publications, P.O. Box 280, Ar­ 
lington Heights, 111. 60006. 


by DICK WEST 
WASHINGTON (UPI) - Gun-control 
advocates who felt the bill recently 
passed by the Senate was too weak now 
have something to assuage their dis­ 
appointment. 
In California last week Gov. Ronald 
Reagan signed into law legislation mak­ 
ing potentially lethal blowguns illegal. 
“This is great!” exclaimed Seymour 
Puffoff, executive director of the Nation­ 
al Council for a Sane Blowgun Policy, 
when I called him up for comment. 
“If other states, or maybe Congress it­ 
self, will follow through with similar 
measures, America will be a safer place 
in which co live.” 
I said, “How many people in the 
United States are killed or wounded each 
year by blowguns?” 


“STATISTICS LIKE that cannot be 
compiled accurately owing to the diffi­ 
culty in distinguishing blowgun attacks 
from certain other types of aggression,” 
Puffoff replied. 
“Let us say, for example, that a group 
of revelers are playing darts in a friend­ 
ly tavern. One of them makes an errant 
throw, causing the dart to sail over the 
transom and strike a pedestrian on the 
sidewalk outside. 
“The passerby may very well report 
unduly creating alarm that a blowgun 
sniper is at large in the neighborhood. 
“On the other hand, someone who is 
actually the victim of a blowgun attack 
may be fooled into thinking he has mere­ 
ly been jabbed with a darning needle by 
some disgruntled old maid. 
“Other blowgun victims may simply 
conclude that they have accidentally be­ 
come involved in mass vaccination pro­ 
grams. 


“STILL OTHER blowgun victims may 
erroneously assume that they have been 
inadvertently mainlined by a jittery jun­ 
kie who was shaking too hard to hit his 
own arm. 
“On balance, it is our belief that far 
more people are being blowgunned than 


is generally realized. Frequent failure to 
report such assaults has given the public 
a false sense of security.” 
I said, “Something must be done to 
keep breath-propelled weapons out of the 
mouths of criminals.” 
“That s only part of it,” Puffoff said. 
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LOCATION! LOCATION! LOCATION! 
Lovely Shenandoah on premium corner lot. located 
within walking distance of indoor - outdoor pool, 
playgrounds, elementary school, movie and shop­ 
ping center. 9 rooms, 


including 4 bedrooms and 2 x/i baths. Two car 
garage olso carpeting, drapes and curtains. Brick 
and frame construction and a real bargain at 
$46,000 


t * 


“Our records indicate that by far the 
largest number of blowgun casualties is 
caused by people accidentally shooting 
themselves.” 
“How do they do that?” 
“When they put the blowgun to their 
lips, they make a mistake and inhale.” 
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per mile 
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includes 
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ROBERT F. FLEMING & ASSOC. 


71 PARK A SHOP LANE, ELK GROVE VILLAGE, III. 


Member of M A P Multiple Listing Service 
PHONE 
593-1270 


<•"» 253-5000 
Moss 
400 W. N.W. Hwy. - Ari. Hts. 
OPEN SUNDAYS 


Shop Monday thru Friday 9 :3 0 A.M. to 9 :3 0 P.M. . . . Saturday 9 :3 0 A.M. to 5 :30 P.M. . . . Sunday Noon to 5 P.M. 
Save on Bedroom Furniture 
with Old-World Elegance, 
Crafted by Modern Masters 
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$138! 
Superb “San Marco” 3-pc. 
Spanish-style Bedroom 


The ultimate in Spanish design . . . 
crafted with modern manufacturing tech­ 
niques. Pieces are produced from solid 
oaks and oak veneers over select hard­ 
woods for lasting beauty. Suite includes: 
75-in. triple dresser with framed plate 
glass mirror. 42-in. chest, and queen-size 
spindle headboard with frame. 
$ 


Regularly $ 8 3 7 
699 


$ 1 0 6 .9 2 Matching Nightstand . . . 9 9 .9 9 


Pieces Sold Individually Also at Sale Prices 


• Use Sears Easy Payment Plan • Sale Prices in Effect thru August 30th 


Sears 


SEARS. ROEBUCK AMU CO. 
Woodfield 
Roule 53 and Golf Road, Schaumburg 
Telephone 882 -2 5 00 
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Good Samaritan At Work 


Herald Editorials 


The Needy Are 


With Us, Too 


The question of welfare — the 
serious and profound issue of pub­ 
lic aid for the needy — is here with 
us in the suburbs. 


It is largely unseen because we 
live in affluent and comfortable 
neighborhoods without the grimy 
evidence of poverty which has in­ 
vaded the metropolitan core, but it 
is here nevertheless. 


It is here in less than the over­ 
whelming numbers which charac­ 
terize big city welfare dilemmas, 
but the individual plight of the 
homeless and the hungry is just as 
aching, 
even 
if 
their numbers 
among us are fewer. 


Occasionally we hear their sto­ 
ries firsthand. The story, for ex­ 
ample, of a family of seven who is 
faced with maintaining their basic 
daily vitamin intake despite a cut­ 
back in federal programs which 
takes 
away 
their 
supplemental 
food allotment. 


Or the case of a partially blind 
mother of five who no longer can 
sustain herself here because no 
agency will permit a monthly rent­ 
al of $250 a month for a house. 


One of the sad things about the 


cases of welfare in the Northwest 
suburbs is that poverty means ex­ 
pulsion from this area. 


The poor — even if they are poor 
only temporarily or out of a handi­ 
cap — cannot afford to live in our 
midst for very long and they must 
move away. Poverty in the sub­ 
urbs means a family must move to 
the inner city or to the dirt towns 
of Illinois or the south. 
Poverty 
seeks its own level and one of the 
inevitable prices to be paid by a 
poor family is economic banish- 


Olympics’ Sex Test 


Maybe their hairdressers know 
for sure, but Olympics officials 
aren’t taking any chances. 


To guarantee that none of the 
1,500 women athletes coming from 
around the world to compete in 
Munich this month has not even 
the slightest genetic variation tljat 
might enable her to deliver a 
man’s 
performance, 
a 
special 
team of doctors and scientific as­ 
sistants will administer a simple, 
certain and nonembarrassing test 
of femininity. 


The procedure merely requires 
an athlete to part company with 
one of the hairs on her head. The 
hair root cells are dyed red for in­ 


spection purposes and then scruti­ 
nized under a microscope to de­ 
termine whether or not they con­ 
tain the male Y chromosome. (Fe­ 
male cells contain only X chromo­ 
somes.) 
An estimated 70 women, those 
who have never participated in an 
Olympics competition, will under­ 
go the chromosome test for the 
first time. An anticipated max­ 
imum of only two or three of them 
are likely to be disqualified on the 
grounds of “ intersexuality.” 
Those who pass the test with fly­ 
ing hair roots will be issued a cer­ 
tificate, good for all future Olym­ 
pics, testifying that they are IOO 
per cent women. 


Bruce 
Biossafs Column 
menl from suburban communities. 


Consider the plight of one family, 
the partially blind woman with five 
children and no husband at home. 
She received slightly less than $100 
from 
township 
welfare 
coffers 
while she waited to get on Cook 
County general assistance. 


After a two week wait the wom­ 
an will receive $292 monthly from 
the county. She cannot possibly af­ 
ford to live here on that sum. She 
and her five children will leave us 
shortly. She will relieve us of the 
burden of caring for her and she 
will be forgotten. 


Each year local township gov- 
e r n m e n t s budget substantial 
amounts of money for general as­ 
sistance although each township 
uses only a fraction of its budgeted 
amount. 


In Wheeling Township, for ex­ 
ample, $23,000 was used last year 
)ut of some $46,000 budgeted for 
general assistance. 


Wheeling serves here only as an 
example for a common practice in 
most townships of budgeting well 
in excess of the amount spent. 


We believe in this one case — 
and in selected others — township 
government is acting penuriously. 


Because township general assis­ 
tance 
funds 
are 
not 
received 
through federal or state taxes, the 
townships 
have 
virtually 
unre­ 
stricted use of their funds. 


We think this gives an excellent 
opportunity to township govern­ 
ment to use its knowledge of the 
community and to play an active 
— and compassionate — role in lo­ 
cal public aid. 


‘Big States Vote In Patterns’ 


Examine with a skeptical eye any front 
line reports which suggest that the eight 
most populous northern states may be 
spread all over the lot in this election. 
Though Massachusetts is something of 
an exception, generally they tend to vote 
in a pattern. 
If an election is very close, the big 
states may fall on either side of the 
middle where most of them will be bun­ 
ched. Thus it was in 1968, when Presi­ 
dent Nixon won four and Sen. Hubert 
Humphrey four. The same split .occurred 
in 1948 between Harry Truman and 
Thomas Dewey. 
Yet this doesn’t necessarily follow. 
John F. Kennedy’s popular vote in I960 
was narrower than these two, but still he 
won six of the eight top northern states 
and nearly took a seventh. 
Landslides inevitably engulf all the big 
ones. Dwight Eisenhower swept the eight 
in both 1952 and 1956 and so did Lyndon 
Johnson in 1964. 
The fact is, these large industrial 
states are pretty much the same in 
make-up, despite highly advertised dif­ 
ference. To grasp the general con­ 
sistency of their behavior in presidential 
elections, you have to look at the specif­ 
ics. 
Last time out, for instance, Mr. Nixon 
won California by 3.1 per cent, Illinois by 
2.9, Ohio by 2.3 and New Jersey by 2.1. 


Bruce 
B iossat 


Humphrey margins were a bit large in 
three — 6.7 per cent in Michigan, 5.5 in 
New York, 3.6 in Pennsylvania. Mas­ 
sachusetts was a sport, giving Humphrey 
63 per cent to the President’s 32.9. 
The strongest evidence of pattern was 
visible not in margins but voter per­ 
centages. Leaving out Massachusetts, 
Mr. Nixon in 1968 got percentages rang­ 
ing from a high of 47.8 in California to a 
low of 41.5 in Michigan. Humphrey went 
from a high of 49.8 per cent in New York 
to a low of 42.9 in Ohio. Mostly the two 
men fell between 44 and 47. 
The 
Truman-Dewey 
election, 
com­ 
plicated by the candidacy of Henry Wall­ 
ace, was tighter still. Massachusetts 
again did not follow form, giving Truman 
an 11.5 edge. But he took Illinois by just 


.9 per cent, California by .5, Ohio by a 
microsopic .3. 
Dewey in turn picked off New Jersey 
by 
4.4, 
Pennsylvania 
by 
4.0, 
and 
scraped by in Michigan with 1.6 and New 
York with 1.0 margin. 
Once more, the voting percentages 
bore fascinating similarity. In three of 
the eight, Dewey’s vote was identical; 
49.2 per cent. His 43.2 in Massachusetts 
aside, his range in the other seven was 
from 46.0 in New York to 50.9 in Pennsyl­ 
vania. 
As for Truman, he ran from a flat 45 
per cent in New York to a high of 50.01 in 
Illinois. He hit near 47 three times. 
Massachusetts is not always sporty. In 
the Eisenhower sweeps, it was right in 
there. In seven of the big eight, Bee in 
1952 got margins of great size and vote 
percentages ranging from 54.2 in Mas­ 
sachusetts to 56.8 in New Jersey and 
Ohio. Only Pennsylvania lagged with 
52.7. Adlai Stevenson’s losing totals 
spread from 46.9 to a flat 42 per cent. 
Ike’s bigger 1956 victory found five 
states giving him totals of 59.3 per cent 
to 64.7, and three trailing at around 55-56. 
In Johnson’s 1964 landslide, six states 
gave him from 59.1 to 66.7. Massachu­ 
setts at 76.2 and New York at 68.6 were 
somewhat above pattern. 
Kennedy, winning six in 1960, got per­ 
centages in seven states running from 


47.4 in Ohio to 52.5 in New York. Fiv9 
were around 51-49. Mr. Nixon, while los­ 
ing all but Ohio and California, fell below 
48 just once. Again, Massachusetts was 
above phase — 60 Democratic. The mar­ 
gins in three states were less than one 
per cent. 


In Miami Beach 


Bob 
Lahey 


Bob Lahey, our political editor, is cov­ 
ering the GOP convention this week in 
Miami Beach. His reports on the con­ 
vention appear elsewhere in today’s Her­ 
ald. “Bob Lahey’s Column” will resume 
next Thursday on the editorial page. 


Fence Post Letters To The Editor 


‘Most Public Officials Are Socialists' 


No Box Tops, Please 


If I may, I would like to comment on 
the article by Murray Olderman, which 
appeared in the August 17 edition of the 
Herald. The heading on the article in 


She’s Pleased 


In behalf of the Arlington Heights 
Woman’s Club, I want to thank you for 
your cooperation in publicizing our cards 
for scholar’s party, the antique show and 
the used book sale, during the past year. 
Your staff has been most helpful in 
giving our club’s activities coverage. 
As the new publicity chairman, I hope 
to have the same working relationship 
with you as did my predecessor. 
Mrs. Paul M. Griffin 
Publicity 
Arlington Heights 
Woman’s Club 
Arlington Heights 


Coach Is Thanked 


We were a bit skeptical about enrolling 
our 9-year-old in an organized baseball 
league, but our doubts never materia­ 
lized. Our son had the good fortune of 
being on a team in Palatine’s Boys’ 
Baseball League headed by a coach who 
taught them baseball skills, teamwork 
and sportsmanship. He handled the boys 
magnificently and brought out the best in 
each one. 
We would like to publicly thank Mr. 
Jerry Thomas (and his assistants, Mr. 
Kuhel and Mr. Bigelow) of the Barring­ 
ton Trucking team. It was no surprise 
that their team came out number one. 
Mr. and Mrs. J. Splansky 
Palatine 


question was “ David Packard Doesn’t 
Miss The Pentagon Problems.” 
The author states that Mr. Packard is 
a “conservative Republican” who be­ 
lieves deeply in the political tenets of 
Richard M. Nixon. This statement in my 
view, is one of the most contradictory 
statements I have seen in print; even tho 
it is characteristic of the material that 
emanates from that Mecca of the East­ 
ern Establishment — Newspaper Enter­ 
prise Association. 
The statement is contradictory because 


it would not be humanly possible for any­ 
one to believe deeply in the political te­ 
nets of Richard Nixon, and at the same 
time be a conservative Republican — 
simply because Mr. Nixon is not himself 
a conservative Republican. He is, by his 
own admission, a Fabian Socialist. 
The question quite naturally arises at 
this point, “what is a Fabian Socialist?” 
And the answer follows that a Fabian 
Socialist is a student and an advocate of 
the political and social tenets of the Brit­ 
ish economist Lord John Maynard Key- 


Editorial ‘Confuses’ SCLC 


At the risk of setting off a new 
avalanche of cigarette wrappers, 
matchbook covers, teabag labels, 
beverage can tabs and what have 
you, the Seeing Eye of Morristown, 
N. J., would like to emphasize that 
none of these things can be traded 
for a Seeing Eye dog. 
For 40 years the organization has 


been on the receiving end of such 
worthless junk sent in by well­ 
meaning people deluded by a ru­ 
mor that refuses to die despite all 
attempts to squelch it. 
Yet all a blind person has to do is 
apply to the school in Morristown. 
No one is ever denied a dog for 
lack of funds. 


Tomorrow 


EDITORIAL: We’re pleased the coro­ 
ner’s office will be on the November bal­ 
lot. However . , . 


The Board of Directors of the Subur­ 
ban Division of S.C.L.C. thanks you for 
editorially expressing your concern for 
our concerns. It is encouraging to see 
that we agree that “ . . . there is no time 
for yet another study” of racism. The 
central commitment of S.C.L.C., as 
repeatedly expressed by Clyde Brooks 
and the Suburban Division S.C.L.C. 
Board of Directors is Affirmative Action- 
Activism. This has been an S.C.L.C. com­ 
mitment since 1963, and it is not likely to 
change. 


The posture taken by Paddock Publi­ 
cations in its July 25 editorial is some­ 
what confusing. Throughout the article, 
specific examples of racism were given, 
and the editorial accepted the S.C.L.C. 
posture that racism does exist. However, 
Paddock took the “don’t rock the boat” 
position of scolding S.C.L.C. rather than 
urging white middle-class suburban resi­ 
dents to examine their attitudes and in­ 
stitutions. 


Defining racism no longer interests us. 
We see it clearly defined every day in 
c r o s s - b u r n i n g s , harassment, in­ 
timidation, and outright threats of vio­ 
lence — all in the conservative North­ 
west suburbs. Our study is about specific 
manifestations of suburban institutional 
racism which prevent attainment and en­ 
joyment of equal opportunity and privi- 
leges. We are pinpointing and spotlight­ 
ing several areas (among others): 
—The failure of local governments to 


pass effective open housing legislation or 
to establish viable human relations com­ 
missions; 
—The failure of police, fire, and other 
local government agencies — using mas­ 
sive amounts of federal money — to re­ 
cruit or advise minorities of job avail­ 
ability; 
—The failure of industry to recruit, 
hire, train, and promote minority person­ 
nel; 
—The failure of our educational in- 
stitutons to prepare our children to live 
in a multi-racial world; 
—The attempt by Real Estate agencies 
to actually subvert the 1968 Civil Rights 
Act relative to open housing. 
Our study of institutional practices is 
considered an integral part of our activ­ 
ism to achieve the goal of minority par­ 
ticipation in America’s promises. 
Our tactics will adapt, without illegi­ 
timate compromise, to the suburban 
condition. We will be firm, but we may 
not be quiet. We will be moderate when 
moderation is called for, and militant 
when militancy is called for. In the 
words of Dr. Martin Luther King, Jr., 
“We have a dream,” a dream of all men 
living together in brotherhood and har­ 
mony, with equality and justice. We hope 
that all people of good will in the North­ 
west suburbs will cooperate and join with 
us in working toward realization of this 
dream. 
Board of Directors 
Suburban S.C.L.C. 


nes. 
The rather sad truth is the fact that 
one-half to two-thirds of our elective and 
appointive offices in the United States 
are now held by Fabian Socialists. And 
even sadder is the astounding fact that 
95 per cent of the American electorate 
has never heard of a Keynesian — or 
Fabian Socialist — much less understand 
what their philosophy is, or for that mat­ 
ter comprehend that they have to date 
managed, by a process of patient gradu­ 
alism. to gain control of both major polit­ 
ical parties in the United States. 
Fortunately there is a solution to this 
problem — there is one option open to 
the voters. I would suggest that when 
they go to the polls next November that 
they pull the lever for the American In­ 
dependent Party — that’s the only action 
they can take that will make any real 
difference. All else is rhetoric! 
Walter Gates Jr. 
Arlington Heights 


Word-A-Day 


I OWN A VORACIO US 
PARAKEET.' 


voracious 


(vo-ra alius) ADO. 
GREECE IN EATING; 
EXCESSIVELY EAGER; 
IMMODERATE 
f a t e 
H » il 
1*121 
8-24- 


by LeROY POPE 
NEW YORK (UPI) — Although airline 
hijackings have caused relatively few 
outright casualties and most of the ran­ 
soms paid by the airlines have been re­ 
covered, they can cause serious incon­ 
venience and losses to individuals. 
At last an insurance company, Ameri­ 
can Home Assurance, has introduced a 
policy rider to pay $100 a day for 20 days 
for delays and inconvenience resulting 
from skyjacking. The rider has been of­ 
fered so far only on international flights 
because, the company said, in order to 
offer it on domestic flights they must 
register it and get approval of all 50 
state insurance departments. 
The $2,000 maximum rider costs $2 for 
three days, $4 for 31 to 90 days and $6 for 
up to six months. The rider can be 
bought with an ordinary trip insurance 
policy at any airport where the company 
has an office. 
The Insurance Information Institute 
said it had not heard of any other com­ 
pany offering such a rider. 
INCONVENIENCE insurance is only 
one and perhaps the smallest worry of 
the airlines about hijackings. They can 
get ransom insurance also from Ameri­ 
can Home Assurance or through Lloyds 


Bankers School 
Opens Sept. 4 
At Southern 111. 


More than 190 bankers will be taking 
up residence on the campus of Southern 
Illinois University at Carbondale on Sept. 
4, to begin the 20th Annual Illinois Bank­ 
ers School. Sponsored by the Illinois 
Bankers Association, the school will be in 
session for two weeks. 
The first-year study program includes: 
investments, banking law, operations and 
control, public speaking, functions of a 
t r u s t department, economics, 
com­ 
mercial loans, bank insurance coverage 
and public relations and marketing. Sub­ 
jects covered or continued in the second- 
year program include agricultural credit, 
asset management, personnel adminis­ 
tration, bank management, management 
succession, 
real 
estate 
lending, 
in­ 
stallment lending, commercial loans, 
public relations and marketing, econom­ 
ics, investments, banking law and oper­ 
ations and control. 


The school’s faculty will include 37 lec­ 
turers from the fields of banking eco­ 
nomics, law and business. Among the 
lecturers will be Richard T. Hepworth, 
president, Financial Insurance Service, 
Inc., Des Plaines. 
Diplomas will be awarded to gradu­ 
ating students on Sept. 15 by John F. 
McKnight, president of the Illinois Bank­ 
ers Association and president of the First 
Bank of Oak Park. 


Playboy In Japan 


Playboy Enterprises Inc. said it had 
signed an agreement with Yamani, Inc., 
allowing Yamani to distribute Playboy 
products in Japan. Playboy said it didn’t 
anticipate significant monetary success 
from the venture but it could lead to the 
development of Playboy clubs and hotels 
in Japan. 


iv.v.v.sw .y.w vM 
Selected 
Stocks 


Stock quotations furnished through 
the courtesy of Merrill Lynch, Pierce, 
Fenner and .Smith, Inc., 150 S. 
Wacker Drive, Chicago, 111. 60606 — * 
Telephone 786-2950. 


The market on Wednesday, August 23 
High 
Low 
Close 
Addressograph - 
— 43% 
43 
43% 
American Can ................... 33% 
33*4 
33% 
ATT -------- ------------------45 
4 4 1 4 
44% 
Borg W arner ----- --- ---- 34% 
33% 
34% 
Chemetron 
---------- -----23 
22% 
22% 
Commonwealth Edison .. 34% 
34% 
34% 
Desoto Chemical .......... . 
16 
15% 
15% 
Dover Corp. .......................... 53% 
53 
53% 
General Electric ________67% 
65% 
66 
General M ills 
....... 54% 
53% 
53% 
General T elep h o n e ..... 28% 
28% 
28% 
Honeywell 
________ ____ 159% 
157% 
158% 
Illinois Tool Works 
...... 
No Trading 
ITT ----- ------- -------------- 55% 
54% 
55% 
Jew el 
_______________ 44% 
44% 
44% 
Litton Industries --------- 13 
12% 
12% 
Marcor ________________ 24% 
23% 
23% 
Marriott _______________ 37% 
36% 
37 
Motorola 
____________ __121% 
119 
119 
National 
Tea ----- --- - 
l l 
10% 
10% 
Northern 111. Gas ............. 26% 
26% 
26% 
Northrop ______________ 24% 
23% 
23% 
Parker Hannifin ---------- 35% 
35 
35 
Quaker Oats -------------- 64% 
63% 
64% 
RCA 
...................................„ 36% 
35% 
36 
Sears Roebuck _----------- 106% 
104 
104 
A. O. Smith ____________22% 
224 
22% 
ST P Corp 
___________ 21% 
20% 
21% 
Standard Oil ( J ) _______ 81% 
79% 
80% 
UAL Corp. -----------------36% 
35% 
35% 
UARCO 
__ __________ 23 
22% 
23 
Union Oil -........... ................33% 
32% 
33% 
U. S. Gypsum .... ............ 27% 
27 
27 
Universal Oil Products _ 25% 
23% 
24% 
W alg re e n 
..... ...........18% 
17% 
17% 


of London. 
The maximum ransom coverage of­ 
fered is $250,000 and most hijackers de­ 
mand more than that. Also, airline offi­ 
cials said the coverage is expensive and, 
anyway, experience shows they have a 
much better than 50-50 chance of recov­ 
ering ransom money. For example, the 
Algerian government has returned $1.5 
million in ransoms it seized from hi­ 
jackers of two American planes. Several 
hijackers have been captured or surren­ 
dered with the ransom fund intact. 
THE BIGGEST worry of the airlines 
over hijackings is damage suits for ac­ 
tual injury or emotional distress suffered 
by passengers. This is a delicate area 
complicated by the Montreal and War­ 
saw Agreements on airline liability to 
passengers. The problem is over which 
agreement applies to a particular case or 
does either agreement apply. The War­ 
saw Agreement seeks to limit com­ 
pensation to $8,300 but the Montreal 
agreement permits recovery of up to 
$75,000. 
In the last analysis it is up to the 
courts to say how much damages must 
be paid in a particular case. 
At least two such cases now pending in 
higher courts are being watched care­ 
fully by the industry. 
There is another complication. The 
Warsaw Agreement requires claimants 
to show negligence on the part of the air­ 
line. The Montreal Agreement, generally 
regarded as a supplement to the Warsaw 
Agreement, makes no such requirement. 


Combined Insurance 


Shareholders of Combined Insurance 
Co. of America approved a IO per cent 
share distribution to be issued Sept. 22 to 
shareholders of record Sept. I. 
At a special shareholders meeting in 
the company’s international headquar­ 
ters, Chicago, the stockholders approved 
an increase in the corporation’s capital­ 
ization to 28,338,567 authorized shares at 
one dollar par value to allow for the one* 
for-ten share distribution. 
Combined is the parent corporation of 
a group of five insurance companies. The 
insurance subsidiaries are Hearthstone 
Insurance Co. of Massachusetts, Brook­ 
line, Mass.; Combined American Insur­ 
ance Co., Dallas; Combined Life Insur­ 
ance Co. of New York, Albany, and Com­ 
bined Insurance Co. of Wisconsin, Fond 
du Lac. 


Lucky Stores, Inc. 


Lucky Stores’ sales were $477,000,000 
and earnings were $6,291,000 for the sec­ 
ond quarter ended July 30. 
Sales for the quarter showed an in­ 
crease of 9 per cent over the $439,000,000 
in the second quarter of 1971. Earnings 
were $6,291,000, compared with $6,946,000 
for the same period of 1971. 
This is equivalent to 20 cents a com­ 
mon share, after preferred dividends, on 
the average number of common shares 
outstanding during the quarter. It com­ 
pares with 22 cents a common share in 
the second quarter of 1971 (after adjust­ 
ment for a 3 per cent stock dividend a 
IOO per cent stock distribution). 
Pre-tax earnings were $12,060,000 com­ 
pared to $14,200,000 in 1971. 


Richardson Co. 


The Richardson Co. reported second 
quarter earnings from continuing oper­ 
ations up sharply from 1971. Earnings of 
$809,000, or 35 cents a share, were 42.9 
per cent over the $566,000, or 18 cents a 
share, earned in 1971. Sales also were up 
sharply, from $25,759,000 to $29,468,000 
this year, an increase of 14.4 per cent. 
Earnings for the six months ended 
June 30 were $1,551,000, or 66 cents a 
share, after preferred dividends, as com­ 
pared with $1,181,000, or 41 cents a 
share, in 1971, an increase of 31.3 per 
cent. Sales for the six months were 
$58,668,000, up from $51,247,000, or 14 5 
per cent over those for the same period 
of 1971. 
Headquartered in Des Plaines, Rich­ 
ardson has interests in specialty chem­ 
icals, plastics, graphic arts materials 
and equipment, engineered industrial 
materials and parts, and consulting and 
environmental engineering. 
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PADDOCK 
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LOW-COST AUTO LOANS 
20% OFF FOR A LIMITED TIME 


*2500 - 36 mos. @ *77.77 
A.P.R. 7.51% 
» 
I N. Dutton, Downtown Arlington Knights 
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NATIONAL 
BANK 


JliliililllillL 


Member FDIC 


Chrysler Cars 
Qualify For 
Insurance Cuts 


Allstate Insurance Co.’s chairman Ar­ 
chie R. Boe congratulated Chrysler Corp. 
for qualifying a11 its 1973 model passen­ 
ger cars for Allstate’s 15 per cent bump­ 
er discount on collision insurance. 
The 15 per cent discount to qualified 
applicants is for cars meeting Allstate’s 
criteria of a test barrier impact at 5 
miles per hour front and 2% miles per 
hour rear without any damage. 
“We are especially pleased that Chrys­ 
ler Corp. has not only met but exceeded 
the federal bumper standard for all its 
1973 cars. This is good news for car own­ 
ers who have been looking forward to 
receiving a collision discount since we 
first announced its availability some 
time ago,” Boe said. 
“These new Chrysler bumpers will 
bring significant insurance savings to 
customers. In addition, the owner of a 
car qualifying for a rate reduction would 
also save all or part of the $50 or $100 
deductible by the elimination of damages 
in low speed accidents. Even those who 
do not buy collision insurance would save 
on these costs of repair,” Boe said. 
Boe said the savings apply throughout 
the life of the car and not only to the 
first year. 
Allstate also offers a 20 per cent and IO 
per cent collision discount. The 20 per 
cent discount, first offered in March, 
1970, is for cars meeting Allstate’s cri­ 
teria of a test barrier impact at 5 miles 
per hour front and 5 miles per hour rear 
without any damage. The IO per cent dis­ 
count is for cars meeting the 1973 federal 
bumper standards. They require barrier 
crashes of 5 miles per hour front and 2% 
miles per hour rear without damage to a 
car’s safety related systems, such as 
lighting and cooling systems, exhaust 
and fuel lines. 


Wall Street 
Chatter 


NEW YORK (UPI) — The recent 
battle of the bulls and the bears emerged 
as a victory for the bulls, according to 
the Spear Market Report. The market’s 
technical inability to sustain an advance 
into new 1972 high ground, however, in­ 
dicates the public isn’t yet “ in the mar­ 
ket” as a force driving stocks higher and 
that “ the news background in recent ses­ 
sions was a bit less cheery than in ear­ 
lier weeks,” the firm says. 


THE STOCK MARKET has been doing 
well recently, Abraham Sc Co. notes. It is 
possible, the firm adds, that the recovery 
that began several weeks ago will yield 
another downtrend phase. For several 
reasons, however, 
“ we expect stock 
prices to advance during the months 
ahead, with the Dow sooner or later 
climbing to new bull-market highs above 
980 and thereafter to new all-time highs 
above 1000,” the firm says. 


* 
* 
* 
THE ABILITY of the market to period­ 
ically correct its excesses and consoli­ 
date its overall gains, as it has done 
recently, is regarded as encouraging by 
Standard Sc Poor’s Corp. “We would look 
for an early resumption and broadening- 
out of the recent uptrend in stock 
prices,” the company adds. 


* 
* 
* 
ALEXANDER 
HAMILTON 
Institute 
notes the traditional summer rally came 
a little late this year. However, “ Barring 
heated-up international hostilities, the 
strong economic fundamentals make it 
almost a foregone conclusion that the 
Dow will hit the elusive 1000 mark before 
the end of the summer,” the firm pre­ 
dicts. 
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N o w . y o u r best bet is a tim e-tested franchise that can 
be yours as the ow ner-operator of a new A & W unit right 
in your own hom e town. 


This is a high volum e designed franchise featuring the 
world's greatest menu com bination - A & W Draught 
Root Beer and the Burger Family. A new m otor sit-down 
restaurant. It is the franchise of the future-today! 


M inim u m initial cash investment required - $3 5,000 . 
TH IS IS A F R A N C H ISE that has been successfully 
refreshing Am erica for over SO years. Join the over 
2 3 0 0 units operating in the U.S., Canada, Europe and 
the Far East. The time is right - N O W ! 
You are invited to attend a stim ulating franchise 
workshop on the opportunities available to you 
throughout the state of Illinois, on A u gu st 29, 1972; 
7:30 p.m. at 
Marriott M otor Hotel 
8535 W. Higgins Road 
Chicago, Illinois 
Wives are cordially invited 
For your advance reservation, please write or call: 
M r. Ed K osan - (2 13 ) $ 9 5 -3 2 6 1 
A & W International, Inc., 9 2 2 Broadway, 
_________________Santa Monica, California 9 0 4 0 6 


Need a chuckle? You can find 
one every day in 
”, 
daily cartoon in the 
. 


Lim ited Tim e O n l y 


C o lorful . . . sturd y 


PATIO 
CH AIR 


Assorted color can­ 
vas, white-hardwood. 


Reg. $14.95 
44 


Take-Along priced 


i 01 
\ 


Bird House 
Mode of hearty, attractive red- 


\ 
\ W 
__ 


It's the life 
of any party! 
Black Light makes 


fluorescent objects glow 
in the dark . . . anything 
white glows in a brilliant, 
vibrating blue-white color. 18 
inch fixture, finished in black and 
chrome. Black Lite bulb, On-Off 
switch, 8 foot cord and plug included. 


Psychedelic 
BLACK 
LIGHT 


Reg. $14.95 


Take-A long 
Priced 
8 8 


D i S S T O N 


GRASS 
SH CAR 


Along edges, under fences, 
a r o u n d 
trees, 
a g a in s t 
walls . . . the versatile shear 
delivers 
''pushbutton 
trim­ 
ming”, anywhere. 
99 


Ilf* 
I S .lift;, - 
Jill 
if m i l I* 


_ 


mm 


111 


'N 
DiSSTON 


SHRUB TRIMMER 
W eighing only three pounds, 
delivers 45 minutes of easy 
sculpturing, shaping and trim- 
199 


I 


Cultured Marble 
Table Tops 


YOUR 
CHOICE 


each 


Here's your opportunity 
to get cultured marble 
tops and shelves at a 
trem endous 
saving. 
Made by a well known 
manufacturer. B grade. 
Original 
value 
from 
$12.50 to $25.00. Many 
d e s i g n s , 
s q u a r e s , 
rounds, octagons. In as­ 
sorted colors.' 


Take-Along Priced 


3 cu. 
A9 


J 
4 
or 
t o 


1 0 x 1 0 R ugged Steel 
Storage Shed 


e Deluxe front gable styling for odded headroom. 
Perma-Plate finish resists rust and corrosion. 
Weathertight e Interior double-sliding door with 
guides 
that 
never 
need 
lubrication. 
Enjoy 
protective storoge now and save.. Take-Along priced 


Front 
Entry 


G a b le 
Roof 


Big 
capacity 
storage 
e 
Double doors 
for 
easy occess. 


V I W itt 
HU 
*®11 


*4 
CW®® 


5 0 Vo V>o9* 
r n 


Bog® 
for 


9 9 


or S ' 0 9 ea. 


OPEN DAILY & SAT. 8 to 5:30 - MON. & THURS. EVENINGS 'TIL 9 - SUNDAY IO to 3 


John Do* 
B a n k A m e pie a b o 


m 
inArlington Heights 


5 S. Arlington Heights Rd. 
CL 3-4910 


I 
J 


OVER 125 NEW FORDS 
FOR INSTANT DELIVERY! 


WE'RE BENDING OVER 
BACKWARD TO SAVE 
YOU BIG MONEY 


BRAND NEW 1972 
LTD SQUIRE 


TOP TRADE 
ALLOWANCE 


IMMEDIATE 
FINANCING 
WHILE YOU WAIT 


. . . 78 TOP QUALITY 
USED CARS AT FANTASTIC 
SPEAKEASY SAVING 


Includes: 


351 V-8 engine, c.o.m. transmission, 
power steering, power brakes, power tail­ 
gate window, whitewall tires, bumper guards, 
factory air conditioning, radio, tinted glass. 


Brand New 
1972 
LTD 2-DR. H.T. 


351 c id . V-8 engine, c o rn transmission, power brakes, 


power steering, whitewall tires, visibility group, bumper 


guards, rear window defogger, radio, body moldings, 


tinted glass, wheel covers. 
$3333 


Brand New 
1972 
MAVERICK 4-DR. 


200 cid. 6 cylinder engine, c o m. transmission, accent 
group. 
*2206 


NEW “ GOOD AS GOLD 
2,000 MILE 30 DAY 
WARRANTY 
g56d a * 


G O IS 0 


, V V . 


ff 


NOW YOURS 


ON ALL SELECT 
USED CAR 


PURCHASES! 


Oar* 
iM 


MINUS BIG TRADE-IN ALLOWANCE 


Brand New 
1972 
GALAX IE 500 4-DR. 


351 V-8 engine, com. transmission, power steering 
whitewall tires, radio, body moldings, wheel covers. 
*3029 


Brand New 
1972 
Mustang 2-Dr. H.T, 


c o rn. transmission. Sprint decor option, power steering,' 
door edge guard, radio. 
*2852 


1971 
GALAXIE 500 
4-D O O R EXEC. 


V-8. co m. transmission, power steering, power brakes, 
radio, whitewalls, air conditioning, tinted glass, vinyl 
roof. 


1972 GRAN TORINO 2-DR. H T. 


Factory air conditioned. V-8 
engine, radio, heater, power 
steering, power brakes, auto­ 
matic transmission and ex- 
§ 


tras.............. ....... ........................ 
3295 


1971 DATSUN 4-DR. STN. WGN. 


Economical 4 cylinder engine 
with 4 speed transmission, 
radio, heater and whitewall 
tires. Plenty of room & many 
miles per gallon........................ 
1695 


1971 RAMBLER AMB. STN. WGN. 


Factory air conditioned. V-8 
engine, radio, heater, white­ 
wall 
tires, 
power 
steering 
and automatic transm ission.. 
2595 


1970 MUSTANG 2-DR. H T. 


Radio, 
heater, 
w hitew all 
tires, deluxe wheel covers, 
power steering. V-8 engine 
and automatic transm ission.. *1995 


1970 GALAXIE 500 4-DR. SEDAN 


V-8 
engine, 
radio, 
heater, 
whitewall tires, power steer­ 
ing. power brakes and auto- 
§ 
matte transmission. 
1895 


1970 RENAULT 4-DR. RIO SEDAN 


An economical 4 cylinder 4 
speed combination with oth- 
$ 
er extras. 
1095 


1970 DODGE CHARGER 2-DR. H T. 


Autom atic transmission. V-8 
engine, radio, heater, power 
steering, whitewall tires, de­ 
luxe wheel covers, etc., e tc ... *2095 


1970 TOYOTA CORONA MARK ll 


4 
cylinder 
engine, 
radio, 
heater, whitewall tires and 
autom atic 
transm ission 
- 
plenty of miles per gallon of 
$ 4 r 
Q f “ 
gasoline...................................... 
I 3 3 0 


.1970 MERCURY MONT. 4-DR. H.T. 


Factory air conditioned. V-8 
engine, radio, heater, white­ 
wall 
tires, 
power 
steering, 


power brakes and automatic 
$ I Q Q El 
transmission.............................. 
I 3 3 3 


1970 CHEVROLET 
CHEVELLE MALIBU 2-DR. H T. 


A u t o m a t ic 
tra n sm issio n , 
power steering, radio, heater. 


whitewall tires, and a vinyl 
§ 1895 


1970 VW SQUARE BACK SON. 


Another economical to drive 
family car - 
Radio, heater 
$ 4 " I Q J" 
and 4 speed transmission............ 1 / 3 3 


1969 THUND. LANDAU 2-DR. H.T. 


Air conditioned, full power, 
steering, brakes & windows. 
V-8 
engine, 
radio, 
heater, 


whitewall tires and automat- 
$ O Q Q E 
ic transmission.......................... 
£ 
3 33 


1969 VOLKSWAGEN BUG 


Radio, heater and 
4 speed 
$ I I ) Q ET 
transmission.................. 
| 
(J33 


1968 MUSTANG 2-DR. H T. 


Factory air conditioned. V-8 
engine, radio, heater, deluxe 
w heel 
covers, 
autom atic 
transmission, power steering 
$ 1 C 
Q 
C 
and power brakes.......... 
I 
D 3 3 


400 W. NORTHWEST HWY. 
ARLINGTON HEIGHTS, ILL. 
PHONE 253-5000 
32 YEARS OF SALES & SERVICE SATISFACTION 


1968 C0RVAIR 2-DR. SPORT C P B 


6 
cylinder, 
radio, 
heater, 
whitewall tires, and automat- 
$ 7 Q C 
ic transmission.......................... „ 
# 
3 3 


1967 FAIRLANE 500 2-DR. H.T. 


V-8 
engine, 
radio, 
heater, 
whitewall tires, power steer­ 
ing, 
and . automatic 
trans- 
$ 1 f l Q 
C 
mission........................................ 
I U33 


1967 FALCON 2-DR. SEDAN 


6 
cylinder 
engine, 
radio. 


heater and automatic trans- 
Q Q El* 
mission....................................... 
(J 3 3 


1966 PONTIAC EXECUTIVE 4-DR. H.T. 


Factory air conditioned, ra­ 
dio. heater, power steering. 


power brakes, and automatic 
$ E Q 
I I 
transm ission..^ 
............... 
3 3 3 


'cml > 


W EEKD AYS: 9 a m. to 9 p.m. 
SATU R D AYS: 9 a m. to 5 p.m. 


OPEN SU N D AY 1 to 5 p.m. 


Arlington In 


by PAUL LOGAN 
RICHMOND, IND. — The outstanding 
pitching of Jim Hopkins and the dazzling 
team speed of Arlington Heights stunned 
a talented Kokomo, Ind., team 
here 
Wednesday, 9-4, in the American Legion 
Regional Tournament. 
The surprisingly lopsided victory over 
the Indiana state champ carried the Illi­ 
nois titlist into the second round of the 
winner’s bracket against Trent, Mich. 
(30-5) at noon Thursday. 
“ It was the fastest I ’ve been all year,” 
said Hopkins after his brilliant five-hitter, 
two being scratch singles. 
Reminded that some of his losses (7-5 
season record) had been caused by not- 
so-steady play behind him, he added, 
“ That’s the best support I ’ve seen in a 
long time, both in the field and offensive­ 
ly.” 
Probably because of the heat (high 80’s 
with sunny skies) and the pressure of the 
opening game, Hopkins failed to mention 
his team’s fantastic overall leg work 
(eight stolen bases) that totally demora­ 
lized the Kokomo defense. Running at 
will, Heights was led by Bert Newman’s 
three stolen bases with two each by Pat 
Broderick and Dave Zare. 
This typical pressure and pecking of­ 
fense (Arlington now has 111 steals in 43 
games) was spiced by Coach Lloyd Mey­ 
er’s usual tricks — the delayed double 
steal and the suicide squeeze. 
Both 
worked to perfection. 
The game was billed as a weak-hitting 
(.260) Arlington team against invincible 
Tom Underwood, 12-0 on the season and 
holder of eight shutouts with an amazing 
strikeout-walk ratio of 225 to 26. Under­ 
wood had a 0.21 earned run average 
heading into the game in 101-2/3 innings. 
Underwood lived up to the billing in 
one respect with 14 strikeouts, but he and 
his teammates were simply outpitched 
and unnerved by Arlington. 


Although Underwood was interviewed 
prior to the game and was called by the 
press here as the best hurler in the field, 
it was Hopkins who had the scout’s atten­ 
tion and the writer’s pencils working. 
Jim struck out 12, five coming in the late 
innings when he was tiring. 
Arlington scored single runs in four of 
the first six innings. Mark Leonhard who 
will pitch against the Michigan champ, 
drove in the first with a line drive single. 
In the third Newman doubled down the 
left field line. Although missing the sign, 
he still scored on a suicide squeeze by 
Leonhard after reaching third on 
a 
grounder. 
, 
Heights Post 208 made it 3-0 in the fifth 
with Newman doing the damage on a 
walk, balk and throwing error. A delayed 
double steal came in the sixth with one 
out. Zare, who reached on an error and 
moved to third on Tony Fricano’s single, 
slid around a tag at home for the fourth 
run. 
Aided by three stolen bas es by New­ 
man in the seventh and eighth innings, 
and a triple by Bob Harth, Arlington 
blasted Kokomo out of the ball game. 
The only big mistakes Hopkins made 
were pitches to .380 hitter Joe Whitney. 
Joe tripled in the second and hit another 
shot in the seventh that went for three 
bases and led to their first run. 
The losers’ scored three more in the 
bottom of the ninth on an error, two 
walks, and a single. 
Fricano led Arlington at the bat with 
two singles. Defensively, it was shortstop 
Jim Locascio who drew the plaudits here 
with a couple gems, an over-the shoulder 
catch and a belly-flop dive on a grounder 
to throw out the batter. Locascio also 
broke an 0-for-21 battling slump with an 
R B I single in the seventh. 
SCORE BY INNINGS 
Arlington .................101 Oil 230-9-7-2 
Kokomo ................ OOO OOO 103—4-5-3 


THE HERALD SPORTS files bulge 
with yellowed clippings of past heroics. 
One such dusty folder contains this lead 
paragraph: 
“ Mark Newman of Arlington Heights 
showed an amazing 520 average for 25 
bats in the American Legion State Tour­ 
nament in Carmi, 111.” 
Newman was one of the bigger heroes 
in that fabulous year of 1965 as most le­ 
gion followers w ill readily recall. Noth­ 
ing seemed to stand in the way of Coach 
Lloyd 
Meyer’s boys 
as they drove 
restlessly toward the national title. 
Five straight wins in the regional tour­ 
ney carried Heights to Aberdeen, S.D. 
for the World Series. Although finishing 
fifth, it was the greatest success story 
ever by a local team on a national scale. 
“ It doesn’t seem like that long ago,” 
said Mark after thinking about the seven- 
year span of time earlier this week. “ It 
was quite an experience.” 
He was only 16 then — a youngster 
totally involved in baseball. TTiere was 
pressure, sure, but he probably didn’t 
fully comprehend its magnitude then. He 
just played ball. 
Mark still wears this proud team’s uni­ 
form, but in a different capacity — as­ 
sistant coach. However, that title is de­ 
ceiving for Meyer treats him like a co­ 
head coach. Tha’s why Mark runs most 
of the show offensively from the third 
base coach’s box, an area patrolled by 
Meyer up until this year. 
“ He has pretty much of a free rein at 
third base,” says Meyer of Newman. 
“ We talk about it — when we want to 
run and when not to — but I don’t think I 
give him more than one or two signs a 
game.” 
This twosome has to represent the 
most experienced coaching combination 
among the leaders of the seven-team 
field this week at Richmond, Ind., site of 
the Regional Tournament. Carrying most 
of the third base coaching load puts plen­ 
ty of pressure on this 24-year-old but he’s 
up to it. 
“ The strategy part of it,” answered 
Newman when asked about the burden of 
the position. “ You have to think quick­ 
ly.” 
Newman was doing just that through­ 
out the state tournament, especially dur­ 
ing two one-run ball games that he 
helped set up. In the opener against Ka- 
kakee, the score was tied at 5-5 when the 
first coaching move led to victory. A de­ 
layed double steal with two outs was 
called by Mark at just the right time. 
Kankakee never shook that shocker and 
lost 6-5. 
Then, in the championship game, he 
had brother Bert stealing second in the 
12th inning against Belleville. But it 
wasn’t any old steal for he again chose 
the precise moment to cut loose his 
speedy brother. 
Meyer was asked what type of person­ 
ality his former outfielder had during 


Mark 


Newman 


those four years he coached him. 
“ He was a fierce competitors,” he re­ 
called. “ He came to play. I don’t recall 
him ever getting thrown out of a game. 
He just expected so much out of him­ 
self.” 
If you know Lloyd Meyer, you’d almost 
think he was describing his days as a 
ballplayer. These two men are that close, 
but they also have slight differences to 
make this a most compatible relation­ 
ship. 
Altough Meyer has mellowed some­ 
what, he still has a lot of that old fire he 
is famous (or infamous, if you’re the op­ 
position) for. However, Newman has be­ 
come just the opposite. 
“ I ’ve matured quite a bit,” said Mark. 
“ I worked for a guy at Southern (Illinois 
University) that taught me a lot about 
attitude — Itchy Jones.” 
Newman played under this former 
coach of the year and is now the pitching 
coach at SIU during the school year. 
He’s hoping to land a college coaching 
job someday and then go into law after 
that. But that’s in the future. Mark 
changed the subject back to the regional 
“ The team’s got good speed and the 
kids are beginning to learn how to use 
it,” he said. That’s the big difference 
between ’65 and ’72, according to New­ 
man. 


“ The pitching was a lot better,” he 
said of ’65. That year Heights had two 
exceptional pitchers of major league 
caliber — Tom Lundgren and 
Paul 
Splittorff. The latter is now a starter 
with Kansas City. “ They also don’t hit as 
much, but this team runs better and 
plays as good a defense. They’ve just 
done things well.” 
Since this column was written prior to 
yesterday’s opener, Arlington could ei­ 
ther be four wins away from the title or 
on the verge of being eliminated. How­ 
ever, the latter won’t be because Mark 
Newman displayed the slightest bit of 
doubt about his team’s ability. 
“ I ’m totally confident we’ll win it,” he 
said. “ I know we’U win if our players 
come to play.” 
Using the pronoun “ we’ll” is a good 
sign. Maybe Mark, Lloyd and the boys 
are ready to stage again that meteoric 
climb to national prominence. 


STATE CHAMPS. The Irving-Lake Babe Ruth Se­ 
nior League team, composed of 17 and 18-year- 
olds from Hoffman Estates, Schaumburg, Hanover 
Park, Streamwood and Bartlett, recently claimed 


For Memorv-Scarred Skater 


the Illinois title. Left to right, front row: 
John Kindred. Third row: Coach Bob Barna, Larry Koath, 
Blasco, Vie Gallione, Ken Hubbard, Ken 
Gast, Doug Dodson, Steve Hull, Mark Faber, Randy 
An- 
Glen Hayes. Second row: John Gimmler, Bill Vin- 
derson, Manager, Lou Bocci, 


cent, Jeff Chiarugi, John Harris, Bill Arkus, Greg 


Mask Helps Take The Fear Away. . 


by PH IL KURTH 


Steve Kasper never saw the puck. 


It came hurtling from the side, crash­ 
ing into the right side of his face, just 
below the eye. 


Steve crumpled to the ice, his nasal 
bone fractured, his orbital split from ear 
to ear, his nose crushed into the shape of 
a backward C. 


After two and half weeks in the hospi­ 
tal during which the sight in one eye was 
endangered and split vision was a threat, 
Steve recovered and returned home, car­ 
rying a fear of the sport he loved. 


A year later he was back on the ice. 
Then came the scramble for a loose 
puck, and an opponent’s sudden turn. 


Steve Kasper never saw the stick. It 
was a blur as it flashed toward his face 
and struck with a chilling crack. 


But this time Steve didn’t crumple to 
the ice. He smiled, took his helmet off, 
and glanced at the gouged plastic shield 
that had protected his face. And maybe 
he whispered a special thanks to his 
brother. 


It was Mike who had helped him con­ 
quer his fear, it was Mike who knew 
what hockey meant to him, and it was 
Mike who had designed and constructed 
the mask that had enabled him to return 
to the ice. Mike, and his dad, Dale. 


The Kaspers live in Medinah but young 
Steve spent some time earlier this month 
at the Gene Ubriaco Hockey School in 
Rolling Meadows. 


“ When he got home from the hospital, 
he was naturally scared about playing 
hockey again,” says Mike. “ We knew 
how much he loved to play, so we 
thought about the idea of a protective 
mask. We tried to buy one and couldn’t 
so my father and I developed one on our 
own.” 


The first model was finished in about 
three weeks and as imperfections were 
noted and problems arose, changes were 
made until the present design evolved. 
“ One of the big problems we had at 
first was a fogging of the shield,” says 
Mike, “ so we put in air louvers and 
there’s never been any trouble since. 
“ The shield is suspended away from 
the face, so it never makes contact with 
the skin and doesn’t reduce visibility at 
all. The plastic is durable and strong and 
offers protection against sticks, pucks, or 
even skates. In fact, it’s capable of stop­ 
ping a .22 bullet.” 
After the design had been perfected, 
Mike, a pre-med student at North Cen­ 
tral College in Naperville, gave some 
Thought to marketing the helmet and is 
currently in the process of investigating 
the avenues and procuring a financial ve­ 
hicle. 


“ My father and I looked at our idea for 
awhile and I went down to a patent law­ 
yer to check it out. They did some re­ 
search on it and found that there was 
nothing like it on the market. Right now 
we’re hoping to find someone interested 
in producing and marketing the helmet. 
“ We figure it could retail for about six 
or seven dollars, which is really reason­ 
able for the kind of protection it offers. 
I ’ve talked to some people in the high 
schools and they say they’d be willing to 
make it mandatory if I come out on the 
market with it. 
“ Hockey is growing so much and there 
are so many kids being hurt that it 
seems something like this could prevent 
a lot of injuries, a lot of pain, and a lot of 
medical expense.” 
Steve Kasper certainly thinks so. With 
the mask, he’s an avid hockey player. 
Without it, he refuses to step on the ice. 
But then he knows the awful result of a 
misaimed puck and an unguarded face. 


Merkel, Wild 
In Semi-Finals 


The unseeded doubles team of Jim Mer­ 
kel of Arlington Heights and Steve Wild 
of Des Plaines yesterday scored a major 
upset in the Illinois State Junior Tennis 
Tournament at River Trails Tennis Cen­ 
tra-. 
Merkel and Wild defeated second-seed­ 
ed Glenn Golden of Wilmette and Steve 
Pollock of Winnetka 6-2, 3-6, 7-5 after 
surviving six match points. 
Semi-finals will be played today and the 
finals tomorrow. 
After the mask ... Steve talks with brother Mike. 


Set Registration In Palatine Hockey 


Before the mask ... 


Dial 394-1700 


For Latest 


Legion Facts 


Registration w ill be held for the Pala­ 
tine Amateur Hockey League at the Park 
District Administration Building, 262 E. 
Palatine Rd., beginning Saturday, Sept. 2 
and continuing through Saturday, Oct. 
21. Hours will be 9-5 during the week and 
9-12 on Saturdays. 


Boys who wish to try out for one of the 
traveling teams must register by Sept. 16 
except Mites who have until Sept. 30. 


Each boy must bring positive proof of 
age and at least one parent to sign up. 
The league takes no medical responsi­ 
bilities. 


Tryouts will be held at the Arlington 
Ice Spectrum Sept. 18-22 from 5:30 to 
7:20 p.m. The only purpose of tryouts is 


to pick traveling teams. There will be no 
cuts from the program. Each boy be­ 
tween the ages of seven and 16 who reg­ 
isters by Saturday, Oct. 21 will be placed 
on a team and play in the games. 
There will be a new Mite traveling all- 
star team this year. All of the traveling 
teams are in addition to the regular 
house program. A team jersey and goalie 
equipment will be provided. The boys 
must provide their own helmet, external 
mouth guards, heavy gloves, sticks, 
skates and pads. 
The house league teams will have in­ 
door ice at the new Spectrum on a regu­ 
lar basis from Oct. 31 through March 24. 
In addition to indoor ice, there will again 
be a full schedule of outdoor practices 


and games in January and February. All 
told, each team will have about a 30 to 
35-game season with 18 to 20 games out­ 
doors. 
House league fees will be as follows: 
First boy in family, $15 for residents; $20 
for non-residents in the Mite Division. 
For the Squirt, Pee Wee, Bantam and 
Midget Divisions: first boy in family for 
residents 
and 
$35 
for 
non-residents. 
There will be a $5 discount for each boy 
after the first in a family for residents 
only. 
Other information on the program, in­ 
cluding that pertaining to leagues, prac­ 
tices and equipment for traveling teams, 
can be obtained from the Palatine Park 
District. 


Easy Victory 
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FANFARE 
By Walt Ditzcn 


FIRST RACE — $4,100 
4 Year Olds £ Up. Claiming, I Mile 
1 Lief T. — No Boy ................. ................. .......120 
2 Brad-O-Brian — Fires _________________115 
3 For Luck — Cox ___ 
107 
4 Tuscus — Freed ___ 
112 
5 Tipsy Tom — M artinez _________ 
107 
6 Escon — G arcia 
_____ 
112 
7 A rare Rock — W hited ______________ 
112 
8 Bold Russle — V a il______________ 
„120 
9 John Alpaha — Nichols _____, ___ 
112 
10 Testa Rossa — Cox _______ 
120 
11 Tully From — Graell _____ 
112 
12 Valiant Boy — Podlinski ............ 
112 
Also Eligible 
13 Duke’s Bo — Melancon _________ 
112 
14 Townys Trace — G arcia .... 
107 
15 Doggone Cute — No Boy ...... 
117 
16 Antonio 2nd — No B o y 
............. ..112 
17 Maxies Sis — Nono ..... 
HO 
18 Mr. Colleoni — Fires ..... 
117 
SECOND RACE — $4,000 
2 Year Old Maiden Fillies, 6 Furlongs 
1 Plenty A Loot — Richard ________ 
115 
2 Miss Louise N. — Vasquez ................. 
115 
3 Music Pro 
— Richard .......................... 115 
4 Iron Poker 
— No B o y ______________ 
..118 
5 Miss Adorable — Melancon .......... 
113 
6 Gliding Stride — No Boy ___ 
115 
7 Roma Rin 
— Vasquez ............. 
115 
8 Dipsey Fly 
— No B o y _________________118 
9 Miss American Pie — P erret ................115 
IO I Didn’t — Garcia __ 
110 
THIRD RACE — $4,000 
2 Year Old Fillies, Claiming, 6 Furlongs 
I Dollar Stride — Vasquez ______ 
117 


2 In The Balcony — Fires -----------------------112 
3 Harlan Princess — No B o y ------------- 
112 
4 Page Of Life — G arcia ----- .------------------112 
5 Golden Strings — G a rc ia ----------.------- 
112 
6 Soon As Possible — W in an t------------------119 
7 Harling — Nono --------------------- 
-114 
8 Sarah Sassy — S a y le r-------------------------107 
9 Sharp Mildred — Cox --------------------------- 117 
IO Target Practice — p e r r e t----------.... 
114 
FOURTH RACE — $4,000 
3. 4 $. 5 Year Old 
Maidens, Illinois 
Foal, 
Claiming, 6 F urlongs 
THE CULLIGAN CLASSIC 
1 Kay’s D ear Chris — Nono ....— 
—I ll 
2 M anhattan Miss — Melancon ------------- :..106 
3 Isabel’s Honey — Melancon ---------- 
108 
} Sparkle Ahead — Nichols --------------------- 116 
5 P rairie Prince — Rogers — ..... 
116 
6 T y tu s Star — Nono ....... 
' ------------ 111 
7 Courita — Rujano —......— J----------------.---I ll 
8 Dancing Tyte — No Boy ------- 
113 
9 Star Puf — M. Brown ---- 
120 
10 Ain’t A Saint — Freed .............. 
„..116 
11 Beau’s Hope — Richard ------------------ 114 
12 O. U. Prince — Cox --------------------- 
112 
Also Eligible 
13 Swift City — Graell ..... 
-........... 112 
14 Whose Alibhai — No Boy .............. 
116 
15 Vo Lepit — W inant ------ 
I l l 
16 Wood Anne — M a rtin ez 
---- 
106 
17 Gallas Tiger — G a rc ia ..................-.......... —108 
18 Miss Tiz — R ichard ____________ 
— I l l 
FIFTH RACE — $4,000 
3 Year Old Fillies, Claiming, 6 Furlongs 
1 Isle of Erin —• Finkbeiner ............... 
112 
2 Lucky Doris — Melancon .............. 
J12 


3 Jolly Bay Giant —No B o y ---------------- 
115 
4 Corbie s Diver — V asq u ez--------------------112 
5 More Brick — M elancon-----------------------109 
6 Rose O Royal — No B o y -----------------------114 
7 Augusta Cook — R ic h a rd --------------------- 117 
8 E ver Olive — Cox --------------------------------112 
9 Hi Ren — Melancon -----------------------------HO 
10 T Joe’s Girl — Melancon --------------------- 114 
11 Clairiere — A nderson 
....... 
117 
SIXTH RACE — $4,000 
2 Year Old Maiden Fillies. 0 Furlongs 
1 Red Wing Nell — Rogers ----------- 
2 Regal Line — Vasquez ------- .------- 
3 Miss Savoca — Garcia -------- ------ 
4 Caliburn Je t — Cox .......................... 
5 I’ll Show Them — Solomone .... — 
6 Sixty Sails — No Boy .................. .... 
7 Noble Company — Gavidia --------- 


115 
115 
110 
115 
115 
115 
115 
110 Bulls Release 72-73 Home Schedule 


8 Michael’s Wish — Martinez 
SEVENTH RACE — $4,000 
2 Year Old Maiden Fillies, 6 Furlongs 
1 E rin’s Orbit — Gavidia ----- 
115 
2 Mojova Princess — Winant -------------------115 
3 Favorite Deb —. Fires .............. 
115 
4 Hempen’s Hawa — McHargue ......... 
110 
5 Sucha Delight —V asquez----------------------115 
6 Backwoods — Rogers -------- 
115 
7 Lolita’s Miss — Podlinski <---------------------115 
8 F irst Spy — P erret --------- 
HS 
9 Secondtimearound — No Boy .......... 
115 
EIGHTH RACE — $6,200 
3 Year Olds & Up. Allowance. 7 Furlongs 
THE FAST HILARIOUS 
M ambrino — Vasquez --------------------------H I 
Rin 2nd — W hited ------------------------------- H4 
Zografos — Whited ------------------------ 
ll® 
R astaferian — P erret --------------------------- H I 
D art sum — Fires - .................................... .... 
Sensitive Music — Gavidia -------------- •— 113 
A Good Thing — Melancon ..................— 106 
8 Go Abroad — Beech ............................ ........ I 14 
9 I’m Ed — Rogers 
— 
----------------H3 
IO Royale Crow — Rogers -------------------- 
116 
NINTH RACE — $4,100 
4 Year Olds & Up, Claiming, I Mile 1/16 
1 Regal Noor — P erret .................-....... - 
H2 
2 Goshawk — No B o y 
-....... 
-112 
Surely No Class — G a v id ia 
............112 
Gentleman Born — P erret ......— ............112 
Salute John — G arcia ----- 
11- 
Sun Special — Whited .......... 
H2 
Sm art Return — No B o y 
-................— H7 
Whip A Ray — No Boy ......... 
112 


The Chicago Bulls open their 41-game 
National Basketball Association home 
schedule for the 1972-73 season on Tues­ 
day, Oct. IO against the Philadelphia 
76ers, in the Chicago Stadium. 
General Manager Pat Williams pointed 
out that local fans will be able to see 21 
week-end games; seven Saturdays, IO 
Fridays, and four Sunday games. 
The world 
champion Los 
Angeles 
Lakers make three Stadium appear­ 
ances, with the first one scheduled for 
Tuesday, Dec. 12. The arch-rival Mil­ 


waukee Bucks make three Stadium visits 
with their first one scheduled during the 
holiday weekend, Dec. 30, plus a Sunday 
matinee on Feb. 4. 
The New York Knicks appear in the 
Stadium only twice during the 1972-73 
season. 
The Bulls longest home stand will be 
the month of January when they play IO 
games, with a brief respite during the 
23rd annua! All-Star game, to be played 
in the Chicago Stadium, Tuesday Jan. 23 
at 8:40 p.m. 


BULLS HOME SCHEDULE, 1972-73 
OCTOBER 
Tuesday IO — Philadelphia 
Saturday 14 — Boston 
Tuesday 31 — K ansas City 


NOVEMBER 
Friday 3 — Phoenix 
Tuesday 14 — Seattle 
Saturday 18 — Baltimore 
Tuesday 21 — Houston 
Friday 24 — Golden State 
Tuesday 28 — Kansas City 


Wednesday’s Results 


First Rain, Then Heat But 
Newcomers Still Have Fun 


After getting rained out the previous 
week, women playing in the Arlington 
Heights Newcomers Golf League at Ar­ 
lington Country Club had to battle fierce 
heat last Friday. 
But the oppressive temperatures didn’t 
appear to bother Jeanne Fleming. Par­ 
ticipating in the First Flight, she shot the 
day’s low gross score of 53 as well as the 
low net of 36. Ms. Fleming also birdied 
the sixth hole. Eloise Harrison parred 
the sixth. The league’s weekly event was 
“Most of Anything,” and Judy Nelson 
and Connie Malecki tied for honors in 
this area with four sixes apiece. 


In the Second Flight, Irene Burquest 
carded a low gross 58 which was reduced 
to a net 39. Betty Herlache and Pat Ab­ 
bott both parred No. 6. Ms. Abbott had 
the most sevens. 


Dorothy Gabbei registered a low gross 
of 73 and a low net of 42 in the Third 
Flight. Lee Yelovich won the weekly 
event. 


Lallie woods’ 74 was good enough for 
low gross honors in Flight No. 4 and her 
net 38 won low net honors as well. She 
also parred the sixth hole and won the 
weekly event. 


9 Space Jog — Vasquez 
..........- ...................H2 
DECEMBER 
Saturday 2 — Seattle 
Tuesday 5 — Detroit 
Thursday 7 — A tlanta 
Saturday 9 — Buffalo 
Tuesday 12 — Los Angeles 
tJ1 
„ . 
, 
Friday 15 — New York 
FIRST - 3-year-olds. 6 fu rlo n g 
Tuesday , , _ Port|and 
Last Noble ...........-.....- ............. 33.80 14 OO 
. 60 
Tuesday 26 _ Kansas city 
I* riendly Boy ........- .................................... 
- 
Saturday 30 — Milwaukee 
Iron Witness ............................... ...................... 
SECOND — 2-year-old m aidens, 6 furlongs 
JANUARY’ 
Eventuality .................-......... — 9 40 
5.60 
4.80 
Tuesday 2 — Atlanta 
Lane Open ....... -........-........... —........... 5.00 
4.00 
Thursday 4 — Houston 
Busher s Bay _____________________ 
10.20 
Friday 5 —Phoenix 
Daily Double — 3 & 3 paid $282.40 
Sunday 7 — Buffalo 
THIRD — 2-year-olds. 
furlongs 
Tuesday 9 — Philadelphia 
Dr. M orrie Weiss ..................... 7.60 
3.60 
2 60 
Friday 12 — Los Angeles 
Brandy Creek .....................-.................. 2.60 
2.40 
Tuesday 16 — Portland 
Lord Tytus ............................... .........................- 2.40 
Friday 19 — Golden State 
FOURTH — 4-year-olds & up, 5Vi furlongs 
Tuesday 23 — ALL-STAR GAME-8:40 p m 
<turf) 
' 
Friday 26 — Baltim ore 
Calla King .................... 
22.00 
3.60 
4.80 
Sunday 28 — Detroit-1:IO p.m. 
Hasty Bay ............................. 
4.20 3.40 
FEBRUARY’ 
Florida Royal .................................... 
4.00 
Sunday 4 — Milwaukee-2:10 p.m. 
FIFTH — 3-year.olds, 7 furlongs 
Tuesday 6 — K ansas City 
Bay Voyage .......................-...10.40 
6.00 
4.60 
Sunday l l — Golden State 1:55 p.m. 
Pro Am ......—............ -............................12.60 
7.40 
Tuesday 13 — Boston 
For B etter ....................- ..........-......................— 8.80 
Friday 16 — Cleveland 
SIXTH — 3 and 4-year-old m aidens, 6 fur- 
Tuesday 20 — Los Angeles 
longs 
_ 
Friday 23 — New York 
Border Switch ............-........ — 7.40 
4.60 
3.40 
Saturday 24 — Phoneix 
Bright Relaxation ----------------- 
7.80 5.20 
m a r c h 


TOo l v 2 ! L u .........'ii.............M..^ ..........Villi.'. 
a'iU 
Tuesday 13 — Seattle 
SEVENTH - 
“P « “ **• and 
Friday 16 - Milwaukee 
m aidens. I mile-40 yards. 
Saturday 17 - Detroit 
eu .muP ~ 
w 
--M O 
4.-0 
-.80 
Tuesday 20 — Portland 
? 
I 
J?3 
. 
................................... 
5 SS 
Tuesday 27 — Cleveland 
Powder Mountain ............... 
- 3.80 
EIGHTH — 4-year-olds and up, 7 furlongs 
Delta Traffic ............................ 11.20 
6.00 
5.00 
u m 
m 
* 
. m m m m 
Cassie Red ............................. -..... -....... 6.80 
4.60 
W’hitey II ............................................. 
— 4.80 
NINTH — 4-year-olds and up, I mile (turf) 
Classy Admiral ____ 
- ...15.00 
5.80 
4.20 
Rush Home .................... 
—- 
3.80 3.20 
Smokin' Star ............................------ 
5.80 
Attendance: 11,522 


ROAD SCHEDULE 
OCTOBER 
Friday 13 — Detroit, 6:35 p.m. 
Saturday 21 — Houston. 8:00 p.m. 
Sunday 22 — Los Angeles. 9:00 p.m. 
Tuesday 24 — Phoenix, 9:00 p.m. 
Thursday 26 — Golden State, 10:00 p m. 
Friday 27 — Portland. 10:00 p.m. 
Sunday 29 — Seattle, 9:00 p.m. 
NOVEMBER 
Saturday 4 — Buffalo, 7:00 p.m. 
Saturday l l — Baltimore. 7:15 p m 
Friday 17 — Detroit. 6:35 p.m. 
Saturday 25 — Atlanta. 7:00 p.m. 
Wednesday 29 — Milwaukee. 8:00 p.m. 
DECEM BER 
Friday I — K ansas City, 7:35 p.m. 
Friday 8 — Philadelphia. 7:05 p.m. 
Saturday 16 — New York. 7:00 p.m. 
Friday 22 — Portland, 10:00 p.m. 
Saturday 23 — Golden State, 10:05 p.m. 
Monday 25 — Phoenix, 2:45 p.m. 
Friday 29 — Boston, 1:00 p.m. 
JANUARY 
W ednesday IO — K ansas City at Omaha, 7:35 
p.m. 
Sunday 14 — Milwaukee. 8:00 p.m. 
Saturday 20 — Detroit. 6:35 p.m. 
Tuesday 30 — Los Angeles, 10:00 p.m. 
FEBRUARY 
Friday 2 — Seattle, 10:00 p.m. 
Friday 9 — Cleveland, 7:00 p.m. 
Saturday IO — K ansas City, 7:35 p.m. 
W ednesday 14 — New York. 6:30 p.m. 
Sunday 18 — Houston. 2:00 p m. 
Sunday 25 — Seattle. 9:00 p.m. 
* 
Tuesday 27 — Portland. 10:00 p.m. 
MARCH 
Friday 2 — Los Angeles. 10:00 p.m. 
Saturday 3 — Golden State. 10:05 p.m. 
Sunday 4 — Phoenix, 9:00 p.m. 
Tuesday 6 — Milwaukee, 8:00 p.m. 
Thuursday 8 — Buffalo. 6:30 p.m. 
Friday 9 — Philadelphia at Hershey, Pa., 7:35 
p.m. 
Saturday IO — Baltim ore a t College Park, 
7:15 p.m. 
Sunday 18 — Detroit, 1:05 p m. 
W ednesday 21 — Boston. 6:30 p.m. 
Saturday 24 —Atlanta. 7:00 p.m. 
Sunday 25 — Cleveland, 6:30 p.m. 


All home games tip-off at 7:30 p.m., 
with afternoon games scheduled to start 
at 1:10 p.m. unless otherwise specified. 
According to Williams, this year’s 1972* 
73 schedule for the 41 home games in the 
Stadium is the most attractive for local 
fans since the Bulls became part of the 
NBA during the 1966-67 season. 


Lodge Schedules 


Bowling Session 


B’nai B’rith Achim Lodge is sponsoring 
a free breakfast and bowling session Sun­ 
day at Striker Lanes, IOO W. Dundee Rd., 
Buffalo Grove. 
The bowling is open to members of the 
lodge or persons interested in becoming 
members. The activities will begin at 
9:30 a.m. 
The lodge team will begin league play 
Sept. 17. 


CLOSED 
Sun. - Sept. 3rd 
And 
Mon. - Sept. 4th 


Starting 
Sunday, 
September 
10th, 1972, we will again be 
open on Sundays from 1:00 p.m. 
to 4:00 p.m. for your shopping 
convenience. 


Charge cards accepted 


BankAmcricard 


American Express 


^Master Charge 
Stanton 
Hobby Shop 
. 


47)4 North Milwaukee Avenue, 
Chicago, IHinoi* M U I 
Telephone 113-8441 aret cede 312 
HOURS* 
MON.-FRI. 12 NOON - 9:00 P M . 
SATURDAY 9:00 A.M. - 6:00 P.M. 
Phone 283-6446 


I minute off Kennedy 
Cxpresswoy-lawrence Ave. Exit 


A 
* 
* 


See Explosive I.R.A.World Championship 
MUNDELEIN JAYCEES 


<*t 
<ir 


f ' 
* 
Y 
* 


r ; 
I 


America's roughest sport at its rugged best with cowboys and cowgirls competing for 


world championship points on the West's toughest, double rank livestock. 
August 25 & 26 At 8:00 p.m. 
Sun., August 27 At 2:00 p.m. 


Take Route 45 To 
Allanson Road In Mundelein 


TICKETS: Adults s2.50, 4-12 *1.50, Under 4 FREE 


* .A f Wickes * 
IMAGINATION 
•.M O N TH 
HEATING 


All Prices Shown Good Thru August 30th 


LO-BOY FURNACE 


Offers 115,000 BTU's of dependable, safe heating. Available for 
natural or LP gas. Compact design permits easy installation and 
hook-up. Complete with thermostat and permanent aluminum filter. 
$18750 


■ 
M 
PER UNIT 


REGULAR 
$207.50 


YO U SAVE 
$20.00 


HOT WATER BOILER 


Clean, economical home heating. 3 section boiler comes complete with all 
controls and circulating pump. Easy to install. 


4 0 GALLON GAS 
WATER HEATER 


Delivers all the hot w ater you w ant 
—when you w ant it! Glass lined 
tank, fast recovery. 


SAVE 
$5.00 
REG. 
$68 95 


PORTABLE 
ELECTRIC HEATER 


Fast, "on the spot” heating. 
B u ilt-in th erm o stat, fan 
forced circulation. 


SAVE 
$2.00 


CREDIT AVAILABLE 
• 
INSTALLATION SERVICE 


fry Wickes 
Lumber 
« 
! 
i 


STREAMWOOD 


3/4 mile west ofBarrington Road 


on Lake Street (U.S. 20) 


837-6000 
Hours: Mon. - Tri. 8 8, Sat. 8-5; Sun.-9-2 
143-1101 IM ?) | 
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JACKIE OLIVER, the rainmaster, in the UOP Shadow, 
slippery, wet Mid-Ohio course during the 1972 Buckeye 
forging ahead to an ultimate second place finish on the 
Cup Can-Am race. 


T H E B E S T IN 
Sports 


Area Youngsters Place 
In 7 Jamboree Events 


Hauer Accepts 
Steward Post 


Henry Hauer, a long time Arlington 
Heights resident, and formerly the clerk 
of the scales in the winner’s circle at 
Arlington Park, has been named a stew­ 
ard in a racing official’s capacity for the 
remainder of the meeting. 


The vacancy appeared when Melvin 
Mackin returned east to his Maryland 
circuit. Hauer will replace Mackin and 
work with Illinois Racing Board repre­ 
sentative Ted Atkinson and Raymond 
Pollock. 


Mackin had accepted the Arlington 
stewardship with the agreement he could 
leave Aug. 9 to fulfill a previous offici­ 
ating commitment in Maryland. 


After concluding the final week of rac­ 
ing at Arlington Park, Hauer will contin­ 
ue his stewardship at the upcoming 
Sportsman’s meeting. 


Youngsters from 
the Herald 
area 
placed in seven different events in the 
17th annual Illinois Junior Sports Jam ­ 
boree last Saturday at Crystal Lake 
Community High School in the northern 
Illinois town. 


Palatine boasted three place-winners 
in Dan Kilrain, Debbie Weaver and the 
relay team of Many Waetherford, Debbie 
Weaver, Anne Meyer and Susan Dawson. 
Mt. Prospect’s Trudi Rebsamen and Kim 
Feige both placed among the top finish­ 
ers in their events. Streamwood^ Al Siet- 
man and Carla Rub of Arlington Heights 
rounded out the placers from the area. 


Although none of these contestants 
were blue-ribbon winners, Carla and Dan 
picked off second places. Carla was sec­ 
ond in the Midget Girls 50-yard dash in a 
time of :06.8 and Dan’s 17-4 long jump 
was good enough for second in the Junior 
Boys division. 
Kim garnered a third place with a 203- 


6 baseball throw in the Intermediate 
Girls category, Al ran : 10.5 in the Inter­ 
mediate Boys 100-yard dash for third and 
Palatine grabbed third in the Midget 
Girls 440-yard relay with a time of :59.1. 
Debbie placed fourth in the Midget 
Girls 100-yard dash with a : 12.8 clocking 
and Trudi finished sixth in the Inter­ 
mediate Girls 220-yard dash at :29.1. 
These local youngsters were among 500 
boys and girls from all over the state 
between the ages of IO and 15 who sur­ 
vived the summer-long competition from 
40,000 entries in more than 200 commu­ 
nities. Only the finalists participated in 
Crystal Lake. 
The competition was in three divisions: 
Midgets (ages IO and ll), Juniors (12 
and 13) and Intermediates (14 and 15). 
The sponsors of the Jamboree were the 
Illinois Jaycees, the Governor’s Office of 
Human Resources and the Community 
Service Unit of the Illinois Department of 
Corrections’ Juvenile division. 


Harper College Holding Practices 


Athletes interested in trying out for the 
Harper College football team should re­ 
port to the college field tonight at 6:30. 
Throughout the week head coach John 
Eliasik w ill be holding conditioning work­ 
outs at that time. Equipment will be is­ 
sued on Saturday. 
Athletes are advised to get a physical 


as soon as possible. The one taken by 
freshmen upon enrolling in school is suf­ 
ficient, according to Eliasik. 


Eliasik wants prospective Hawk play­ 
ers to bring T-shirts, shorts and spikes to 
this week’s workouts. Gym shoes are ac­ 
ceptable this week. 


12th Annual 
PAD D O CK PUBLICATIONS 
TENNIS 
TO U R N A M EN T 
(Limited Entry) 
September 2, 3, 4,1972 


Report to Arlington High School Tennis Courts 
502 VV. Euclid, Arlington Heights for actual 
Assfgnment to Nearby Court for Com petition 
JO 


r n 
Open to All 
Men & Women 
Boys & Girls 


IU 


DIVISIONS: 


Any Age 
Men's Singles* 
Men s Doubles* 
Women's Singles* 
W omen’s Doubles* 


35 and Older 
Jr. Vets Singles* 
Jr. Vets Doubles* 


18 and Younger 
Girls Singles 
Girls Doubles 


16-18 Years of Age 
Boys Singles 
Boys Doubles 


15 Years and Younger 
Jr. Boys Singles 
Jr. Boys Doubles 


INFORMATION: 
M el Timmons 
Tournament Manager 
O ffice - 832-7700 
Home - 358-1992 


TIME: 
8:00 a.m. - Boys & Girls 
9:00 a.m. - Men & Jr. Vets 
10:00 a.m. - Women 
2:00 p.m. - Doubles 


ENTRY FEES: 


$1.00 per Entry in Each Adult 
Division. 
Children's Division - $1.00 per 
pectin entitles entrant to com­ 
pete in two. Divisions. Entries 
must 
be 
accom p’anied 
by 
check 
payable 
to « Paddock 
Tourneys. 


RULES: 


1 - Two out of three sets. 
2 - Nine point tiebreaker to be 
used when set is tied at 
six-six. 
3 - New balls supplied by each 
player. 
4 - A player may only enter two 
categories. 


5 - Trophies will be awarded for 
1st and 2nd places. 


6 - Entries addressed to Paddock 
Tennis, P.O. Box 280, Arling­ 
ton Heights, Illinois 60006, 
must be received by August 
28,. 1972. 
| M a il Entry Blank with check to 
p,ease 


I 
P a d d o c k T e n n is , 
□ Men's Singles* 
J 
P . O . B o x 280, 
□ lr . Vets Singles* 
J 
A r lin g t o n H e ig h ts , III. 60006. 
□ Women's Singles* 
I 
M ust be re ceive d b y August 28, 1972. 
Q Girls' Singles 


I n a m e .— ...... - ...................................................... ....................................................... 
□ Boys'Singles 
I 
□ Jr. Boys' Singles 
I ADDRESS.................................................................................................. 
|-J ^ e n 's Doubles* 


I C ITY..................................................................................................................... 
□ Jr. Vets Doubles* 
I 
□ Women's Doubles* 
I 
PH O N t................................................................................................................. 
□ Girls' Doubles 
I NAME o f DOUBLES PARTNER.................................................................. 
p j Boys'Doubles 
I □ *$1.00 Entry Fee Enclosed for Adult Divisions 
D jr goys, Doubles 
I [ ] Children's Divisions - $1.00 Per Person en- 
---------------------- 


I 
titles entrant to compete in Two Divisions 
I In consideration of the acceptance of mv entry, I hereby, for myself, my heirs, executors and adminstrators, 
I 
waive, release and forever discharge any and all claims for damages which I may have or which may hereafter 
accrue to me against the Arlington Tennis Club and Paddock Publications, which are jointly sponsoring and 
I operating Paddock Publicati.ons 12th Annual Tennis Tournament September 2, 3,4,1972, and to conclusion. 


| Signature of entrant........................................................................................................... ....................................... 


I 
I 
I 
I 


I 
> 
I 
I 


I 
I 
I 
I 
I 
I 
I 
I 
I 
I 
I 


Aim For Win In 4 
Bra Country’ 


Englishman Jackie Oliver 
and 
the 
crew of his American-built Universal Oil 
Products Shadow will seek this weekend 
(Aug. 26-27) to make their return here to 
“ Bratwurst Country” a triumphant one. 
Oliver, no stranger to winner’s cirlces 
in other forms of racing, wants to score 
his first Canadian-American Challenge 
Cup victory here at Road America, the 
picturesque site (rf the fifth race in the 
1972 series for unlimited sports racing 
cars. 
The diminutive driver came as close as 
he ever has to a Can-Am victory — sec­ 
ond place — in a 196-mile sprint through 
intermittant rain showers in Ohio two 
weeks ago. 
“ Now the whole team is ripe for a 
win,” says Oliver, “ and none of us can 
think of a more appropriate place to 
have it; Road America is one of our fa­ 
vorite places.” 
Oliver hopes that his determined drive 
to the finish line at the Mid-Ohio Sports 
Car Course on Aug. 6 signalled the end to 
a string of bad luck that has plagued the 
team since the opening of the season. It 
was, in fact, the team’s first trouble-free 
race in four starts this year. Mechanical 
failures prevented the car from finishing 
the other three. 
“ We’ve had our share of misfortune,” 
says Oliver. “ Now, perhaps, that’s be­ 
hind us.” 
Oliver has the dubious distinction of 
having finished second in more Can-Am 
races (four) than any other “ non-win­ 
ner” except Texan Jim Hall. Oliver 
scored his other second places in 1970 
and the Ti22, another American-built car. 
In 1971, Oliver’s best finish was a third, 
in the UOP Shadow M kll, at Edmonton, 
Alberta, Canada. 
Last year, here, Oliver started the 
Road America Can-Am from the front 
row of the grid, only to be delayed dur­ 
ing the race by tire punctures. He even­ 
tually finished 12th. 


Winning is the next logical step for the 
Shadow team, an organization with a 
couple of important points to make. 
First of all, Oliver and the men from 
Don Nichol’s Advanced Vehicle Systems 
are working to prove that an American- 
built car can compete successfully with 
the best that European designers and 
builders produce. 
The Universal Oil Products Company 
of Des Plaines meanwhile has a point to 
make too. UOP is compiling what it 
hopes will be incontestable evidence that 
unleaded fuels, which are burned ex­ 
clusively in the Shadow, are in everyway 
competitive with their leaded counter­ 
parts, no matter what type of an engine 
a motorist uses. 
The company believes this evidence 
has important implications in the battle 
for cleaner air through reduced auto ex­ 


haust emissions. 
UOP, a recognized leader in petroleum 
refining technology, has concluded that 
the catalytic converter system is the 
most reasonable method now available to 
reduce harmful emissions. But research 
has shown that lead additives in gasoline 
reduce the effectiveness of such con­ 
verters. 
The company believes it essential that 
the everyday motorist be able to use a 
catalytic device in conjunction with lead­ 
free gasoline. It is seeking to prove 
through racing that the motorist need 
pay no penalty in engine performance or 
economy as he helps make the air clea­ 
ner. 
Continued strong performances by the 
UOP Shadow Team — it has not suffered 
an engine failure in 12 races — will help 
make that point. 


Paddock Tourney Leaders 


Jack 


Dages 


Nick 


Barkuiis 


LINKS STARS. Jack Dagos, left, and shot a 74 scratch to lead that depart- 
Nick 
Barkuiis 
were 
the 
individual ment and Barkuiis 
came in with a 
leaders Sunday in the Paddock golf tourney-leading net 67 on 93-26. 
tournament at Golden Acres. Dages 
GOODYEAR 


THE ONLY MAKER OF POLYSTEEL* TIRES 


STEEL AGAINST POLYSTEEL! 


You’ve seen it 
on TV, 
now see it 
in person! 


Thursday, August 24, 1972 


11:00 AM; 12:00 Noon; 2:00 PM 


3:00 PM; 4:00 PM; 7:00 PM 
Elk Grove Village 
Grove Shopping Center 
Arlington & Biesterfield 


Steel against steel. A full size ’72 car, with Custom Power Cushion Poly­ 
steel tires, runs up and over the sharpened edges of steel ax bits to 
demonstrate the penetration resistance of thy steel cord belts. 


CUSTOM POWER CUSHION TIRE 
Steel belted tires so tough 
Goodyear backs them with 
a 40,000 mile tread life 
expectancy policy 


40,000 MILE TREAD LIFE EXPECTANCY POLICY 


With proper care and normal 
driving, you w ill get at least 
40,000 miles of tread wear from 
new, first-class Custom Power 
Cushion Polysteel tires on your 
car. 
If you don’t get 40,000 miles — 
and provided you were the orig­ 
inal buyer of the tires and they 
are still on the original car — 
bring the tires and the policy 
booklet (with recorded mileage 
readings) to any Goodyear Ser­ 


vice Store or D ealer in the 
United States or Canada. They 
w ill give you credit for mileage 
not received on the purchase of 
new Custom Power Cushion 
Polysteel tires, based on Good­ 
year’s "Pre-determined Price for 
Adjustment”. 
A small service charge may 
be added. 
.Copies of this policy are avail­ 
able at all Goodyear locations. 


3 WAYS TO CHARGE 
• Our Own Customer Credit Plan • Meeter Charge • BenkAmerlcerd 
♦ ♦ ♦ ♦ ♦ ♦ ♦ 


* AUTO * 


Air-Conditioning 
Service 


Avowable of 
Starred Location* 


1015 Grove Mall 
(In the grove shopping Center) 
Ilk Grove V illa g e 
593-6730 


1180 Oakton St. 
(Corner lee & Oakton) 
Des Plain es 
★ 297-5360 


9503 N. Milwaukee 
(Across from G olf Mill Shopping Center 
Niles 
★ 967-9550 


3007 KirchoH Rd. 
loess heel feflinf Melees Shappewg teeter) 
Rolling M eadow s 
255-3600 


723 W. Dundee Rd. 
(I block E. of Rf. 83) 
W heeling 
541-2122 


102 E. Rand Rd. 
(Across from Sandhurst) 
M f. Prospect 
♦ 392-8181 


3 


WAYS TO 
PAY AT 
GOODYEAR 
I H S 


1539 Irving Park Rd 
H anover P ark 
+ 837-7685 


Back To School 
Special 


Free Sweater Bags 
With 
Any Incoming Sweater Order 
While They Last 


CLEANING SPECIAL 
UNLINED DRAPES 


WITH DECORATOR FOID $ 1 O O 
READY FOR HANGING 
| 
Per Panel 


’Tfcuuc le u ic /t CCeoMVte 


BUFFALO GROVE 
£F »+ *jR S E R V IC E 
1300 W. Dundee Road 


Buffalo Grove Moll 
394-4030 
ON Rf Qlift? . . . BEFORE 12 PM 


W HEELING 


1950 S. Wolf Road 


South Point 


Shopping (enter 


5 3 7-9 79 7 


BUFFALO GROVE M 


SCOTT'S f AMU T CINTI! . K A N I S SHOES 


FEMININE ANGI! • > GOLDEN KAR KSTANRANT 


ALAN I ITO. SIN'S N IA ! • FORIMOST HONORS 


BARTON STKL H A I ISTATI • NACK TONCN Cli AMRS 


ALLIED RADIO SNACK • TIN DI A UTT PARLOUR 


BASIIN-fOMINS I I FLAVORS • HIAR'S JttViNlll SNOB 


UM FARM FOODS • TNI DINT Al CINTIR 


DR GIORGI S KAPLOW. 0**«#»m t . l i t AORARIOM 


* WOOD 'N a o l i DK OR A HYI A COS SOR US 


NNNIFIR S CARD AND GIFT SHOP 


17 STORIS AND SIRVKIS IN 7D DIGRII CHHINA TI 
, 


CONTROLLED COMFORT WNtlE TOU SNOP1 


BACK-T0-SCH0 
August 24-25 


ENTER 
OUR 
Children's Miniature I 


• Open To All Children Ages 8 To 12 Years Old! (You Don't i j 


• Contest Rules And Entry Blanks In All Buffalo Grove M all $t<: 


• All Children Who Enter Contest MUST Register Inside The Ar 


PRIZES: BOYS' & GIRLS' BICYCLES - TRANSISTOR RADIOS 
FREE P 


Painter's Plaid 
by 
mum 


10 0 % A C R I I A N 
M achine W ashable 


A n d Dryable 


G uaranteed fo r a fu ll yeor's nor­ 
m al w ear. Refund or replacem ent 
when returned w ith tag and iales 
slip to M onsanto. 


ONF VEAR 
GUARANTEE 


/ 
X 
, WEAR 
DATED J 
A 
Monsanto 


BUFFALO 
GROVE 
MALL 
Dundee Road 
Buffalo Grove 
255-2010 


S C O T T S 


L_____ 
BACK-TO-SCHOOL 
NEEDS 


SALE STARTS TODAY. 
PRICES GOOD THRU SUNDAY 


1 6 c r H u x le y i i 
. s . . CRAYOLA 
p 
l CRAYONS 


‘•lr 
YOl>IHS-BOYS-WF N’S 
LOW CUT 
1 > ~ GYM SHOES' 
^ 9 9 


Y o u t li s i z e * 5 i4 — 


B o y * 2 '/ i-6 
Men’* 7—12 


• X st 
ss 


M ASTER 


• $ 


PAD lOCKSY! 
2 7 


- 1 7 8 rn 
will. 
st Mi 
[ i n . will) mckel pUtert 
•Inckl* 40 point 


M IS S E S —I. A D I fcS 
LOW CUT 
|^|, 
DECK OXFORDS 


■$ 


M i**c* Sixes 
U K - ) 
I.attic* Sir 
4 - 1 0 


SOO C T 
/FILLER 
*3 / 
PAPER 
I,’10 
-FOR 


L IM IT 2 


S^iSTEMPRA' 
i i 
PUSTER 
-a c . o rs 
C ()L 0 R S 


lit 


S I . 2 5 


V A L U E 


Ba n k Am e r i c a n o 
* 
s c o T T si 


OPEN DAILY 9-9 
SATURDAY 9-6 
OPEN EVERY SUNDAY 10-5 


Reg. 
4 2 9S 


DIGICHRON IV 
Digital Clock Radio 
AM-FM 24 Hour 
Digital Clock 
Ideal For School 
3 9 9 ^ 
10°/co OFF 


ON ALL HEADPHONES' 


WITH THIS COUPON 
MASTER CHARGE 
BANKAMERIC ARD 
DINER S CLUB 
AMERICAN EXP RESS 


Coming 


Buffalo G ro ve M ali's 


D 
3rd Annual 
ART FAIR 


N O V . 4 , 5 , 6 


To Participate See 
Stanley Jansen 
Wood 'n Cloth Shop 


Jennifer's Card & Gilt Shop 
EARLY BIRD 
SPECIAL! 
ALL BOXED 
CHRISTMAS CARDS 
20% OFF 


Mon. - Fri., 10:00 - 9:00 
Sat. 
9:30 - 6:00 
Sun. 12:00-5:00 


Buffalo Grove Mall 
Buffalo Grove 
3 9 4 - 8 6 3 6 


P A T T Y M E L T 


P R E -S C H O O L 


1.15 Special 
AUG. 24-31 
99 
< 


.S Z L 
SERVED 5PM TO 10PM 
Galled Beef Patty Between 
Two Cheddar Cheese Slices 
and Old Fashioned Rye 
Bread! 


" Anytime I* Pancake Time' " 
GOLDEN BEAD 
'pattuttf 
RESTAURANTS 


BUFFALO GROVE MALL SHOPPING CENTER 
' 


© g o l d e n b e a r f a m il y r e s t a u r a n t s , in c . 


I 


\ 


SHOPPING 
CENTER 


"AN EXPERIENCE IN MODERN SHOPPING" 
NORTHWEST CORNER OF DUNDEE ROAD (ROUTE 68) AND 
ARLINGTON HEIGHTS ROAD IN BUFFALO GROVE 
SPECIAL 


•-26-27 


Golf Contest! 


ave To Be Able To Play G olf To Enter.) 


ares! 
. 
# 
all On FRIDAY, A U G U S T 25th! 


RESIDENTIAL" SCHOOL BOOK COVERS WILL BE GIVEN TO 
EVERY CHILD WHO FNTFRS THF CONTEST!________________ 


I 


ii 


I 


9 


BEAUTIFUL PAPERWEIGHTS 


$ I OO OFF ON HAIRCUT 
G o o d T h ru Septem ber 9 


TURTLE PENCIL 


HOLDERS 1 . 5 0 


1 . 5 0 
I 


W 
Q 
) D 
l 'n C L P T H 
0 
rn , 
• 
* 


394-3940 
Decorative Accessories for Every Home 


USDA CHOICE BEEF 


N 
Round Steak 


V 


U S.D.A. CHOICE 
Boneless 
Rump Roast 
Lb. 
97 


$ 
- 1 
2 
7 


star i i i n i l it Tiiss coitjiuit h c it h is 


HBM TEESE PRODUCE 


olm SPROULS rum e h n u 


MEDIUM 
Grade A 


Honeydew 
Melees 
T A 


tropic a n a ioo% r u m lh 


CALIFORNIA 


Orange Juice7 9 ' Brecceli.. u 1 9 * 


1 T IilO W 0 « ZUCCHINI 
How e C H O W N 


Squash. . u . 1 9 * Egg Plant u 1 9 * 


\ 


W ITH C O U LO N A N D $ 5 .0 0 ON MORE PURCHASE 


QUARTERED 
Allsweet • 
Margarine It. 


Orange Juice..:“ 79 


American Singles 69‘ 
NE WIT WCC 
^ 
^ 
E n g lish M u f f in s ' i i 2 2 
> 


K U SKOALS 
nows 
JLO< 
M inted Ham . . . 
u. C) * 
ECKRICH PICKLE A P im en to O * 
P I I / 
Olive Loaf 
. . . *^ 
C tv A l kent 
A A 
r 
Cream y Cole S l o w * * ! * 
EU SCH BAVARIAN s rv i. 
£ f t / 
Meat Loaf......R e D V 
Vif NNA t#EE GRAVY. ITALIAN 0 9 I | 1 A 
BBG Beef...... 
TOP ROUND 
C 
f T A 
Roast Beef . . . . n u 
I 
llAltAN STY IE 
J | I ' 
L a sa g n a .............. u. 
I 


FROM TRE ELM FIRM FREEZER 


; EROPEN-RICH S 
Coffee 
Rich 
SSW 4 


HAMBURGER fRO ZEN 
0 
^ 
John's Pizza 
n O 5 ( 


xx 2- mm: I 


FLAVOR LOC 
Sliced Bacon.......... . ib. 77* 


U.S.D.A. CHOICE BEEF BONELESS 
Chuck Roast.......... ..11,98* 
U.S.D.A. GRADE A 
Chicken Legs.......... ib 59* 
EXTRA LEAN GRO U N D ROUND 
Ground Beef.......... .ib 97* 
HILLSIDE VACUUM PAK 
Sliced Bacon........... 


t r - 
Ca 
^4 
■r% 


TENDER 
Cube Steak............ u 5l 5' 


U.S.D.A. CHOICE BEEF BONELESS 
Round Steak.......... U S1 1 
7 


SLOTKOWSKI 


Polish Sausage....... ii. 99* 


u et. 
(ta. 


French Fries. 


FROZEN ROST RED 
^ 
Hawaiian Punch u I 9 
SAVI 


.R O Z E N 
^ 
a a 
Birdseye Peas 
. I 9( 
* 
SA V I 4* 


SAW 14* 
i,28( 
SAVI ie 
< 


SAW 4* 


Cm l THESE S1TIHBS 
non it ll sn r ill nrnuiiET! 


Chunk 
Welch 
Hi C 
Tuna 
Jelly 
r- 
Drink 


3 9 3 9 
9 


Libby fruit 
|(ra|f 
Cocktail 
Dimer . 


2 7 
1 8 


T T P lC in ^ lR lfn B w E O M SIB FIRM 


y rf 
Jtjguot S l 


A V IE H I X ‘ S 
O ' S C O 
U H ’ 
t i Q 
u O 
H 
S u 
P E B M A B 
a 
E ' S 
LATE SUNNER SPECIALS! 


HAMM'S............................24 12 Oz. Cans...................... 4.19 


MEISTER BR AU...................... 6 12 Oz. Cans....................... 95* 
Case of 24..........................3.69 
PABST 
.................... 6 12 Oz. 
Btls.................. 99* 
Case of 24......................... 3.79 
TAB........................ 
8 16 Oz. Btls.............. 73< 
Case of 24..........................2.19 


PHILADELPHIA BLENDED WHISKEY 
QUART..................................3.49 
JACK DANIELS BLACK.............. FIFTH.................................... .5*79 
GLENMORE GIN OR VODKA........... Va GALLON.....................................6.49 
BALLANTINE SCOTCH...................Va GALLON................................. 11.49 
SOUTHERN COMFORT...................Va GALLON 
........................... 9.49 
CHAPELLA Hardy Italian 
Type Wine 
I G A L L O N 
....................... 
2 . 2 9 


BUFFALO GROVE MALL 
BUFFALO GROVE 
2 LOCATIONS 
RT. 83 AT DUNDEE 
WHEELING 


the 
BEAUTY 
PARLOUR 


394-3412 
in the 
Buffalo Grove Mall 
A 
LTD. 
JUN 
MEN'S STORE 
BACK TO SCHOOL SPECIALS 
T H E 
B I G 3 IN 


A 


FLARES, JEANS, SLACKS 
From ‘S00 
Final Clearance of 


Short Sleeve Shirts 1 
2 Price 


Special Group Of Slacks And Jeans 
1/2 PRICE 


JUS 
LTD. 


•n the BUFFALO GIOVE M AU 
392-6080 


Mon. - Fri. 
10:00 - 9:00 
Sat. 9:30 • 6:00 
Sun. 12:00 - 5:00 


^ e im n ia e j W e , 
INC 


■ BUFFALO GROVE MALL 
3 9 8 - 9 6 2 9 


1 3 0 0 
OUNOEE RO. 
B U F F A L O G R O V E . ILLINOIS 
60090 
BACK TO SCHOOL v ib r a t io n s 


Layer Upon Layer 
Is Very IN ! 


Start: With Fantastic 
Fall Pants: Flares, 
Trousers, Highrise 
& Hip Huggers. 
Add: Shirts, Bodyshirts, 
Blouses, Ribknits. 
Plus: Vests, Pullovers, 
Shrinks, And 
Other Great Tops. 


Add or Subtract, As The Weather 
Indicates, FANTASTICALLY 


FAMOUS FEMININE ANGLE 
COATS 
(Specially Priced) 


Any Length Your Heart Desires. 


Don't Forget — dresses, short and long, 
pantsuits and oodles of goodies. You will 
have NO EQUAL in the 
TOTAL FEMININE ANGLE look! 
(Use O ur Layaw ay Plan.)___________ 


All America 
rn * *i« :,***;{ 
V 
' BARTON > 
STULL 


WE'RE NOT # I, YOU ARE. 


Four Convenient Locations to Serve You. 


Arlington Heights - 392-0900 
Hoffman Estates • 894-4800 
Buffalo Grove • 394-3200 
Prospect Heights - 255-0900 


BASm-ROBBWS 
ICE CHEAM STOHS 


PHONE ORDERS ACCEPTED 
253-9805 
Buffalo Grove Mall 


Win At 
Bridge 


by Osw ald and 


James Jacoby 


Expert South was in bad humor. He 
had been holding bad cards and his pa­ 
looka opponents were all winning from 
him in the rubber bridge game. 


His three-club call can only be as­ 
cribed to that bad humor which was not 
improved any when West let out a re­ 
sounding double but when the smoke had 


NORTH 
24 
A Q 96 
V A Q 5 3 2 
♦ 8 6 5 4 
A 2 
WEST 
EAST 
* A J 3 
A IO 8 7 2 
V K IO 6 
V J 9 8 
♦ KIO 73 
♦ A Q J 
* K J 9 
A IO 73 
SOUTH (D) 
A K 5 4 
V 7 4 
♦ 92 
A A Q 8 6 5 4 
East-West vulnerable 
West 
North 
East 
South 
Pass 
I N.T. Pass 
2 N.T. 3 A 
Dble 
Pass 
Pass 
Pass 
Opening lead—♦ 3 


Any watch can look beautiful when it’s new. 
A really fine watch ... an O m e g a ... will remain 
beautiful for years to come. It is this test 
of time that has proven Omega excellence in 
style, workmanship and accuracy. It is why 
millions of people have come to know Omega as 
the watch for a lifetime of proud possession. 
See our complete selection. From $65 to over $1000. 


A - 2 diamonds. 14K white solid gold. $ 150 OO 
B • Yellow top. stainless steel back case. $95 


SLAVIN JEWELERS 


1452 M IN ER STREET, D E S PLAINES. ILLIN O IS 6 0 0 1 6 
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End YOUR PAINTING Problems! 


cleared away South was positively beam­ 
ing while East and West were engaged in 
one of those verbal fights that seem to 
enliven rubber bridge games. 


Diamonds were continued with South 
ruffing the third lead. He finessed dum­ 
my’s queen of hearts and ruffed the last 
diamond while East jettisoned a heart. 
Next came a heart to the ace and a ruff 
of a heart with East disposing of the 
deuce of spades. 


East had had two chances to use his IO 
of clubs but had held it back. 
Now South led a low spade and West 
did his bit to help South along. Instead of 
ducking he played his ace and led the 
suit back. 


South cashed the king and queen of 
spades and led a heart from dummy. 
East had a last chance to beat the con­ 
tract but he still refused to put his IO of 
clubs to work. He ruffed low. South over­ 
ruffed with the eight and West was 
forced to win the trick and lead to 
South’s trump tenace. 
(Newspaper Enterprise Assn.) 


FINISH YOUR 
FASCIA AND SOFFIT SYSTEM 


FASCIA 


(Wood Trim and Overhang) 


SOFFIT 
WOOD 
TRIM 


YOUR CHOICE OF 
5 COLORS 
WITH MATCHING 
COLORS 
ALSO AVAILABLE 


NOW Everyone Can Enjoy 


No-Charge Checking 


With Our New 


FREE & EASY 
n 


Family Checking Account 


Sim ply maintain a $500.00 minimum m onthly 
balance, and you ll never have to deduct a service 
charge from your checking account again! 


The Convenient Bank 
at the corner of 
Oakton and Lee 
Des Plaines, III. 60018 
Des Plaines 
824-8101 
Chicago 
774-6717 


MEMBER FDIC 


You can 
donate blood 


your family 


COOPERATIVE BLOOD 
REPLACEMENT PLAN 


477-7 500 T 


up to 10O ft.... Soffit Sq. Ft. C 
Fascia lineal ft. 
^ 
NOW ONLY 
279 


During 
Month 


Of 


August 


Call for 
_ _ _ _ . AA 
free estimate 297-5490 


Bank Financing Available 


ALL WORKMEN 
LICENSED and BONDED 
When you think 


DES PLAINES EXTERIORS 
Visit Our Showroom at 1408 Prairie St. 
IN DES PLAINES 


CLEARANCE SALE! 
HELP US CLEAR OUR OVERSTOCKED WAREHOUSE 
AND SAVE 2 0 % TO 5 0 % 
Glass Top Dinette Sets - Wrought Iron Sofa Groups - Patio Groups - Rattan Groups 


Think of 
Wickes! 


5 pc. group 
for elegant dining 
^ 


Outdoors on the patio, in­ 
doors beside a sunny win­ 
dow, 
this handsome set- 
» 
ting makes every meal an JT^r- 
occasion. Includes 30x48" 
glass 
top wrought 
iron 
table 
and 4 side chairs 
with comfortable cushions. 


Reg. SI47.95 


treated floral fabric on one side. You get all 5 
pieces, settee, 2 chairs, cocktail table and end table. 
RO 


Reclining chaise, cushion, 
to match group above. 
Reg. $111.15 NOW $89.00 


3 pc. Cafe Set 


Conversational 
group 
for limited 
area. 
In­ 
clu de s 
3 0 " 
roun d 
table, and 2 chairs. 
Reg. $103.65 
»5 9 »s 


MADERIA LAUAN 


Add an exciting new dimension to 
your home. 4'x8' sheets, 3.6 mm 
thick, 3-ply hardwood construction. 


Now 
, 9 
9 
OO 


5 pc. round 
table cafe group 


Glass top 36" diameter 
round 
table 
with 
airy 
scroll designed apron and 
4 side chairs with match­ 
ing scroll back*, cushioned 
for comfort, in 
long-life 
fabric. 
Reg. $147.95 


5 pc. Rattan Game Table 
‘259“ 


Now $99 
OO 


4 2 " Table & 4 swivel chairs.......... 


48 
Table & 4 swivel chairs................ *289 OO 


Capistrand Glass 
Top Dining Group 


42" round table with four 
side chairs. Choice of 5 
frame colors and seat cov­ 
ers. 2" foam cushions. Un-* 
breakable glass top. Also 
available 30"x48". 
Reg. $189.00 


Now I 29“ 


KITCHEN and BATHROOM 


Decorator patterns to grace your room. Stain- 
resistant. washable finish on ye inch hardboard. 


AVOCADO FLORENTINE 


AEGEAN GOLD 


Reg. $8.96 


FROSTY ELM 


Beautiful woodgrain 
print; 3-ply hardwood 
construction. 


4'x 8' sheet 
4'x8' sheet 
Reg. $5.98 


I 


WICKES PANEL ADHESIVE 794 
PRICES GOOD THRU AUGUST 30th 


CREDIT AVAILABLE 
• 
INSTALLATION SERVICE 


Flower Shop 
2 9 9 - 5 5 3 1 


FLOWERS 
And 
Casual Furniture 
170 N. River Rd., Des Plaines 


I Block north of Rand Rd. (# 12) on River Rd. (U 45) 
MON. Thru FRI. 9 to 9 SAT. 9 to 6, SUN. IO to 5 


FABULOUS SAVINGS 
ON ALL 
PATIO FURNITURE 


Furniture Shop 
2 9 9 - 1 3 0 0 


Wickes 
Lumber 


STREAMWOOD 


V* mile west of Barrington Road 


on Lake Street (U.S. 20) 


837-6000 
Hours: Mon. - Fri. 8-8; Sat. 8-5; Sun. 9-2 


B a s * A v * tnic 


•141-72 A 8 I IM I, 126) 
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The Volunteer Bureau 
Volunteers Aid Day Camp Staff 


Camp Bubbling Brook was the name of 
the day camp conducted by the Girl 
Scouts at Ned Brown Forest Preserve 
Aug. 8-18. A total of 65 volunteers were 
involved in the camp including some 
Hersey High School sociology students; 
mothers of Girl Scouts of today, yester­ 
day, and even tomorrow; Senior Scouts; 
and some who are none of these cate­ 
gories but simply dedicated to the princi­ 
pals of Scouting. 


“You don’t need to know a square knot 
from a fire,” is what Elena Rutter, Ar­ 
lington Heights director of the day camp, 
said to potential volunteers as she pro­ 
ceeded to give them four solid days of 
training. During the training sessions 
volunteers were already involved in the 
process of looking after the kids while 
their moms were preparing for the days 
when they would be the volunteers. Carol 
Ecklesten, Eunice Watanabe, Betty Mol- 
loy, and Fran Manichowicz of Mount 
Prospect; and Mary Ann Lawlor and 
Betsy Christensen of Elk Grove Village 
were the early-bird volunteers. 


On the staff of the camp were the Asst. 
Dir. Eleanor Kehr, Mount Prospect; Bet­ 
ty Shelven, Des Plaines, and Liz Weber, 
Elk Grove Village, nurses; Recruiter and 
Adm. Aide Mary Wendt, Elk Grove Vil­ 
lage, and Eunice Watanabe, Mount Pros­ 
pect; Registrar Carol James, Elk Grove 
Village; and Unit Leaders Bessie Pie- 
cuch of Elk Grove Village, Joan Olson of 
Mount Prospect, Dolly Burton of Mount 
Prospect, and Linda Purlee of Mount 
Prospect — all volunteers! 


Ninth graders Lori Gasero and Cindy 
McCloughan of Elk Grove Village, and 
Lynn Schneider and Stephanie Burton of 
Mount Prospect were program aides; 
and Shirley Confine of Arlington Heights, 
Betsy Christensen of Elk Grove Village, 
and Cathy Molloy of Mount Prospect 
were the Leprechan Ladies — that is, 
they were in charge of the small children 
of the volunteers at the camp. 


Some of the specialists of the volunteer 
assignments were the shoppers of sup­ 
plies, edible and otherwise, who were 
Nancy Trigueros and Betty Molloy of 
Mount Prospect. The craft consultant 
was Joan Reinert, Mount Prospect, and 
the naturalist was Marilyn Rix of Pros­ 
pect Heights —- all volunteers. 
Three women were drivers for one of 
the counselors who needed transportation 
due to blindness. Louise Gentry, Arling­ 
ton Heights; Betty Shelven, Des Plaines; 
and Pat Piper, Arlington Heights filled 
this assignment in shifts. 
From Mount Prospect came the follow­ 
ing counselors: Bev Burton, Diana Cas- 
siere, Mary Castronovo, Gini Doheny, 
Kathy Kopinski, Lynn Nelson, Geri Pa- 
gel, Pat Partlow, Rhea Thomas, Tillie 
Walkowiza, Jerry Zemko, Bill Bethell, 
Cay Carlson, Betty Spencer, Mary Jo 
Castronovo, Debbie Saunders, Roz Bark­ 
er and Darrell Trout. 


Donna Burt, Kari Johnson and Roger 
Coffman were from Arlington Heights. 
The young men named among these vol­ 
unteers were students from the Hersey 
sociology class under the direction of W. 
C. Kozlowski, and they were assigned to 
the unit under Mrs. Olson which con­ 
sisted of the handicapped youngsters, 
both girls and boys. 


From Elk Grove Village came these 
counselors: Bernie Frankiewicz, Barbara 
Franklin, Peggy Rogers, Joan Rydberg, 
Sandy Shoemaker, Karen Mack, and 
Torn Kuehl. 


Kay Powell of Des Plaines, Mary Reil­ 
ly of Wheeling, Sarah Henry of Hoffman 
Estates, and Therese Schmieg of Wild­ 
wood complete the list of volunteers. 


One more should be mentioned because 
on that “ rainy, rainy” Friday this father 
brought some dry firewood to the camp­ 
site. A volunteer father and he was most 
welcome, Richard Baley of Mount Pros­ 
pect. 


From all reports the camp was a re­ 
sounding success, and the Volunteer Ser­ 
vice Bureau Northwest Cook County is 
not surprised. The ingredients of a suc­ 
cessful program were all there — good 
training, supervision, and the overall re­ 
spect for the volunteer as a first class 
citizen. “Together We Can Do It,” say 
the Girls Scouts. “ Great,” says the Vol­ 
unteer Bureau. 
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Volunteer Bureau Offices 


Central Office, Dist. 214, 398-1320 MTW Th 9-12 


Arlington Heights Branch Dist. 25 Adm. Bldg. 392-6051 MTW 9-1S 


Lois Moore Branch Palatine Twp. Hall 359-9363 MTh 10-2 


Elk Grove Branch High Ridge Knolls School 299-2352 TF 10-2 


ML Prospect Branch Lions Park 392-6332 W 10-2 


Prospect Heights Branch Dist. 23 Adm. Bldg. 259-4550 


THIS COUPON 


WORTH *15 


on any NEW full year family membership, 
(Reg. Fee $79.00) 


Visit your Y for a Guided Tour! 


Offer expires Sept. 15,1 * 7 2 


N orthw est S ub urban YM CA 
300 E. Northwest Hwy., Des Plaines, III. 
296-3376 
Come in or call - Mon.-Sat., 9 a.m. to IO p.m. 


Three Days 


* 
* 


MAKE 
PADDOCK 
PUBLICATIONS 
PART OF YOUR 
DAILY LIFE 


ALL YOU CAN EAT! 


EVERY FRIDAY FROM 5 PM ON 


BONELESS FILETS 
(Children love 'em) 


IDAHO FRIES OR 
SPECIAL 
TATO PANCAKES. 
TOSSED SALAD. 
CHOICE OF DRESSING, 
ROLL AND BUTTER 


HOURS OPEN: 
T Sun. thru Thurs. 
I 


7 AM to 1 AM 
Fri. and Sat. 
7 AM to 3 AM 


I 


HOLSEN SEAS 
'pcunihf 
RESTAURANTS 


1051 ELMHURST ROAD 
DES PLAINES 


Save 


* , V W ic k e s * 
IMAGINATION 
-.M O NTH * * 


Prices Good Thru Aug. 27th 


FRIGIDAIRE 
Double-Door; Frost-Free 


now 
in 
des 
$5000 
earns 


N o w ... you can earn 5%% at First Federal Savings of Des Plaines on 1 -year savings 
certificates of $5,000 or more (w ith increments of $100 made at the time of pur­ 
chase), paid quarterly os left to compound. Certificates purchased by the tenth 
day of a calendar quarter earn from the 1 st. 


Regular passbook savings accounts earn the high rate of 5%, paid and compounded 
quarterly. 


First Federal Savings of Des Plaines . . ►top rates in your front yard. 


IN THE NORTHWEST ITS 
of DES PLAINES at 749 LEE STREET 


Phone 824 S118 
• 
5 J 5 L i 
* 
W 
H - f i l 


NOUNS Mon.. Tm#*.. "Hurt. * ta 5; Fri. 0 ta 0; Sat. 9 ta I; Wa*, data* 
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Refrigerator 


Just 30" wide, with 16.5 CU. ft. of storage 
space. 100% frost-proof. A quality product, 
with many "extras" for your convenience — 
nylon rollers for easy moving; a meat-tender 
compartment, also vegetable and spread 
& cheese compartments. Separate freezers 
refrigerator controls; flip-quick ice trays. 
Freezer has sliding shelf & basket to help 
you find items easily. 


mm 
FPCI-165VS 
PRICE INCLUDES... 


WmrWi 
FRIGIDAIRE 
Refrigerator 


20 cu. ft. Everything at yuur 
finger-tips. 100% frost-free. Ver­ 
tical freezer stores up to 246 lbs. 
s522«200VS 


AUTOMATIC 
Ice Maker 


You'll never have to worry about 
ice cubes again. Just set the 
cube-level-control dial for the 
amount of cubes you'll need — 
enough for a couple or a crowd — 
and they'll be on hand when you 
need them. Water enters through 
a connection to main w ater 
supply. 
lM K-2 


FRIGIDAIRE 
WICKES 
Refrigerator 


17 cu. ft. 100% frost-proof. 
Smooth-glide 
nylon rollers. 
Door easily converts to a left 
or right opening. 


IL 


FPI-170TT 


Freezer Chest 


14.7 cu. ft.; holds up to 515 
lbs. of frozen food. Storage 
basket; drain tube for easy 
defrosting. 
*179?? 
(SPECIAL ORDER) 


CREDIT AVAILABLE • 
INSTALLATION SERVICE 


VWv Wickes 
Lumber 


STREAMWOOD 


% mile west of Barrington Road 


on Lake Street (U.S. 20) 


Phone 837-6000 


Hours: Mon. - Fri. 8-8; Sat. 8-5; Sun. 9-2. 
0134-72 A & B (P-31) 


Owna 
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champagne house on a 
beer budget♦ 


If you’ve got a taste for the better things in life, but not the 
bankroll to match, this house is made for you. 
For just $20,990. For real. Thanks to a revolutionary way 
of building that does for houses what Henry Ford did for cars. 
We put five fabulous homes' under just one roof. So 
they'd look like just one very big, very handsome house. And 
so we could split up the cost five ways. 
We also manufactured all the parts we could. So theyd 
cost less and be made better. And we built all our houses in 
clusters. So every one would look out on a super-colossal 
front yard (instead of the typical, tiny front- and backyard). 
So we could even save you money on land. 
As for the inside, its a dream. Big and cozy. 
Two bedrooms. Carpeting wall to wall. GE oven- 
range, refrigerator-freezer, dishwasher and disposer. 
Individual central heating and air conditioning. 
Storage space. Enclosed garage. And privacy 


aplenty, from your own entrance to special sound-engineered 
walls that hush all the noise. 
Theres more. Something youd hardly expect to get for 
$20,990. No maintenance. Nothing at all to interfere with the 
way you spend your free time. And all for just $950 down and 
a total monthly payment of $151* The closing costs are on us. 
O f course, you may want another bedroom. Fine. You’ve 
also got your choice of three-bedroom floor plans. And four- 
or five-family homes, in ten exterior designs and one or two 
stories. (We think variety is the spice of homes, too.) 
You're welcome to see our model homes any day of the 
week between IO and IO. We’re in Palatine. On 
Baldwin Road, north of Dundee (Route 68) 
between Rand and 1-53. 1200 E. Gardenia Lane. 
(312)359-9212. 
Ivy Glen. Handsome two- and three-bedroom 
homes, from $20,990. 


Ivy Glen-Palatine 
A development of Building Systems Housing Corporation, subsidiary of Building Systems, Inc. 


‘ Loan of $20,040 with 348 monthly payments of 7.78% simple interest, reflecting an 8.37% • 
annual percentage rate. Payment includes principal and interest ($146 57) as well as mortgage insurance 
($4.17). Condominium fee of $35.00 (est.) and taxes of $48.67 (es:.) are extra per month. 
S S — 5S22TS 
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review 


The Northwest Suburban Marketplace for Real Estate • 
Homes •. Property • Apartments 


Rentals • Commercial and Industrial • Farm Property • Business News. 


field Mall in Schaumburg 
The Ultra Modern Wheeling High School 
Typical residential street in Palatine 


One of the many neighborho 
Rolling Meadows 


View of Downtown Arlington Heights 


The Northwest YMCA in Des Plaines 


Old South Church in Mt. Prospect 


FACTS AND FEATURES ABOUT ... 


THE NORTHWEST SUBURBS 


Few areas in America offer the combin'ed 
charm, natural beauty, convenience and 
residential acceptance of the great North­ 
west Chicago Suburban area. 
Here, in a natural valley of rich earth, 
streams, lakes and wonderful mature trees is 
everything needed for total living comfort. 


FOR INDUSTRY . . . there are vast, strate­ 
gically located industrial complexes that en­ 
hance the land value and balance the so­ 
cial/economic nature of the communities, 
offering employment as well as tax relief to 
the residents. 


FOR. CHILDREN . . . there are numerous 
recreational facilities for safe, healthy super­ 
vised activity in a climate of fresh, clean, tree 
scrubbed air. 


FOR ADULT RECREATION . . . there are 
dozens of private and public golf courses 
formed by the interesting, rolling hillsides 
and gracious trees that abound in the area. 
There is the nearby Illinois inland lake chain 
that affords boating, swimming and fishing. 


FOR THE FAMILY . . . there is an ideal bal­ 
ance of residential communities offering a 
most complete selection of home styles to 
suit every taste, budget and space require­ 
ment. American Colonials, ranches, split lev­ 
els, condominiums, giant apartment com­ 


plexes with pools, tennis courts and recrea­ 
tion pavilions, adult living complexes that 
offer peace and quiet in an atmosphere of 
town and country convenience . . . no mat­ 
ter what your life style, there are commu­ 
nities perfect for everyone with home values 
ranging from $29,000 to $200,000. 


4P 
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FOR EDUCATION . . . the Northwest Subur­ 
ban school system is generally recognized as 
one of America's finest, featuring an unusu­ 
ally high scholastic standing in all levels from 
grade schools to Junior College. 


FOR RETAIL CONVENIENCE . . . the North­ 
west Suburbs are rich with well planned, 
well developed shopping areas in the neigh­ 
borhood as well as 2 of the country's largest 
super shopping complexes, Randhurst and 
Woodfield Mall. And . . . the streamlined 
commuter system plus the extensive ex­ 
pressway systems with adjacency to nearby 
O'Hare International Airport offers the ut­ 
most in transportation convenience. 
These are some of the many reasons why the 
Northwest Suburbs have taken their place as 
one of America's most desirable living areas 
. . . communities that are pledged to the 
continuation of total living loveliness in the 
highest traditions of American freedom, 
peace and prosperity. 


New Industrial Development 
"The Barn," Schaumburg Village Hal 


' . . i i * ■ 
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FOX PO INT'S Battersea furnished model, located at 205 
Saturdays from IO a.m. until 5 p.m. and Sundays until 6 
Cold Spring Road in Barrington, is open weekdays and 
p.m. Other hours by appointment. 


Affluent Seeking Leisure-Time Homes 


Mullins Real Estate 
Opens Third Office 


Bill Mullins of Mullins Real Estate has 
announced the opening of a third office 
in Hanover Park. Located at Irving and 
Wise Roads, the new office will accom­ 
modate the growing volume of business 
handled by Mullins Real Estate in the 
Hanover Park, Streamwood and Schaum­ 
burg area. 
Robert Carlson will be the sales man­ 
ager of the new office. Carlson has been 
with Mullins Real Estate for two years, 
working at the Arlington Heights office. 
The firm also has an office in Mount 
Prospect. 
Seven people will staff the branch of­ 
fice. An additional five people will be 
added later. 
Mullins also announced that as of July 
I, home sales and listings by Mullins 
Real Estate has exceeded the total 
amount of the entire 1971 sales year. 
He projected that a “ total of $8 million 
to $10 million in business will be transac­ 
ted in 1972.” 
The firm hopes to expand into the Hoff­ 
man Estates area after the first of next 
year. 


Around the turn of the century, water­ 
front recreation communities were being 
developed in such areas as Newport and 
Palm Beach and were being enjoyed by 
a group known as the “ leisure class.” 
Today, according to the Kennedy Com­ 
pany, the more affluent Americans are 
showing signs of again becoming a leis­ 
ure class and are seeking residences in 
recreation-oriented communities. 


Fox Point, the Kennedy Company’s 
luxury single-family home community in 
northern Barrington, is one of their most 
outstanding developments for both the 
recreational aspects and the calibre of 
homes. The sales record is proving this, 
according to Ed Opfer, Sales Manager at 
Fox Point. 


“ ONE OF THE major reasons that 
home purchasers decide to settle at Fox 
Point is because of the abundance of leis­ 
ure-time facilities available to them, 
both within the community and imme­ 
diately adjacent to it,” said Opfer. 


Fox Point has been developed along 
the shoreline of Lake Louise, a 46-acre 
spring-fed lake which provides a natural 
playground for water sports year round. 
Residents have their own private boat 
^ 
launching and storage area while, just 
off shore, is an island retreat for picnick- Jjj 
ing and recreation. The lake is ideal for 
^ 
sailing, canoeing and fishing in summer 
W 


been approved for construction by the 
Barrington Village Planning Commission 
and Village Board. 
Fox Point homes range in price from 
$68,300 to $97,800, each including a half­ 


acre lot. The price also includes many 
extras, such as fireplaces, carpeting or 
oak floors, storms and screens, Tappan 
kitchen appliances, finished garages, 
patios, walks and driveways. 


DOLPHIN 


MOTEL 


•SSO GOLF ROAD 


NILfS, ILLINOIS 


; 
Alt Teor 
Swimming Pool 
Inside Porkinq 
Newly furnished 
Newly Decorated 
Weekly or Monthly 
Rotes Available 
Banquet and 
Party Rooms 


Restaurant and Cocktail Lounge 
PHONE VA 7-6191 


t$E. LTD. 
G ZfcoLE H EAL ESTA TE. LTD. 
• SCDLE Ft ZZ JZL* JE STATE. LTD. • 
^ O 
L E H EAL ESTATE. LTD. • 
j^CDLE 
VOTE NOV. 7th 


while in winter it is used for ice skating. 
The Fox Point Bath and Tennis Club, 
available to residents and their guests, 
provide a focal point for summer sports 
acitvity with its Olympic-size swimming 
pool and tennis courts. There is also a 
play area for children. In addition, three 
areas within the community have been 
designated for parks and playgrounds 
through the Homeowners’ Association. 
; Surrounding the community are even 
more recreational amenities, such as 
golf courses at a number of public and 
private clubs; riding stables with 75 
miles of riding trails in neighboring Bar­ 
rington Hills; and several forest pre­ 
serves. 
THE BASIC STYLES for the Kennedy 
Company luxury homes available at Fox 
Point are geared for recreation and en­ 
tertainment. The traffic patterns within 
are aimed at separating the formal from 
the informal zones of the home. Over­ 
sized garages in some homes are large 
enough to shelter a boat or snowmobile 
as well as cars. Additional bedrooms and 
bathrooms can be added easily to the 
floor plan to promote a life-style that in­ 
cludes weekend guests to share the leis­ 
ure-time activities. 
Large family rooms for informal enter­ 
taining are included in all of the homes. 
In most models; mud/laundry rooms 
have direct access to a powder room and 
feature a separate rear entry to cater to 
outdoorsmen returning 
in 
weathered 
sports clothes or with armfuls of equip­ 
ment. 
One of the most perfect luxury recrea­ 
tion homes, according to Ed Opfer, sales 
manager at Fox Point is “ The Bat­ 
tersea,” a 4-bedroom, 2Vi bath, two-story 
home priced from $70,800 including the 
half-acre lot. It is designed after the ear­ 
ly Eastern Seaboard Colonials and fea­ 
tures a distinctive English gambrel roof. 
THE CENTRAL ENTRY to this ef­ 
ficiently planned home provides access 
to each major living area without pass­ 
ing through another. The guest closet, 
stairway and nearby powder room are 
all in the foyer. To one side is the 
spacious living room, and on the other 
side is the large formal dining room. 
Back of the foyer are the informal areas. 
The U-shaped kitchen has plenty of 
cabinets and work space, and a break­ 
fast nook with sliding glass doors leading 
to the backyard patio. Off of the kitchen 
is the laundry room and entry to the ga- 
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rage. The paneled family room, adjacent 
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to the kitchen, has a fireplace and more 
sliding glass doors leading outside. 
The central hallway upstairs provides 
access to the four large bedrooms, fami­ 
ly bathroom, and two hall linen closets. 
The master bedroom is at one end of the 
hall allowing it more privacy. It has a 
walk-in closet, dressing room with vanity 
and private shower. Each of the bed­ 
rooms has ample closet space. 
There are seven different plans for 
homes available at Fox Point, each with 
a choice of three exterior styles and a 
variety of exterior materials for con­ 
struction. 
Every 
Kennedy 
Company 
home can be customized to suit the per­ 
sonal needs of the residents. 
MORE THAN 400 homes have been 
built at Fox Point to date, all with access 
to Lake Louise and the Bath and Teirnis 
auh. Seventeen new homesites have just 
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CAST A BALLOT 
FOR YOUR CHOICE 


oboe* you, yoL/r home end -the community 


■ 
B H * 
ROLLING 
M E A D O W S 
S U R P R IS E 
PACKAGE. A well cared for 4 bed­ 
room ranch with a full basement, in­ 
cluding a huge L-shaped family room. 
Attached garage, formal dining room, 
big utility room, and impressive carpet­ 
ed kitchen with beautiful wood cabinets 
and built-in oven & range. 


NEW 
LISTING 
NEW 
LISTING 


M O VE RIGHT IN-ROLLING M E A D ­ 
OWS. Here s a 3 bedroom ranch offer­ 
ing hardwood parquet floors through­ 
out, fenced yard. & freshly painted & 
decorated. Walk to everything. Move in 
before school starts. 


$34,900 
Call Al Folkes 392-9060 
□ YES 
N O 


$28,900 
Call Al Folkes 392-9060 
□ 
□ YES 
N O □ 


S T A T E L Y 
C O L O N I A L 
R A I S E D 
RANCH. Imagine! 4 bedrooms. 3 full 
.baths, cozy yet large family room with 
raised hearth fireplace, central air. patio, 
porch. 2 Vi car attached garage with 
electric door opener, completely built-in 
kitchen. This home is lavishly decorated 
with all dark oak wood trim, rich carpet, 
and decorator wall paper. Stunning. 
$48,900 
Call Tom Jakubik 537-4900 
□ YES 
N O □ 


S T R E A M W O O D - EN T E R T A IN E R S. 
Look at this! A 3 bedroom. I Vi bath 
beauty sporting a terrific 12x40' rear 
deck. Carpeting, drapes, 2 Vi car ga­ 
rage. dishwasher, plus a partial base­ 
ment just waiting to be finished with 
your touch. All this, nestled on a Vi 
acre lot. 


□ 


$35,500 
Call Tom Jakubik 537-4900 
YES 
N O □ 


O U N T 
P R O S P E C T 
D R E A M - 
HOUSE. A LIKE NEW 3 bedroom. 2 
bath ALL brick ranch home with a 2 Vi 
car heated attached garage, central air, 
and full basement. Freshly painted inte­ 
rior with natural wood trim and first 
floor family room. Many extras, in­ 
cluding telephone jacks in all rooms, 
and twin gas barbeque on spacious 
backyard patio. Immediate possession. 
$50,900 
Call Richard Bussie 259-6660 


□ YES 
N O □ 


D E S 
P L A I N E S - H O M E 
S W E E T 
HOME. 3 bedroom. 1 Vi bath brick 
ranch set back off a serene tree-lined 
street. Lots of goodies, like a stove, 2 
refrigerators. 2 washers. 1 dryer, car­ 
peting. air conditioning, drapes, and a 
full basement with a 35' rec room. Chil­ 
dren's park only 3 blocks away. Seeing 
is owning. 


BUFFALO GROVE 
Call Ken Macdonald 259-6660 
O YES 
N O □ 


NORTH BROOK-BI-LEVEL SPORTA- 
RAM A. WOULD YOU 
BELIEVE? A 
three bedroom, 1 Vi bath home with a 
large modern built-in kitchen, beamed 
ceilings, new cedar siding, swimming 
pool, handball and basketball area, ca- 
bana-storage building, carpeting, patio, 
and a huge unfinished family room. Im­ 
maculate inside and out. 


rn 
ELK GROVE VILLAGE-CHARM ER. A 
3 bedroom, 1 Vi bath brick and frame 
ranch, with paneled 1 Vi car attached 
garage, carpeting, air conditioning, utili­ 
ty room 
and oodles of extras. Get 
ahead! 


□ 


$36,500 
Call Richard Wilson 593-2600 
YES 
N O 
□ 
□ 


$34,900 
Call Richard Wilson 593-2600 
YES 
N O □ 


REAL ESTATE, LTD. 


M i Prospect 
Arlington Hts. 
Des Plaines 
Rolling Meadows 
Wheeling 
Park Ridge 
203 E. Rand Rd. 
1009 S. Ari. Hts. Rd. 
1430 Miner Street 
3413 Kirchoff Rd. 
749 W. Dundee Rd. 
135 N. Northwest Hwy, 


259-6660 
593-2600 
827-5548 
392-9060 
537-4900 
696-2330 


MIS 


Schaumburg 
Hoffman - 


894-2330 
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Firm Specialises In Planned Unit Developments 


Two large firms in different fields of 
real estate development, Romanek-Golub 
and Co. and I. Simon and Son, have 
created a new firm called The Simon/R- 
G Group, Inc. 
With one $22-million planned unit de­ 
velopment already underway and anoth­ 
er of similar scope to be announced soon, 
the company is expected to become an 
immediate major factor in planned unit 
developments in suburban Chicago and 
Chicago city proper, and on a national 
scale. 
According to Ned Simon, president of 
the newly formed Simon/R-G Group, Inc. 
and of I. Simon and Son, their “imme­ 
diate objective is to produce from 500 to 
700 residential units annually.” 
Other officers are Robert Ngumann, 
executive vice president and secretary; 
I. Simon, chairman of the executive com­ 
mittee; Marvin Romanek, vice presi­ 
dent; and Eugene Golub, treasurer. Neu­ 
mann is also a. vice president of I. Simon 
and Son, while Romanek and Golub are 
officers and partners in Romanek-Golub 
and Co., the real estate company cur­ 
rently developing the 38-story LaSalle 
Plaza office tower. 
The new company will be headquar­ 
tered at 625 N. Michigan Ave., Chicago. 


THE FIRST major development of the 
firm is Atrium, the 498-unit development 
in Elmhurst. The 27-acre planned unit 
development, 
selling 
individual 
units 
from $33,500 to $56,400 is the first such 
development in Elmhurst. Until Atrium 
became a project of the new company it 
had been a joint venture of I. Simon and 
Son and Romanek-Golub and Co. 


A C C O R D I N G TO Eugene Golub, 
“Romanek and Golub has been keenly 
interested for the past several years in 
expanding into the planned community 
market. It was a matter of finding the 
right people and organization, with suf­ 
ficient experience and innovative talents, 
to blend with our particular experience 
and 
record 
in 
financing 
and 
con­ 
ceptualization. We were interested only 
in a long-term commitment to quality 
housing of this nature. The Simon people 


represented what was needed to create 
the proper mix.” 
“From our viewpoint,” added Ned 
Simon, “we feel I. Simon and Son’s 46 
years of experience in quality homes and 
Romanek-Golub’s record in large-scale 
financing and development is a perfect 
combination to successfully meet the in­ 
creasing complexities of quality planned 


community developments. The esidential 
home market today requires such a 
blending to create a top leader in the 
field.” 
A 45-acre site in a Northwest suburb 
has already been purchased by The Sim- 
on/R-G Group for the construction of a 
planned unit development. Subject to re­ 
quirements for local approval, work on 


this 
second 
$20-million 
development 
could begin as early as January, 1973, 
I. Simon and Son, which was estab­ 
lished by Isadore Simon in 1927, will re­ 
main a corporate entity in connection 
with the award-winning Portals planned 
unit development in the Lincoln Park 
area. In addition, I. Simon and Son will 
continue to develop the recently an­ 


nounced 23-acre planned unit devel­ 
opment in Hoffman Estates, and will 
continue to own and operate several ma­ 
jor apartment building developments in 
the Chicago area. 
I. Simon, who became chairman o f I. 
Simon and Son in 1966 when his son Ned 
became president, will also be a director 
of The Simon/R-G Group. 
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ELEGANT DETAIL 
is found in every room of this custom built 4 
bedroom 2 bath split level hom e w ith a 2 Vi car 
• garage. Fun fam ily room , form al dining, bright 
kitchen w ith built-ins. shag carpeting, drapes and 
curtains. Fenced yard w ith cedar playhouse. 
392-3200 
$43,900 
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OLD W ORLD C H A R M 
is found in this spacious 4 bedroom cape cod 
home. 2 w alk in cedar closets, form al dining. 2 


full baths, fireplace, recreation room , full base­ 
m ent and attached garage. Vi acre w ith fruit 
trees, patio, Bar B Que and m ature landscaping. 
W alk to Randhurst. 
255-0900 
$45,900 


STULL 


v R E A L T Y , in c . 


. . .You Are 
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A CIRCULAR DRIVEWAY 
leads to the quality 4 bedroom . 2 Vs bath execu­ 
tive hom e w ith a 2 Vi car garage. Fam ily room 
With fireplace, kitchen w ith eating area, and 
com plete built-ins. 18' utility room, form al din­ 
ing. Covered patio overlooks I i acre. Setting 
convenient to schools and shopping. 
255-0900 
$58,900 
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FIELDSTONE A N D CEDAR S H A K E 
accent the attractive exterior o f this 4 bedroom , 
2 Vi bath colonial home. Paneled fam ily room 
w ith beam ceiling, fireplace, spacious built-in 
kitchen, separate form al dining. 2 Vi car garage. 
Excellent w alk to pool and tennis court location. 
394-3200 
$47,900 


Robert Roberts 


Heads Brani^ar 
Lake Division 


Robert L. Roberts, 41, assistant to 
president James L. Reed, has assumed 
the duties of directing sales activites of 
the Lake Division for The Branigar Or­ 
ganization. Branigar’s current recrea­ 
tional communities are Apple Canyon 


Robert L. 


Roberts 


Lake near Galena, in northern Illinois, 
and Dutch Hollow Lake, rapidly nearing 
completion near the Dells area in Wis­ 
consin. 
Roberts formerly was regional market­ 
ing manager of the Elevator Diysion, 
Westinghouse Electric Corp., 
and has 
held various executive posts with that 
company since 1957. 
He served as a first lieutenant with the 
U.S. Marine Corps froml954 to 1956, after 
being graduated with a B.S. degree in 
Commerce and Finance from Bucknell 
University, Lewisburg, Pa. Now residing 
at 912 'Oakwood Terrace in Hinsdale with 
his wife Janet, son Jim, 14, and daughter 
Barbara, 12, he is President of the 
McDonald’s-Hinsdale Swim Club, is vice 
president-treasurer of the Naperville Ra- 
quet Club — and still finds time to pur­ 
sue his hobbies of golf, tennis and wood­ 
working. 
Roberts’ past activities include area 
chairmanship of the Bucknell University 
Fund Drive, as well as duties with the 
Chicago Building Congress and Chicago 
Elevator Manufacturers Assn. 


, JUST REDUCED! 


9-ROOM COLONIAL! 


See this 5-bedroom home with such 
luxury features as central air . . . 
huge Master suite with private dress­ 
ing room area and bathroom. Many 
more features make this a buy at 
$63,500 


i * J I I I L T '- l I 
REAL ESTATE 


J1584 S. Busse Rd. • MI. Prospect • 439 6560 
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UNBELIEVABLE 
4 bedroom . 2 full bath ranch hom e w ith a 
spacious fam ily room and sliding doors to cobble 
brick patio. Bright kitchen, w arm living room and 
a fenced-in yard. Please Hurry. W on t Last! 
894-4800 
$29,900 


SIX LARGE B E D R O O M S 
plus a beautiful 5 5 ' sw im m ing pool in privacy 
fenced yard. The ultim ate in living w ith 3 full 
baths, spacious fam ily room , 2 0 ' kitchen, sepa­ 
rate form al dining, tw o 2 3 ' patios, covered porch 
and just 6 years old. O w ner m ust sell. 
392-0900 
$69,500 
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BETTER H O M E S 
are hard to find, boasts this 4 bedroom , 2 VS 
bath California colonial in beautiful Peppertree. 
Dream kitchen, separate form al dining, dressing 
room off m aster bedroom , fireplace, family room , 
central air and a 2-car garage. Two patios and 


just 3 years old. 
392-0900 
$54,900 


3.000 S Q U A R E FEET 
of spacious living area w ith this- 9 room. 4 
bedroom , 2 Vi bath like new home. Fam ily room 
plus recreation room , delightful built-in kitchen, 
form al dining, porch and patio overlooking extra 
large hom esite. O utstanding value. 
894-4800 
$43,500 


SUPER S H A R P 
3 bedroom 2 bath raised ranch with bonus room 
off the family room, 2 car garage and brick and 
cedar siding. Bright kitchen with built-ins, formal 
dining, sodded lawn and fenced rear yard. Just 4 


years old and walk to school. 
894-4800 
$35,900 


QU IET A N D CONVENIENT 
Location is found with this 3 bedroom ranch 


with a 2 Vi 
car garage. Beautiful 26’ family 
room, patio, fenced yard, and excellent floor 


plan. Mature trees and landscaping. 
894-4800 
$30,900 
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ONE OF A KIND 
Spacious 4 bedroom 2 Vi bath split level home 
includes a 2 Vi car garage with automatic door 
opener, extra large kitchen with bay window, 


family room, central air and formal dining. Ele­ 
gant. 
392-0900 
$59,500 
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A COUNTRYSIDE VIEW 
is yours with this sparkling new 3 bedroom 1 Vi 
bath two story home. Spacious family room, 
delightful kitchen with dining area and nice size 
bedrooms. Quiet Arlington location with schools 


and park nearby. 
392-0900 
$43,900 


IMMEDIATE POSSESSION 
A very exciting floor plan is offered w ith this 3 


bedroom 1 Vi bath hom e w ith attached garage. 
Fam ily room, form al dining. 1 6 ’ utility and beau­ 


tifully landscaped grounds. W alk to schools. 
894-4800 
$32,900 


4 BED R O O M C A P E C O D 


Priced to sell fast at $ 2 8 ,0 0 0 . Full basement, 
2 5 ' living room, delightful kitchen, carpeting, 
drapes and curtains. Patio, garage and upstairs 


expandable. 3ee this one today! 
394-3200 


mmm: 


PRIME LOCATION 
for a growing family who wants the park, pool 
and schools nearby. 4 spacious bedrooms. 2 Vi 


baths, separate formal dining, impressive family 


room with fireplace. 21* entrance foyer, full 
basement and a 2 car garage. Must See. 
255-0900 
$52,500 


ATTRACTIVE R A N C H 
in a most desirable Mt. Prospect location. 3 
bedrooms plus a den, 1 Vi baths, full basement. 
34 foot recreation room with second kitchen and 


fireplace, central 
air. carpeting 
and 
drapes. 
Move-in condition. 
392-0900 
$43,900 


A/i&ilqIiwl HeigittA 


750 W. Northwest Hwy. 
392-0900 


. Buffalo Ga&uc, 


Dundee & Arlington Hts.-Rd. 
394-3200 
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9 N. Elmhurst Rd. 
255-0900 
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HOME SUVER SERVICE 
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213 S. Roselle Rd. 
894-4800 
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G R O U N D B R E A K IN G C E R E M O N IE S were held recently 
for Inverrary, the new quadrominium development by 


Marlis 
Construction 
Company, 
west 
of 
suburban 


Deerfield. Participating were Don Henry, assistant Vice 
president of Marlis; Tom Boucher, vice president; Ralph 


Markus, president; and Marlene McGuinn, Sales man­ 


ager. 
Inverrary, 
described 
as 
featuring 
the 
largest 


quadrominium 
homes 
ever • built 
in 
the 
Chicagoland 


area, is located on Milwaukee Avenue, midway between 


Deerfield Road and County Line Road. Models are ex­ 
pected to open in late September. 


(Quinlan And Tyson Announces Financing 


I ■■ 


Quinlan and Tyson Mortgage Corpo­ 
ration has made a $1,150,000 mortgage on 
a newly completed warehouse faility in 
Oak Brook. 
The facility, at the northwest corner of 
Swift and Windsor Drive in Oak Brook, 
has been occupied by Xerox under a 
term lease with renewal options. 
The property contains a 68,600-square- 
foot building which is fully air-condi­ 
tioned and has a sprinkling system. The 
building is on an irregular site of about 
162,000 square feet with parking for 50 
cars. 
The architects were Smith and Step­ 
hens, A.I.A. 
Permanent financing in the amount of 
$1,150,000 has been furnished by the 


Equitable Life Assurance Society of the 
U.S., through Robert C. Kinn, division 
manager. 


Interim financing was completed by 
Quinlan and Tyson 
Mortgage Corpo­ 
ration, according to Leland N. Larson, 
president. Negotiations for permanent 
and interim financing were handled by 
Roy W. Wolty, vice president. 


Development and construction for the 
project was by I. C. Harbour Construc­ 
tion Company of Oak Brook, which was 
represented by Raymond Goldfarb of 
Williams 
and Leonard. 
Attorney for 
Equitable was Malcolm Mecartney of 
Ross, Hardies, O’Keefe, Babcock and 
Parsons. 


Residential 
Commercial 
Industrial 
PETERS 
Sc c o m 
p a n y 
REAL ESTATE 
Member M.A.P. 
Multiple 
Listing Service 
OPEN 9 lo 9 
259-1500 


’Serving the Family on the Move' 


IQI N. Arlington Hts. Rd., Arlington Heights 


HERE 


SC H A U M B U R G 
LOVELY H O M E O N Vt ACRE 


in good taste. 4 bdrms., I Vi 
baths. 
Colorful carpeting, drapes & curtains 
thruout. Could be in-law arrangement. 
Patio also set for extra rm. Vacant. 
Immed. poss. Just move in & relax! 
2-car gar., has lg. sep. storage area for 
workshop, etc. Let s get together!! 


Upper 40's 


A RLIN G TO N HEIGHTS 
ATTRACTIVE LA Y -O U T 


3-4 bedrooms, 2 baths, fireplace, abun­ 
dance of storage. Family room perfect 
for large dinner parties. Lovely heated 
room off patio. Immediate possession. 
M ake offer! 
$35,500 


M O U N T PROSPECT 
SUPER LO C A T IO N FOR 
ALL NEEDS 


3 bedrooms, I V2 
baths. W indow air 
unit. 
Appliances 
included. 
Full, 
high 
basement. Extra large lot, very private 
rear yard. 
$39,900 


A RLIN G TO N HEIGHTS 
ELEGANT LIVING 


In 
this 
spacious 
quality 
constructed 
home. 3 bedrooms, 2 baths, fireplace, 
central air, carpeting, curtains. Extra 
desirable features. 
Owner will 
hold 
mortgage. 216-car garage. 
$51,900 


Stockmarket 
at a glance . . . appearing 
daily on the HERALD’s Financial Page, 


HERE S A NICE ONE! 
Charming redwood ranch on 135x105 
landscaped lot with large trees. The 
home has 6 rooms & 3 bdrms. Carpet­ 
ing in L.R., D R. & I bdrm. Drapes. The 
kitchen range will remain. S&S, water 
softener, 2 window air cond., outside 
barbeque, 2 storage sheds, $33,500. 
Ask for D O N BONDY, 392-1855. 
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CHOICE LOCATION 


and Q U IC K P O S S E S S IO N in one of Mf. 
Prospect's most desirable areas! 4 gen­ 
erous bedrooms, 2'A baths, big kitchen, 
SEPARATE 
dining 
rm., 
huge 
family 
room, 
13' foyer. Central air, bsmt., 
2-car gar., fenced yd. W alk to schools 
& pool. This one has it all! $54,900. 
Call JIM MURPHY, 259-1855. 
Mt. Prospect office 


ALMOST Vs ACRE 


105 x 285 excellent high lot. Ready to 
build your dream home on. New black­ 
top street. Sunset Road, Hillcrest West, 
Palatine. Area of nice homes, $8,900. 
RALPH MOLINELLI, 392-1855. 
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BEAUTIFUL LOCATION 


In one of Arlington Heights' most desir­ 
able areas. This lovely 3-bedroom ranch 
has family rm. plus a huge recreation 
rm. Fireplace in living rm. The kitchen 
has a large eating area. Centrally air 
conditioned. 
Carpeting 
& 
drapes 
throughout 80 x 190 lot is superbly 
landscaped. $53,900. Call M A RG ARET 
CHRISTIAN, 259-1855. 
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LONG GROVE 


Custom ranch on hilltop wooded site.' 
I Vs acres with excellent landscaping & 
open terrain. 11 lovely rooms, 5 bed­ 
rooms, 3 full baths, 2, Vi baths. The 
4800 sq. ft. living area makes this home 
perfect for today's active family. Asking 
$94,500. 
C all 
LESTER 
SCHRANK, 
392-1855. 


SHEFFIELD TOWNE 


Suburban leisure living at its best. I-sto­ 
ry side entry townhouse. Huge living 
room, 2 twin-sized bedrooms, Modern 
kitchen with all appliances included. 
Clubhouse privileges, pool, tennis, etc. 
Sharp condition throughout. $25,900. 
Call M IKE DEL RE, 259-1855. 


Gladstone Sales 


Hit New High 


Sales for the first six months of 1972 hit 
a record high at Gladstone, Realtors. 
The firm, which opened two new offices 
recently, reported an increase of 61 per 
cent over sales for the like period of 1971. 


“We hpened our Villa Park office the 
first of the year and started out with a 
staff of five,” said Vincent J. Bolger, 
partner in the Gladstone firm. “Our pre­ 
sent staff now numbers 18.” Bolger’s 
partner, John L. Markay, said there’s a 
similar growth pattern in the Mount 
Prospect office, which opened early in 
June. 


Gladstone also has offices in Franklin 
Park, Des Plaines, and Elk Grove Vil­ 
lage, where the firm’s industrial division 
is headquartered in the same building as 
the residential division. 


MAKE 
PADDOCK 
PUBLICATIONS 
PART OF YOUR 
DAILY LIFE 


a m 
L 
.... 
DON'T MISS THIS ONE 


Spacious ranch, on a !6 acre. 2 fire­ 
places'. Huge family room 23 x 20. 4 
bedrooms, I Vi baths, 2 Vi -car attached 
g a r a g e . 
Im m e d iate 
p o sse ssio n . 
$51,500. Call BOB STEFANI, 259-1855. 


TOO NEW 
FOR PICTURE 


JUST LISTED 
CAMBRIDGE 0N-THE-LAKE 


2-bedroom, 2-bath condominium with 
heated garage. Includes stove, refrig., 
washer-dryer, dishwasher, disp., ctrl, air 
Top loc. in bldg. # I facing the lake. 
Fabulous amenities including swimming 
pool. Only $35,900. CH U CK M O SER, 
392-1855. 
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DELUXE BRICK 3-FLAT 


with 2-car garage. Two apts, have 3 
large bedrooms (garden apt. 2), all 
ceramic 
baths, 
roomy 
kitchen 
with 
appl., hardwood floor & air condi­ 
tioning. 
Comfortable 
location 
near 
schools, park & shops. Two family living 
plus income. $89,000. Call for income 
analysis 
sheet. 
Call 
WILLARD 
W AL­ 
W ORTH, 259-1855. 


BRAND NEW 


Transferred seller didn't move in to this 
customized built 9-room Cape Cod co­ 
lonial home. Huge family room with 
fireplace, 4 spacious bedrooms. Lovely, 
deluxe 
equipped, 
cabineted 
kitchen. 
Formal dining rm. Full sub-bsmt., cen­ 
tral air. Immediate poss., $66,900. BOB 
WALTERS, 392-1855. 
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SOMETHING DIFFERENT 


This raised ranch features 4 bedrooms, 
20x12 family rm., 
116 
baths, 2-car 
heated garage, all appliances & carpet­ 
ing included. Covered patio overlooks 
over-sized, well-landscaped yard in old­ 
er 
section 
of 
town. 
Just 
reduced. 
$37,900. 
Call 
DICK 
KALIN O W SKI, 
259-1855. 


WEEPING MORTAR 


is just one of the unusual features of this 
unique 3-bedroom home. 216 
baths, 
2-car garage. Paneled family room with 
large, stone, electric fireplace. Swim­ 
ming pool and. all equipment, $46,900. 
H O W A R D KAGAY, 392-1855. 


A N N E N & BUSSE, IN C . announced 


completion of sales in the Stoltzner- 


built, 20-unit condominium complex 


on Eastern Avenue in Barrington. The 


two 
and 
three 
bedroom 
con­ 


dominiums have basements and g a ­ 


rages 
and 
range 
in 
price 
from 


$26,900 to $36,900. 
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5 MINUTES FROM O'HARE FIELD • COURTESY CAR 
INCOMPARABLE M EETING AN D BANQUET R O O M S 
CO N TINU O U S ENTERTAINMENT 
ISABELLE'S NORTH, W ORLD FAM OUS RESTAURANT 
3939 N. MANNHEIM RD., SCHILLER PARK, ILL. 
678-4800 
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When you’re selling or 
buying a home, the job is 
made easier when you have 
expert help. 
And Baird & Warner can 
give you ali kinds of it. 
We have over 200 full­ 
time salespeople in 
28 offices, serving 60 
Chicaaoland communities. 
Our salespeople reach 
thousands of buyers and 
sellers each day, so they- 
know exactly where to find 
a buyer for the home you 
are selling, or the home 
you want to buy. 
We also provide a free 
executive relocation service 
(called RESET) for 
companies transferring 
executives to and from the 
Chicago area. 


And our sales message 
rings out loud and clear, 
backed by an advertising 
program that includes 7 day 
metro newspapers, over 
IOO community papers, 
Time Magazine, O ’Hare 
dioramas, and outdoor 
billboards. 
. 
In short, you can expect 
more effective help from 
us than from any other 
real estate company in the 
whole Chicago area. 
So call Baird & Warner. 
And get moving. 


offices 


Buying or selling we can 
help you do it quickly 


OUR 6 NORTHWEST SUBURBAN OFFICES 


ARLINGTON HEIGHTS 
220 E. Northwest Hwy. 
392-1855 


MOUNT PROSPECT 
21 E. Prospect Ave. 
259-1855 


CRYSTAL LAKE 
386 Virginia St. 


BAIRD & WARNER 
Offering homes of distinction 
for over IOO years. 


PARK RIDGE 
133 Vine Ave 


DES PLAINES 
716 Lee St.. 


BARRINGTON 
121S. Hough St. 


Opposition To 
Real Estate 


Strong opposition to the real estate tax 
structure as a whole and to the classifi­ 
cation and percentages of market value 
determinations in particular were voiced 
by representatives of the Apartment 
Council of Metropolitan Chicago at a 
classification hearing Aug. 8 of the Cook 
County Assessor’s Office. 


Presenting the view of the large apart­ 
ment owner, Ned Simon, Apartment 
Council president, stated that the Council 
is philosophically opposed to real estate 
taxes providing for other than real estate 
services, citing two examples — educa­ 
tion and welfare — as areas which have 
“clearly exceeded reasonable bounds.” 
“Both are state responsibilities and prop­ 
erly ought to be provided for from 
sources other than real estate taxes,” he 
said. 
Regarding classification of properties, 
Simon stated that in the Council’s opinion 
all residential living units provide the 
same function and therefore should be 
classified in a single category to include 
every form of living unit, be it owned or 
rented. 
Simon, president of I. Simon and Son, 
builders/developers, explained that the 
Council does not seek to change the 
single family residential tax picture, but 
only to bring apartments to the same 
level, with a single percentage assess­ 
ment excepting necessary factored allow­ 
ances for federally subsidized housing to 
place it on a comparable base. 


Pointing to some significant differ­ 
ences between apartments and single 
family dwellings as enumerated in 
charts provided the hearing board, Sim­ 
on stated: “It should be noted that roads 
and parking in apartment areas are gen­ 
erally owned and maintained by the 
apartment owners, thus not a burden on 
the taxing source. Further the concentra­ 
tion of living units in a relatively small 
area by apartments reduces the unit cost 
of roads, police, fire protection, and oth­ 
er services which are spread over great 
areas in single family residential areas 
and generate a higher community unit 
cost per living unit than for apartments, 
and yet, apartments are taxed substan­ 
tially higher. Road maintenance alone as 
cited in the appendix, can show for the 
same number of units a factor over ten 
times as great for single family as for 
multi-family in a given example.” 


Simon also pointed to the fact that 
large high rise apartment complexes 
provide a great many amenities, recrea­ 
tional facilities, and other services at no 
cost whatever to the taxpayer, and yet, 
the tax per living unit is greater than 
single family units which typically pro­ 
vide none of these amenities, but rely on 
community-provided services from the 
tax base. 
“But,” continued Simon, “large oper­ 
ations composed of hundrreds of units 
are only part of the problem of excessive 
and confiscatory taxing practices. The 
small apartment owner is in grave diffi­ 
culty, occasioned by inability to ‘make it’ 
simply because the elements of which his 
expense pattern is composed are beyond 
his control.” 


Simon then introduced Casimir Do- 
lemba, representing the Small Apart­ 
ment Owners Committee of the Apart­ 
ment Council, who himself is owner of an 
18-flat building on the West Side. In par­ 
ticular Dolemba cited the substantially 
smaller burden that apartments place on 
the community in terms of children of 
school age, giving his own building as an 
example — three children and two of 
them below school age. 
“This is not unlike the pattern that ex­ 
ists in our own Chicago region as well as 
nationally,” he stated, citing another 
chart of statistics provided to the hearing 
board. The tables showed that anywhere 
up to fourteen times as many children 
generate from single family as from high 
rises, while garden apartments produce 
less than half as many children.Dolumba 


Developers Revive 
The OI’ Fishing Hole 


Ye ol’ fishing hole, a favorite boyhood 
pleasure spot that has delighted every­ 
one from grandfathers to grandsons, 
may be fast disappearing in many places 
but ifs making a big comeback in Lin­ 
colnshire, 111., in a new community 
called Wood Creek Courts. 
Five “fishing holes,” which are actual­ 
ly small lakes, are being created and a 
dense woods protected in conjunction 
with the building of 74 ultra-luxury 
homes — proof that progress can pre­ 
serve and protect and not just destroy, 
The Irvin A. Blietz Organization and Va­ 
lenti Builders, Inc., co-developers, say. 
The builders are also carefully moving 
1,800 trees and protecting 200-year-old 
>aks in a massive seven-point environ­ 
mental program to preserve a natural 
jetting of thousands of trees that will 
surround homes built in clusters. Model 
Tomes are scheduled to open this fall. 


MOTEL 
AND 
RESTAURANT 


Restaurant — Lounge 
Pool — Banquet fatuities 
1690 S. Milwaukee Ave# 
Wheeling, Illinois 
Mm* S37-91QO — AC 312 


stated that many of the costs including 
taxes are fixed and beyond the control of 
the owner. “The janitorial service is cer­ 
tainly among these and is at a fixed ten 
per cent of revenue,” he said. “The own­ 
er has no choice.” 


Dolemba suggested a lower tax rate as 
incentive in portions of the city which 
are finding large numbers of abandoned 
buildings, due largely to the high tax 
rate which has made survival impos­ 
sible. 
“We cnntend,” he said, “that no taxes 
at all, which is what is collected from an 
abandoned building, creates a public haz­ 
ard, requires far greater police and fire 
protection, and works to help perpetuate 
and accelerate further deterioration and 
destruction of the community.” 
He asked that all living units be placed 
in a single classification and taxed at a 
fixed 20 per cent of market value (which 
equates approximately to 16 2/3 per cent 
of gross revenue). These properties are 
currently being taxed at between 1.39 
and 1.67 times the 16 2/3 per cent of 
gross revenue rate. 


In summarizing, Simon stated that ex­ 
cessive taxes are forcing foreclosures 
which lead ultimately to abandonment. 
“Savings and loan institutions are report­ 
ing the return of buildings, both through 
foreclosures and simply by owners walk­ 
ing in the door and turning the deed over 
to the savings and loan and walking 
away from their investment because 
they have been taxed out of any reason­ 
able expectation of surviving in a de- 
terioriating market place. 
“For a nation which prides itself on 
support of the small entrepreneur, it 
seems unreal to actually observe the de­ 
cline of the small owner as he is frozen 
out and forced to release his property 
because he cannot meet the taxes which 
are collected for purposes unrelated to 
real estate services.” 
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COUNTRY ACRES CONDOMINIUMS offer one, 
for owners and their guests, including two swim- 
and complete maintenance year round of grounds, 


two and three-bedroom units with many amenities 
ming pools, protected playgrounds for children 
lawns and walks. 
As Seen On CHL 7 News 
Your Home 
or Find A New One 
Faster. 
. With Our 
T.V. 
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lf a picture is 
worth a 1,000 words, 
Live Action TV is 
worth a MILLION. 
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Recognized and 
Featured in . . . 


McCalls (Aug. Issue) 
New York Times 
London Daily Express 
National Realtors 
"Headlines” 
ABC-TV 
Associated Press 
Wire Service 
Chicago Tribune 
Chicago Today ... 
and Many Others. 
For Details Call Today 


150 W. DUNDEE 
BUFFALO GROVE 


Oswald and James Jacoby trill help you, hold a winning 
hand in “WIN AT BRIDGE”, appearing daily in the HERALD, 


GRAND OPCffflG 


HOMES DCSMMED W IW 
THE WOMAN IN MIND 


We haven't forgotten that ifs the woman that spends most of the 
time living at home That’s why Lancer has built a home with the 
quality and convenience that only a woman could truly appreciate. 
The large, efficient kitchen offers dishwasher, disposal, 
•'continuous cleaning" range, and custom wood cabinets. Every . 
Ashbury home is fully-carpeted, and complete with storm windows. 
screens and seeded yard. Shopping at Woodfield Mall is just 5 
minutes away. Truly, comfortable living designed with the woman 
in mind ... 
HOMES FROM 


in Schaumburg 


Located on Plum Grove Road, two miles 
south of Higgins Road (RL 72). 


Phone: 894-7785 
lanc6R 
TH E $ 2 2 -M IL L IO N Atrium planned community devel- 
volved in more than $100 million in such developments 
opment in Elmhurst is the newly formed Sim on/R-G 
by the end of 1973. 


Group's first undertaking. The firm expects to be in- 


REALTy 


SCVAAUMBU/?C 
GRO V# 
Experience 


Integrity 


Results 


670 S. ROSELLE 
894-0220 
TURNER AVE 
956-0660 


CONSULT OUR PROFESSIONAL 
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NEAT & COMPLETE 
Radiates with friendliness. This charming 3 bedroom, 
2 full bath, “I " shaped ranch has a paneled family 
room, attached 2 car garage and a mud room. Dad 
will enjoy working in his heated insulated garage on 
those long winter evenings and mom will be thrilled 
with the automatic garage door opener. Included 
carpeting in living room, dining room, hail and many 
more extras. 
Presented at $42,900 


HOMES LIKE THIS ARE SCARCE! 
lovely well landscaped 3 bedroom ranch with at­ 
tached garage only 2 blocks to grammar and junior 
high schools. Neat as a pin including a forge patio 
overlooking a fenced yard, stove, reg., washer and 
dryer. Immediate possession. 
Presented at $30,900 


BEAUTIFULLY LANDSCAPED 
3 bedroom brick ond frame ranch, I Vi baths, at­ 
tached garage, fenced yard, plus privacy fence ond 
gas bar-b-que. Paneled dining room, wall to wall 
carpeting, plus many extras. Assumable mortgage. 
Presented at $33,500 


Anthony Andros 
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MOVE IN & RELAX 
Newly decorated 3 bedroom ranch. 2 full baths, 
separate dining room, eat in kitchen, sliding glass 
doors to patio, built in kitchen, carpeting, drapes, 
storage shed. 
Presented at $34,900 


WHATEVER NONA" WANTS 
NO NA" GETS 
This lovely street has an all brick beautiful ratch with 
full basement. 3 bedroom, attached garoge, I Vi 
baths, la rg e 'kitchen, with torginal floor. Beautiful 
carpeting everywhere. Basement finished with large 
storage area. Immaculate. 
Reduced to $38,900 


COUNTRY SETTING 
Many fruit trees on a large wooded site accent the 
outside of this cute 3 bedroom ranch. The large 
family kitchen, double closets in bedroom, screened 
porch, covered patio, 2 built in wall air conditioners, 
and work area in garage are just a few of the extras 
with this "M ove Right In Condition" home. Assumable 
mortgage. 
j usf Rtduced to $29,900 


Wayne Johnson 


John Christensen 


IF YOU RE ALL THUMBS — 
This charming 3 bedroom 2 bath Cape Cod with 2 
car garage is for you! Nothing to do but move in and 
enjoy all the care transferred owner has put into this 
lovely home, located on quiet cul-de-sac with schools, 
shopping and recreation in walking distance. 
Presented at $44,900 


EXTREMELY SHARP 
ranch with gloss sliding doors to patio. Shag carpet­ 
ing in living room, dining room, hall, attractive deco­ 
rating thru out. Shutters in 2 bedrooms, hanging 
lamp in living room, fenced yard, well landscaped. 
Neat well kept home. 
Presented at $32,SOO 


RANCH BEAUTIFUL! 
This 3 bedroom ranch features separate family room, 
mirrored entry, mirrored living room wall, built in 
appliances in kitchen, 2 dining areas, beautiful wood 
parquet floors, fenced yard, 2 patios and attractive 
landscaping, all this and central air conditioning. 
For only $41,900 


Jo* Zwierzynski 
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HOUSE BEAUTIFUL 
Completely 
carpeted 
colonial 
located 
on 
quiet 
cul-de-sac. Natural fireplace adds to the comfort of 
the family room. Attractively decorated 4 bedrooms, 
2'/i baths, formal dining room-and 2 car att. gar. 
G as bar-b-que on patio. Built-in oven A range, dish­ 
washer, disposal, storm* and screens, wall to wall 
carpeting, drapes and curtains. Perfect family home. 
Presented at $46,VUU 


CLOSE TO EVERYTHING 
Beautiful ranch located near trains, schools, shopping 
ond recreation areas. 3 bedrooms, I Vi baths, at­ 
tached garage, 2 air conditioning units. Carpeting, 
drapes, curtains. T.LC. is the by word. 
Presented at $33,900 


WALK TO SCHOOL 
From this ready to move into roach, which sits up 
high on large lot. Home has been tastefully deco­ 
rated inside and out. First to greet you are the 
custom drapes, followed by like-new shag carpeting. 
The kitchen and dining area are ak o carpeted. The 
I Vt bath and utility room are placed right off the 
kitchen. The full ceramic bath hos been updated with 
new vanity. There is an 18,000 B.T.U. Air Unit, patio, 
wood cabinet* and attached garage. 
Presented at $28,900 


Marty Lubeck 


larry Anchor 
Tai Andrews 
Dove Forster 
Sam Casino 
Arnold Landwehr 


Americans Head For Country 
To Get Away From It All 


“With retreats at Camp David, Key 
Biscayne and San Clemente at his dis­ 
posal, President Nixon appears inter­ 
ested in one more refuge from Washing­ 
ton, this one on the Maryland sea shore,” 
according to recent wire service reports. 
You may not have stopped to think 
about it — but if you’re a typical Ameri­ 
can you have more in common with 
President Nixon than you might know. 
Oddsa are you both spend your week­ 
ends the same way. 


This doesn’t mean sitting around decid­ 
ing affairs of state, of course. Rather, 
ifs that, come Friday, President Nixon 
— like many other urban Americans — 
puts the city limits behind him and heads 
for a weekend retreat where he can re­ 
lax in outdoor surroundings with a luxu­ 
ry touch. And since you can only be in 
one retreat at a time, one is almost as 
good as four. 
“When the President goes to San Cle­ 
mente — or Key Biscayne — or Camp 
David, he’s right in there with everybody 
else,” points out John Lazarowicz, senior 


vice president, Russwood of Illinois, 
builders of Lake Carroll. The recreation­ 
al second home community is 26 miles 
southwest of Freeport, 111. 
“It’s not just that Nixon puts Washing­ 
ton behind him — but that he seeks out­ 
door surroundings, with emphasis on 
sun, water and recreation.” 


There’s a common bond even with the 
harassed urbanite who wrestles traffic 
and gets in line at a public beach. 
But the parallel is particularly notice­ 
able when you start counting the growing 
number of Americans who are buying 
weekend retreats of their own at places 
like Lake Carroll. 
True, property owners don’t have the 
White House helicopter and Air Force 
One to help them beat the traffic. But 
they don’t spend that much time on the 
road, either. Most come from cities with­ 
in easy driving distance. Lake Carroll is 
only a two hour drive from Chicago. 
A number of Lake Carroll lots are 
being purchased for use as weekend re­ 
treats now and retirement homes later. 


Remember To Move Your Money, Too 


As the most mobile nation on earth, 
Americans change their residences with 
what other nations regard as dizzying 
frequency. But with a little foresight and 
planning, house moving can be accom­ 
plished with ease if not pleasure. 
Unfortunately, while most families re­ 
member to call the packers, the movers, 
the electric company and the telephone 
company, too many wait too long before 
transferring their bank accounts. And 
let’s face it, why should the hardware 
store in your new town accept a strang­ 
er’s check drawn on a bank 2000 miles 
away? 
A much easier course when you’re 
moving from one city to another is to 
visit an officer of the full service bank 
which currently holds your accounts. He 
will gladly write a letter of introduction 
to a bank located in the city where you 


intend taking up residence, therefore 
simplifying the whole transferral. 
Additionally, if you can select the ac­ 
tual branch along the lines of con­ 
venience to your new home before you 
make your move, things can be simpler. 
Armed with your letter of introduction, 
spend a few minutes with an officer of 
the new bank and he will arrange for a 
smooth transfer of your savings and 
checking accounts. Thus when you are 
finally moved in, the new accounts will 
be ready for you to use. You’ll be able to 
write checks for those hundred and one 
things that need to be paid for in a new 
house without being subject to question­ 
ing stares at local stores. 
There will surely be inevitable frustra­ 
tions connected with the move. Make 
sure your bank account isn’t one of 
them. 


RICH CABINETRY, plenty of counter 
are featured in the Ivy Glen-Palatine 


space and a full-range of appliances 
kitchens. 


M a r r io t t M O T O R H O T E L 


7 Minutes from the O’Hare International Airport 


LUXURIOUS DINING a SUPERB ACCOMODATIONS 


1535 W. Higgins Rd., Chicago, III. 60631 
312-693-4444 
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NORTHWEST 
AREA OFFICES 


♦Combined Volume of Ten Area Real Estate Offices Serving 45 North Shore and Northwest Suburban Communities: 


ARLINGTON HEIGHTS-MT. PROSPECT 


AREA OFFICE 
• 
Arlington Heights 
1714 E. Northwest Highwy. 394-4500 


SCHAU MB URG - HOFFMAN 
ESTATES 


AREA OFFICE 
• 
Schaumburg 
7 W . Schaumburg Rd. at Roselle Rd. 


894-8100 


PROPERTY MANAGEMENT DIVISION — 


PALATINE A R E A OFFICE 
630 E. Northwest Hwy. 


359-6500 


LIBERTYVILLE-MUNDELEIN 


AREA OFFICE • Libertyville 
422 S. Milwaukee Ave. 


362-7300 


RENTAL OFFICE: 491-6600 


DEERFIELD AREA 
OFFICE 
735 Deerfield Road at 
Waukegan Rd. 945-3750 


GLENVIEW * NORTHBROOK 


AREA OFFICE • Glenview 
969 Waukegan Road at 
Glenview Rd. 
724-5800 


LAKE FOREST AREA OFFICE 
650 N. Western Avenue 
at Deerpath 
234-8000 


H I G H L A N D PARK 
A R E A OFFICE 


1795 St. Johns Avenue 
(Sheridan Rd.) 
433-5400 


EVANST ON A R E A OFFICE 
1571 Sherman Avenue 


8 6 4 - 2 6 0 0 . 
2 5 1 - 6 7 0 0 


W I N N E T K A A RE A OFFICE 
586 Lincoln Avenue 
446-4500 


Q u e s T 


INSURANCE DIVISION: 491-G616 
Q & T MORTGAGE CORPORATION: 864-2600 


MULTIPLE 
LISTING 
TRANSFEREE 
SERVICES 
P R O G R A M 


H O M E S - A P A R T M E N T S 


IN SU R A N C E 
FIN ANCIN G 


NATIONW IDE F IN D -A -H O M E 
SERVICE 


SIGN OF YOUR Q & T 
AREA OFFICE 


PLEASE CALL NUMBER 
UNDER PICTURE OR 
STOP IN-OPEN SUNDAYS 


M e m b e rs o f M A P M u ltip le L istin g S ervice • N o rth w e s t S u bu rban B oard o f ^Realtors • N a tio n w id e F in d -A -H o m e S ervice, Inc. 


Offices in Arlington Heights, Palatine and Schaumburg open Monday thru Friday 9 a.m. to 8:30 p.m. - Saturday 9 a.m. to 6 p.m. - Sunday 11 a.m. to 5 p.m. 
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KNEE DEEP IN HAPPINESS 


Distinctive all brick home with every cus­ 
tom extra! Relax in paneled fam ily room 
with fireplace — entertain elegantly in 
spacious form al dining room. Q uality a p ­ 
pointments thruout. Central air, basement, 
beautifully landscaped. Choice Schaum ­ 
burg location! C all today for your a p ­ 
pointm ent with happiness! 


LUXURIOUS LOCASCIO RANCH 
Custom -built brick ranch with quality a p ­ 
pointments thruout. 3 bedroom s, 2 ceram ­ 
ic tile baths, dining "I," fam ily room with 
fireplace plus an "L " area, full basement, 
patio and 2 Vi -car attached garage. M ore 
extras include self-cleaning stove, dish­ 
washer, disposal, carpeting, drapes, C E N ­ 
TRAL AIR, hum idifier and more extras. 


Call 894-8100 
$54,850 
Call 394-4500 
$66,500 


ARLINGTON HEIGHTS 


MOUNT PROSPECT AREA OFFICE 


Real Estate Sales Staff 


Marvin W . Kamps, R e gio n a l M a n a g e r 


Bob Evans 
M ary Ann trey 


Jon Jacob 
Bonny Koywood 
Bunny Polanzi 
Audrey Stevert 
Jon Dews 
Tony Vosta 
Frank Johnson 
Bernadette Byon 
Robert E Griffith 
M argaret E. Jones 
Helen Currie 
Don G eary 


PALATINE AREA OFFICES 


Real Estate Sales Staff 


Robert A . Sfirn, M a n a g e r 
Beverly Berry 
* 
M a r y Frover 
M ary Ann Falkenberg 
M ary Jon* Kohl 


Moryellen Morris 
G ra ce Sullivan 
M arilynn (Pud) G raebner 
Dick Ferris 
Joseph Fred ion* 
Ruth Ryan 


D Arcy M oas 
M a ry Iou Mitchel 
Ralph Ansel 


SCHAUMBURG-HOFFMAN ESTATES 


AREA OFFICE 
Real Estate Sales Staff 


Kenneth Koy, M a n a g e r 
Betty London 
Jeanne M oor* 


M ary Shields 
Jerry Trofholc 
Key Wo|Cik 
Bob W ylie 
M o* Johnson 
M erna J. M eyer 


Q & T 's ten are a real estate offices have 140 real 


estate sales representatives an d total staff of 200 
to serve you in 45 north a n d northwest com m u­ 
nities. 


READY FOR QUICK MOVE? 
A ir conditioned, bright, cheerful fam ily 
home is this 4-bedroom raised ranch. I ]/i 
baths, fam ily room, 2-car garage, plenty 
of closets, pleasing decor all add to the 
attractiveness of this property. W a lk to 
school location and im mediate possession 
are your* on this home. 


CHARMING SCARSDALE COLONIAL 
4 large bedroom s, 28-foot living room 
with 
fireplace, 
separate 
dining 
room, 
eat-in kitchen with built-ins, fam ily room, 
paneled basement, 2-car attached g a ­ 
rage. Excellent w ooded area. N ear train 
depot, schools, shopping. Don't let this 
charm er slip by — C a ll us today! 


Call 359-6500 
$41,900 
Call 394-4500 
$51,900 


CONDOMINIUM 
You can enjoy leisure living at its best. The 
benefits of home ownership with the ease 
o f an 
apartm ent are yours 
with 
this 
4-room, I -bedroom condom inium . Recrea­ 
tion building with all private club fa cil­ 
ities, central air, carpeting, dishwasher, 
disposal. 


SO MUCH FOR SO LITTLE! 
Extras g alore in this nice ranch. Three 
bedroom s, 2 baths, fam ily room, fire­ 
place, utility room, separate dining room, 
built-in oven - range, refrigerator, dryer, 
carpeting, draperies, a ir w all unit, bath 
off master bedroom . Beautiful park across 
street. Just move right in! O ne level con­ 
venience! 


INVERNESS 
W a n t im m ediate occupancy, a gracious 
hillside home on 2 acres, a m agnificent 
view of the countryside9 W e have it! This 
home offers 4 bedroom s, 3 baths, country 
kitchen with fireplace, huge fam ily room 
with fireplace and wet b ar plus separate 
play-hobby room A N D screened porch. A 
truly fine property. 


EXCELLENT LOCATION 


for all members of the fam ily. O ne block 
to grade school, 3 blocks to pool, 3 blocks 
to Randhurst, I block to g olf course. 3 
bedroom s, I Vi baths, CEN TRAL AIR and 
all appliances. Also a g ara g e and fenced 
yard. This one-owner home is in excellent 
condition. Tastefully decorated and lan d ­ 
scaped. Partial basement. 


Call 359-6500 
$28,750 
Call 894-8100 
$33,900 


STONE, BRICK & FRAME RANCH 
This is a beauty! G rea t floor plan plus 3 
bedroom s, 2 baths, dining "L," fam ily 
room, utility room and 2 Vi -car attached 
garage. View a lovely yard from a p ri­ 
vate patio. Home in beautiful condition 
across from Rob Roy Country Club. Must 
see to appreciate. 


Call 359-6500 
$36,900 
Call 394-4500 
$41,500 


Call 394-4500 
$43,500 
Call 894-8100 
$105,000 
Call 359-6500 
$95,000 


A IOT OF 
is here for the money. Large custom split 
on high Vt acre. 4 bedroom s, 2 ’/2 baths, 
form al dining room plus breakfast room 
a n d 
p a n t r y . 
2 15 - c a r 
g a r a g e ; 
sub-basement; 
lovely 
screened 
porch, 
stone fireplace, terrific view, trees, m any 
extras. A ll this home needs is someone 
with a fla ir for decorating, and a large 
fam ily to enjoy it. 


Call 359-6500 
$59,500 
Call 394-4500 
$48,900 
Call 894-8100 
$42,900 


S-P-A-C-I-0-U-S 


Charm ing stone and cedar 2-story con­ 
tem porary with 2,500 square feet o f living 
with excellent traffic pattern. Features 8 
rooms, 4 bedroom s, 2 
ceram ic baths, 
separate dining room, country-size kitch­ 
en, fam ily room, CEN TRAL AIR, a ll a p p li­ 
ances. 2-car garage. Tastefully decorated 
— must see to appreciate! 


THREE LITTLE WORDS 
"This is it!" Sparkling 4-bedroom home 
with room to spare. Fam ily room, 2 ’/2 
baths, fenced yard with mature trees & 
shrubberies. Ideal location close to schools 
& park. Carpeting, drapes, kitchen a p p li­ 
ances — all ready and w aiting fo r imme­ 
diate occupancy. This home smiles w el­ 
come inside and out! 


GOOD TASTE, GOOD BUY!! 
LARGE FAMILY 


This raised ranch is both. 3, 4 or 5 bed- 
w ill enjoy this fine home with extras ga- 
rooms, 2 full baths, 2 plus garage, fam ily 
lore! 4 bedroom s up with 5th or TV room 
room with fireplace ond outside entrance 
down. Large fam ily room, utility room 
to lovely back yard with patio and gas 
with area for Dad s workshop. 3 baths, 
B B Q and fenced yard. A ll this is located 
2+ car garage, screened porch, back 
on a quiet cul-de-sac, close to schools and 
ya rd is fenced. Nice location - close to 
shopping. 
school and lakes. Be sure and see this 
exceptional home! 


f 


Call 359-6500 
$47,500 
Call 394-4500 
$49,500 
Call 359-6500 
$38,900 
Call 894-8100 
$44,500 
Call 394-4500 
$39,900 


LOVELY IO T -GREAT LOCATION 


Spacious brick 
split-level, 4 
bedroom s, 
large, gold-carpeted living room and din­ 
ing "L," lovely paneled fam ily room with 
raised hearth fireplace, jalousied porch 
for greater summer com fort, kitchen with 


good eating space, slate foyer. N ew ly 
decorated. A must to see!! Too m any fea­ 
tures to describe. C a ll now. 


GOOD TASTE, GOOD BUY!! 


This raised ranch is both. 3, 4 or 5 bed­ 
rooms, 2 full baths, 2 plus garage, fam ily 
room with fireplace ond outside entrance 
to lovely back yard with patio and gas 
B B Q and fenced yard. All this is located 
on a quiet cul-de-sac, close to schools and 
shopping. 


ARLINGTON HEIGHTS RANCH 


AII brick with full basement. Three bed­ 
rooms, 
I ]/2 
baths, 
attached 
garage. 
G o o d sized dining room and kitchen with 
# built-in oven & range. Carpeting, storms 
and screens, etc. included. This fine fam ily 
home is well located for all schools a n d 
parks. Excellent neigh bo rho o d. W ell m ain­ 
tained. See it today. 


BORED WITH MEDIOCRITY? 


This large C olonial is set in the exclusive 
Country Club Estates area of Long G rove. 
M a n y extras in this 4-bedroom C o lo nial. 
Fireplace, basement, 1st floo r utility room , 
2 Ii baths, central vacuum system, dish­ 
washer, stove, refrigerator, intercom sys­ 
tem plus m any add ition al features! 


ATTENTION!! 


lf you are looking for a beautifully - kept, 
a ll face brick ranch on an oversized, well - 
landscaped lot, stop here! 3 bedroom s, 
I Vi baths, full basement, dishwasher, ca r­ 
peting, drapes and im m ediate possession 
are some of the nice features of this home. 
C a ll for more inform ation. 


LOCATION, SPACE, CHARM! 


AH are yours when you settle in this 
4-bedroom , 3-bath split-level home with 
central air, fam ily room, basement and 
2 -c a r 
g a ra g e . 
There 
is . a 
la rg e , 
screened-in porch, drapes thruout and the 
home is in move-in condition. W a lk to 
school and park, close to expressw ay and 
train, im m ediate possession. W h a t m ore 
c a n you ask? 


OVER 140 TRAINED, COMPETENT, EXPERIENCED REAL ESTATE SALES REPRESENTATIVES SERVE QUINLAN AND TYSON SALES CLIENTS. 


Seven leases have been arranged in 
three downtown Des Plaines office build­ 
ings and one industrial lease in Elk 
Grove Village by Wm. L. Kunkel Sc Co., 
Realtors, announced Marvin Kingdon, di- 
r e c t o r 
of 
Kunkel’s 
co:nmercial-in- 
vestment division. 
Besides Kingdon, the Kunkel staff in­ 
volved in arranging the leases were 
Frank Kotnaur and Patrick Hurley. Four 
leases were consummated in the new 
4-story, 
all electric Jefferson-Pearson 
building at 640 Pearson St. in Des 
Plaines. 
Amcon Construction Corp., Beechwood, 
Ohio, 
developers 
and 
general 
con­ 
tractors, signed a three-year lease for 
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CONFERENCE ROOMS 
3003 MANNHEIM ROAD 
DES PLAINES 
296 5541 


TWX 312-296-2370 


1,050 sq. ft.; F. C. Fry Sc Associaties, 
insurance surveyors, are leasing 500 sq. 
ft. for three years; and Tero Corp., 
chemical additive distributors, took a 
three-year lease for 400 square feet. 
Powell 
Sc Associates are leasing 600 
square feet for three years. 
In the 600 Algonquin Rd. office building 
in Des Plaines, National Recreation Sc 
Park Association is leasing 750 square 
feet for five years; and Diano Corp. has 
taken the same size space for three 
years. S Sc B Distributors, who handle 
alarm systems, signed a two-year lease 
for 600 square feet in the 727 First Ave., 
building, also in Des Plaines. 
In addition to the above exclusive 
leases, Kunkel obtained leases for two 
firms in cooperation with Arthur Rogers 
Enterprises. A three-year lease was ar­ 
ranged for Northern Telecom for 4,600 
square feet in Rogers Industrial Park, 
Elk Grove Village; and a 700 square foot 
lease consummated in O’Hare Lake 
Plaza for Jousif Amro, who handles bur­ 
glar alarm systems. 


Mary Ellen Weber 
Ray Bright 
Bob Nelson 


Vie Soderstrom 
Jo Ann Whitlock 
Guy McCord 


Bob Shawhan 
Grace Manning 
Jim Warriner 


Terry Fitzpatrick 
John ' Buzz'' Richey 
George Stahmer 


Urge Preserving Power Of Local Governments 


Preservation of the power of local gov­ 
ernment and zoning boards in matters 
such as housing projects and commercial 
and industrial developments has been 
recommended by the president of the Na­ 
tional Association of Real Estate Boards. 
Realtor Fred C. 
Tucker, Jr., In­ 
dianapolis, in hearings before the Re­ 
publican Platform 
Committee, 
urged 
that any party endorsement of pending 
land use policy bills should not approve 
the intervention of the federal govern­ 
ment through money and economic sanc­ 
tions in these areas. 
Pointing out that the power of decision 
in local matters should be reserved to 
local governments, Tucker said that “the 
President in his message to the Congress 
on revenue sharing expressed this doc­ 
trine most eloquently when he said that 


it was time to begin to reverse the flow 
of power in America away from the fed­ 
eral government and toward local gov­ 
ernment.” 


Legislation on land use presently pend­ 
ing in Congress, he explained, would im­ 
pose economic sanctions on states that 
did not promulgate statewide land use 
plans, which would include the power to 
reverse local zoning decisions. 


THE PRESIDENT OF NAREB, which, 
with realtors and their sales associates,* 
represents about 500,000 in real estate, 
said that the most perplexing social 
problem facing this nation today is that 
of the central or so-called inner city and 
that it demands a greater role of state 
and local governments working in part­ 
nership with private business, financial 


institutions, and civic leadership. 
He noted that many metropolitan pub­ 
lic housing authorities are either in­ 
solvent or facing insolvency, that crime 
and vandalism are common problems, 
and that so-called moderate-income sub­ 
sidy programs have created concerns in 
many of our communities. 
“Subsidies to families earning at least 
the median income have generated dis­ 
content and disillusionment among the 
millions of American families who have 
made the sacrifices necessary for home 
ownership without subsidies, and cause 
them to wonder what subsidies might 
now be in store for them,” he said. 
Realtor Tucker, referring to the dis­ 
turbing state of the current subsidy pro­ 
gram, urged the Platform Committee to 
adopt planks calling for limiting housing 


subsidies to families of low-income, and 
directing other efforts to the problem of 
providing greater access to housing, 
without subsidy, through improved tech­ 
nology and greater access to the capital 
market by broadening residential lending 
powers for private financial institutions. 
He called for a plank urging provision 
of housing allowances to the needy so 
that such low-income families may com­ 
pete in the market place for housing. 
Emphasizing the importance of the 
Platform reflecting the reversal of the 
flow of power from federal to local and 
state officials, he pointed out that dedica­ 
tion to this concept must be adopted by 
local officials and the people themselves 
to solve their problems with the financial 
and technical aid — not direction — of 
the federal government. 


th in k of 


RO 
RT 
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L 
NELSON 


Choose from these and 
hundreds more outstanding 
home values. 


Let us show you how 
our ability to arrange 
financing can help you 
enjoy the home of 
your dreams. 


Call today. 


GET EXPERT HELP 
W H EN SELLING YOUR H O M E ! 
Selling a house in today's highly competitive market is no 
do-it-yourself exercise. Your first step should be to place your home 
with a reliable Real Estate Agent and give him an "exclusive" for 
30 to 90 days. That will give him extra incentive. You 
can have 
multiple listing as well. Make sure your Real Estate Agent puts up 
a "For Sale" sign. 


"But why a Real Estate Company?" many owners inquire. "I can 
sell it myself and save the six or seven percent commission." 


It's not that simple. For one thing, the typical buyer will expect 
you to knock off the commission for HIS benefit. And there are 
other do-it-yourself pitfalls. /\re V°u familiar with the current real 
estate market and able to price your home properly? Are you 
prepared for curiosity seekers tramping through your house? Do 
you have the time and ability to negotiate and bargain? Can you 
handle the intricacies of financing? 


A bona fide Real Estate Company will screen your prospects and 
give your house maximum exposure; he's familiar with market 
conditions, zoning and financing; and finally he's usually able to 
command enough more for your house to pay the commission, and 
then some. 


Select the Real Estate Agent with the best combination of 
aggressiveness, integrity and know-how to do the job. 


CUSTOMCOLONIALTOWNHOUSE 
c u s t o m e x e c u t iv e r a n c h 


Maintenance free, near relaxing private club with in- Immaculate, spacious and beautifully landscaped on 1A 
door-outdoor pool, tennis and boating. 2 bedrooms, acre lot. 3 bedrooms, 2 'A baths, central air, 2 V family 
1 Vt baths, finished recreation room and bar. full kitch- room and fireplace plus recreation room, deluxe appl!- 
en appliances. Central Air Cond. 2 Parking spaces. ance kitchen, garage, patio, excellent location. 22246 
21944 
Call 773-2800 * 
$30,900 Call 773-2800 
$ 6 9 , 9 0 0 


in ARLINGTON HEIGHTS 


3 0 0 E 
N O R T H W E S T H I G H W A Y 
call 392-3900 


in M O U N T PROSPECT 


3 0 0 W G O L F R O A D 
call 255 3900 


in PALATINE 


2 3 4 N. N O R T H W E S T H I G H W A Y 
call 358-5900 


( 
in ELK GROVE VILLAGE 


D E V O N & A R L I N G T O N H E I G H T S R O A D 
call 773-2800 


in BARRINGTON 


3 0 1 . E M A I N S T R E E T 
call 381-3900 


T IP S TO H O M E B U Y E R S A N D 


H O M E SELLERS 


FROM 
MAP MULTIPLE LISTING 
REAL ESTATE SERVICE 


Kunkel Leases Buildings 


AT LA SALCEDA, located in North­ 


brook on Willow Road, one mile east 


of the Tri-State Tollway, the all-out 


luxury approach is found throughout 


each 
model. 
Kitchens 
are 
no 
ex­ 


ception. Photo shows kitchen-break- 


fast area of the Casa Grande, dis­ 


tinctive four-bedroom home. 


La Salceda Kitchen Luxury 


The basic luxury approach is continued 
into the kitchens, also, in the models now 
on display at La Salceda, in Northbrook. 


This is in marked contrast to many 
residential 
developments, 
where 
the 
models often disappoint visitors when 
they reach the kitchen. La Salceda de­ 
signers have been careful not to slight 
the kitchen in any of their several mod­ 
els — all of which stress a feeling of 
tasteful custom luxury throughout the 
house. 


Typical is the kitchen (note photo) of 
“The Casa Grande,” priced at $61,600 
plus site. This beautiful four-bedroom 
home is styled in the impressive manner 
of Old Castile. And here, the purchaser 


has a choice of ten wooden kitchen cabi­ 
nets of oak and other wood finishes. The 
flooring is triple, under resilient tile, 
with quarter-inch underlayment over two 
decks of plywood. 


Matching color-toned appliances 
in­ 
clude “top of the line” self-cleaning 
double oven, dishwasher and Vt h.p. re­ 
versing disposal. Counter tops are in a 
full range of decorator colors and sur­ 
faces. The convenient U-layout features 
a wide service peninsula to the adjoining 
well-lighted breakfast area. 


La Salceda models are open to viewing 
daily from IO a.m. to 5:30 p.m. — on 
Willow Road, three miles west of Edens 


5 CHEERFUL BEDROOMS 


Big, handsome 9 room Colonial with bedrooms for 
everybody plus a pleasing paneled family room. 2 'A 
baths, breezy 32' patio, country kitchen with breakfast 
area. 2 car garage, immaculate condition. 22661. 


Call 392-3900 


SCHOOL DAY S SPECIAL 


Well built 3 bedroom, 1 'A bath Cape Cod close to 
schools, park and shops on a large, colorful lot located 
with trees and shrubs. There s space for additional- 
bedrooms upstairs plus a large garage and many ex­ 
tras. 22563. 
$55,900 Call 392-3900 
$33,900 


In Des Plaines9 Elk Grove 


CRISTAN OI NG BRICK 3 FLAT 


All bnits cenf^aKair cond, and in excellent condition and 
choice location. 2 units with 3 bedrooms. 1 garden unit 
with 2 bedrooms#«ramic baths, garage, laundry area, 
gross yearly income*$9.010 OO. 22487. 


COUNTRY CLUB AREA 


of beautiful Mt. Prospect. Quality built all brick ranch 
with 3 huge bedrooms up plus the 4th on lower level. 
1st floor family room and finished rec room. 2 full 
baths, fireplace, full basement. Plaster walls and natu­ 
ral trim. Excellent landscaping - Rock garden, pond, 
etc. 22300. 


5 nearby Real Estate Offices to serve;you 
7 days a week 


COUNTRYSIDE 
EXECUTIVE COLONIAL 


Charming location in area of prestige homes with all 
nearby facilities. 4 big bedrooms, sewing room, country 
kitchen with loads of cabinets, 25' family room & 
fireplace, big dining area. 2 1A baths, closets galore, 
2 'A car attached garage. 21479. 


SPACIOUS AND GRACIOUS 


5 bedroom rambling ranch on a park-like, in-town lA 
acre site. 2 baths, family room with fireplace and bar. 
full basement, beautiful yard is a flower fancier's 
delight. Close to schools, park and pool. Loaded with 
extras. 22459 


Call 255-3900 
$87,900 Call 255-3900 
$48,900 


Call 358-5900 
$77,900 Call 358-5900 
$46,900 


Barcelona Condominium 
Sales Manager Named 


The appointment of Robert E. Kist as 
the new sales manager of the Barcelona 
Condominium 
apartment 
complex 
in 
Skokie has been announced by Hollywood 
Builders. 


“Bob Kist has ideal qcalifications for 
real estate and housing field,” Hollywood 
vice president Manuel S. Kramer said. 
“He is a young married man with a fam­ 
ily of four children and understands the 
housing needs of people in the middle 
and upper income classes. ” 


Sales at Barcelona by Bob Kist totaled 
more than $600,000 the month of June in­ 
dicating both his talent and the attrac­ 
tiveness of Barcelona Condominium. 


“A key feature of Barcelona is its 
North Shore location. The apartment 
homes are within walking distance of 
schools, heatres, parks, restaurant, Old 
Orchard Shopping center, and still with 
access to Chicago via train or automo­ 
bile. 


“Living in Barcelona combines the 
pleasures of country living in suburbia 
with the convenience and prestige 
of 
Lake Shore Drive,” said Kramer. 


“The condominium buyer gets full 
ownerhip of his living unit. He can sell it 
at anytime. He pays the taxes and mort- 


Attends Seminar 


Mel Helms, a member of Wm. L. Kun- 
kel & Co., Realtors 
commercial 
in­ 
vestment division, recently attended an 
American Management Association sem­ 
inar. 


Theme of the seminar was “Executive 
Management on New Building Projects.” 
Subjects discussed included the man­ 
ager’s overview of project, cost control 
and contract negotiations. 
His attendance at the AMA seminar is 
part of Kunkel’s commercial depart­ 
ment’s continuing growth into the devel­ 
opment field. 


VI 


gage which both are tax deductible as 
rent is not,” Kramer added. 


P E R S O N S CONTEMPLATING the 
purchase of a condominium can nave the 
best of all worlds at Barcelona. There 
are the tax advantages of owning your 
own home and the carefree life of an 
apartment dweller (no grass to mow, no 
snow to shovel.) 


A condominium buyer starts furnishing 
his new apartment home the minute he 
walks up to his individualized front 
door,” points out Manuel S. Kramer, Ex­ 
ecutive Vice President of Hollywood 
Builders. “With a choice of one, two or 
three bedrooms, plus a den and outside 
balconies ranging up from twenty-three 
feet, he can make his Barcelona Con­ 
dominium Apartment Home as individual 
as he desires.” 


Adding to the image of individuality at 
Barcelona is its Mediterranean villa de­ 
sign that features mammoth lobbies with 
handcarved 
doors, 
graceful 
Moorish 
arches, and wrought iron grillwork. 


Included in the purchase price of a 
B a r c e l o n a Condominium Apartment 
home are self-cleaning double oven, self- 
defrosting refrigerator, indoor parking, 
individual central heating and air condi­ 
tioning, dishwasher and disposal, recrea­ 
tion facilities (party room and kitchen, 
swimming pool, sauna baths) and a 
beautifully landscaped surrounding area. 
Purchasers can choose from a wide 
range of marble vanity tops, bathroom 
vanities, and custom kitchen cabinets. 


If inflation and rising labor costs con­ 
tinue, a condominium owner can expect 
an increase in the value of his property. 
Many developments without the advan­ 
tages of Barcelona have increased in 
valuation from 12 to 14 per cent in a 
year, according to the developers of Bar­ 
celona. 
To get to 
Barcelona 
Condominium 
Apartment Homes take Edens north on 
Gross Point to Golf. Turn west on Golf 
and look for Barcelona billboard. 


BOB KIST, 
newly appointed 
Sales 


Manager 
of 
the 
Barcelona 
Con­ 


dominium 
apartment 
complex 
in 


Skokie, 
explains 
the 
construction 


progress of the new buildings to a 


purchaser. The completed complex of 


deluxe apartments will contain seven 


buildings with 392 units. 


VV HERE THE GUEST IS KING 


©’HARE INTERNATIONAL MOTOR INN 


4?01 bl. M A N N H E IM ROAD_____________ SCHNIER PARK. 111.60)76_____________________ RHONE 678-2300 


G e o r g e | B ii.< » « » e 
Real Estate 
0 f * C o . 


PRICED TO SELL! 


Owner has reduced the price on this spacious brick Splih 
level with 3 good sized bedrooms, 2 baths, dining room 
plus good eating space in built-in kitchen. Paneled family 
room, attached garage, well landscaped lot with back yard 
privacy. Don't miss this one at only 
$ 3 9 , 9 0 0 


A COUNTRY RANCH! 


Immaculate 3 bedroom, I ft bath Ranch on a lovely % acre 
lot. Mature landscaping. Full basement with recreation 
room, 2V2 car attached garage. Plus lots more. Call us! 
$43,900 


MEMBER: ALL POINTS RELOCATION SERVICE... 
A NATIONWIDE REFERRAL SERVICE 


. 
M • y, o>. 


12 L Bum Ate- 
Mi. PrwfMt 


„ 7 lat5 
CONVENIENTLY LOCATED 
OP*n 
/y ll 
NEXT TO THE LIBRARY 
lf 
^ a[[ . • * 
RUNTY O f PARKING 
ii)***1 7 
259-0200 


M u ltip le I.isling 
Ural Astate 
Her \n ti 


OFFICES 


ARLINGTON HEIGHTS 
MOUNT PROSPECT 
PALATINE • ELK GROVE 
^ 
BARRINGTON 
A 


W ALK TO CO UN TRY CLUB 
NEAT 2 B E D R O O M RA N CH 


3 bedroom. 2 bath split level in one of Mt. Prospect's Ideal for the first home . . . great for a retirement home, 
most choice locations. Close to schools, park and golf A lovely tree shaded 2 bedroom ranch on cool, colorful 
course. Lovely family room with fireplace. Separate 
Vi acre lot with privacy and charm. Big kitchen and 
dining room. All built-ins in kitchen, att. garage. M any dining area, garage, carpeting and drapes. 22626. 
extras. 21546. 


Call 255-3900 
$47,900. Call 255-3900 
$31,900 


HALF ACRE SITE 
I 
with spacious 3 bedroom- ail brick ranch in an area of 
fine homes. Separate dining room. Extra large kitchen. 
Family room (1st floor) plus a beautifully finished rec 
room with wet bar. 2 fireplaces. 2 car attached garage. 
Full basement, excellent landscaping with inviting patio 
and heated in-ground swim m ing pool. 22393. 
Call 255-3900 
$62,500 


EXCELLENT STARTER HOM E! 


Ideal first home with lovely yard, cheerful convenient 
location, low taxes & immediate occupancy. 2 bed­ 
rooms. porch, patio, 1 Vi car garage, like new appli­ 
ances. carpeting, drapes and lots more. 22349. 


Call 392-3900 
$28,500 


EXQ U ISITE 2 B ED R O O M RAN CH 


People stop and admire the lovely setting of this cus­ 
tom built brick ranch in one of the area s finest loca­ 
tions. 1 Vi tile baths, basement, family room plus 20' 
rec. room, charming fireplace, 2 car electric door ga-, 
rage, full appliance kitchen. 
Call 392-3900 
553,900 


COZY CAPE COD 


Beautifully located in convenient area of fine homes. 2 
bedrooms plus space for a* 3rd. relaxing year 'round 
porch, full basement, heavy duty air conditioner, patio, 
garage and a lovely lot full of fruit trees. 


YOUR OW N PRIVATE POOL 
TERRIFIC TOW N HOUSE 


Custom built 3 bedroom. 1 Ii bath ranch on large lot 
Ideal location near schools, shops and park. Central Air 
featuring a lovely full fenced 29' in ground pool with Cond . 3 big bedrooms, expanded patio and Bar-B Q, 
heat and lights. You'll love the big 21' family room, total kitchen appliances, tiled basement, 2 Vi baths, 2 
fireplace, 25' patio and the choice town & country car electric door garage, loads of extras, excellent 
location. 22686. 
condition. 22658. 


A N D C H ARACTER 


Warm, friendly 4 bedroom Colonial in superb condition 
and loaded with delightful extras and refinements. 
From the elegant fireplace to the large country kitchen. 
this home is ideal for solid comfort and enjoyment. 3 
baths, rec. room, central air cond., big garage. A-1 
location. 
Call 392 3900 
$72,900 


. . . YOU'LL SEE 
OUR S IG N S 
ALMOST 
EVERYWHERE! 


Call 392-3900 
532.900 Call 773-2800 
548.000 Call 773-2800 
543.900 


LOCATION IS SO IM PO RTAN T . . . 


and this lovely 4 bedroom, 1 Vi bath ranch is ideally 
6 RO O M SP A R K L IN G RA N CH 
CAREFREE C O N D O M IN IU M 
M A IN T EN A N C E FREE LIVING 


Newly decorated 3 bedroom. 1 Vi bath ranch on love! 
Enjoy a whole 
wa^ of carefree living . . . fishing. 
Like new 3 bedroom brick & alum, sided mid-level with 
lot Friendly 20' family room (or 4th luxury bedroom, 
swimming, boating on your private lake. Lovely 1 bed- 
central air cond.. 1 ’i baths, sunny cabinet kitchen with located near shops, schools and parks. Enjoy a big 31' 
sliding glass doors to patio, 2 car garage, excellent 
room, tile b a t h e r conditibned condo, with complete appliances, full basement, 2 car garage, choice loca 
paneled rec. room, full basement, super kitchen, 2 car 
location near schools and shops. 
appliances plus assumable mortgage. 20268. 
tion. 22660. 
att. garage, all newly decorated. 


Call 773-2800 
$2*8,900 Call 773-2800 
$22,600 Call 773-2800 
$39,900 


R O B E R T L. 
NELSON 


Call 392-3900 
$44,500 


Jack Smith 
Jay Carter 
Al Langos 
Dee Donato 


Jo Good 
Jan Bishop 
Nora Powell 


Bill Hinckley 
Don Jackson 
Bessie Wright 


Irene Dougherty 
Doris Bruening 
Verne Smith 


Rocco DePaul 
Bob Hamann 
Sue Nichols 


Doris Vogtritter 
Veva Meyer 
• Nick Ivi 


Bob Griffith 
Jim Maloney 
Joan Miller 


Gen Hollnagel 
Marge Nelson 
Carl Pasquale 


Micki Robertson 
Ray Nelson 
Liz Snell 


Charlene DiPiero 
Glen Packard 
Bob Wood 


Bob Bell 
Jean Simon 
Julia Ward 


C LA SSIC C O N T EM PO R A R Y RAN CH 


Beautifully set on charming, well landscaped *Vi acre 
across from Country Club. Raised hearth fireplace. 3 
bedrooms. 2 0 ’ family room with lovely view, modern 
built-in kitchen. 2 car att. side garage, close to shops, 
schools and depot. 22567. 


Call 255-3900 
$41,900 


NOW IT CAN BE SOLD 


Big. country styled, spacious split level. Super "L " 
shape 28' family room and fireplace, 2 baths, big 
garage and hobby area, huge lot. lovely town and 
country location. 20454. 


Call 358-5900 
$40,900 


BEAUTIFUL IN V E R N E SS 


An immaculate ranch home on a "story-book ' setting 
boasting 3 large bedrooms. 2 full baths, full basement, 
2 car attached garage ptus 1st floor family room and 
finished rec room. Completely equipped kitchen, central 
air, fireplace plus many fine appointments and extras. 
All this on a 1 Vi acre site. 22392. 


Call 358-5900 
$67,500 


THE U TM O ST IN 
SP A C IO U S LUXURY 


Custom 6 bedroom Colonial with loads of elegant 
appointments and super extras. 3 Vi ceramic baths, 
sitting room master bedroom, island kitchen with total 
built-in appliances, wall fireplace family room, central 
air cond., beautiful sep. dining room, central vacuum 
system, elec. door garage, patio, basement. 22685. 
Call 358 5900 
$79,900 


LOTS OF LARGE SH A D E TREES . . . 


add to the charm and beauty of this well built 3 
bedroom. 1 Vi bath ranch with a cozy den. recreation 
room, basement, patio, garage, full appliance kitchen, 
plaster construction plus central air cond. & humidifier. 
22659. 


Call 358-5900 
545.900 
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[Little Bit Of Farmer In Us All 
Blackmon Appointed To Centex Post 


M ru rw r— 
r TiifMinn i n t l 


The urge to make things grow may 
♦well manifest itself in a new community 
♦plan for city living. 
# Houses cluster around “ the garden 
*spot 
— beautifully landscaped mini- 
• Nacres for frustrated farm ers — plus it 
T 


uts groceries on the table. 
So observes Durand A. Holladay, man­ 
aging trustee, Continental Mortgage In- 
jvestors, Boston, who notes that “ where 
^there is not enough room to build a golf 
^course or bridle trails inside the cluster 
: t ~ there could always be room for a 
planned garden project.” 
Continental Mortgage Investors (C M I), 
fhe nation’s largest independently spon­ 
sored real estate trust in mortgage lend­ 
ing, has made more than $1.5 billion in 
ynortgage loans since 1962. CM I shares 
^re traded on the New York and other 
Reading stock exchanges. 


“ There is a little bit of farm er in all of 
Ills . City women, for the most part, have 
* kept alive the call of the soil — with de­ 
m oted attention to the potted geranium 
Jfend other decorative house plants. With 
‘garden spot’ dwelling, both wife and 
t tiubby could cultivate their pent-up fond­ 
ness for agriculture. 
* j “ TH E AMOUNT of land — perhaps un- 
x developable for the developer — would, 
of course, vary with each ‘garden spot’ 
i£ite. But to the residents — attracted 
*t>ack to the good earth in easy stages — 
ta postage stamp size plot or fraction of 
tan acre could produce amazing results.” 
H o llad ay continues. 
“ A half-dozen tomato plants can keep 
;one couple well-stocked all summer and 
* Jnto the fall — with some left over for 
neighbors. There are bound to be some 
savings on the weekly grocery bill, too. 
I* “ Ideally suited for cluster housing — 
or specialized multi-level condominiums 
f- the ‘garden spots’ concept would open 
'.pew avenues to those with a horticulture 
r 
H 
Schwartz Is 
:£>ales Manager 
"rn. 
C J 
For Lieberman 
4*. 
* Larry Schwartz, a broker with Stan 
Lieberm an Realty in Buffalo Grove, has 
teen named sales manager of the firm 
Iffective this month. He has already ex­ 
pected $1 m illion in sales for this year. 
| Schwartz was graduated from Purdue 
‘University, and is presently working fo­ 
rward his m aster’s degree in finance from 
Northwestern University. 
* A member of the Buffalo Grove Ja y ­ 
cees, Schwartz resides there with his 
wife and fam ily. 


J 
\M ini'Paneling’ 
Easy To Install 
►rn 


* If you’re planning your first major 
home improvement project and need all 
ttie help you can get, consider a “ mini 
Paneling” that is only one-third the size 
if a conventional 4-by-8-foot panel. 
I Most homeowners can’t quite visualize 
themselves coping with the large panels, 
90 M ariite’s 6-inch-by-8-foot planks make 
t easy for one person to panel. 
4I In addition, these prefinished hard­ 
p a n planks have 
tongue-and-grooved 
fdges that sim plify fitting. Special metal 
tiips and wallboard adhesive are used to 
Secure a strong bond over old walls, oth­ 
er solid backing, or new fram ing. Har­ 
monizing moldings also are available at 
(peal building m aterial dealers. 
Each carton of this “ mini paneling” 
tontains step-by-step installation instruc­ 
tions. Only regular carpenter’s tools are 
heeded — hammer, saw and level. 
I M arlite planks are available in a wide 
tjange of colors, simulated woodgrains, 
textures and patterns. Since they are 
iiighly-resistant to heat and humidity 
conditions, they can be used in the kitch­ 
en and bathroom. 
Their washability also makes them a 
^popular choice for heavy traffic areas, 
Ske a fam ily room or dining nook. 


Cracking Caulk Costs 
Money, Heat Loss 


* One sure way to cut down on heating 
costs is to seal off any leaks in the house. 
During the year the caulking around win­ 
dows and doors may crack, chip and fall 
If this happens, warns the National 
fe tte r Heating-Cooling Council, it w ill be 
'M source of drafts and heat loss. Worse, 
addition to being uncomfortable, it w ill 
st more. 


bent — growers of champion roses, ter­ 
races of spring, summer and fall flowers 
and an ornamental tree or two,” Holla­ 
day adds. 


“ The idea is to truly make possible a 
garden spot for the individual fam ily — 
an outlet for their own yearning to reap 
an eventual harvest. Imagine the pride 
of achievement — from planting, care, 
cultivation and, finally, the dining room 


table. 


“ For the developer who owns a site 
with difficult, uneven terrain, the ‘gar­ 
den spot’ might be the answer to his 
problem 
— 
converting 
his 
so-called 
wasteland into a salable asset. 


“ For the potential buyer, the ‘garden 
spot’ could provide a leisure outlet — a 
step in the right ecological direction,” 
Holladay concludes. 


Centex 
Homes 
Corporation, 
home­ 


builders and developers, has named Eu- 
ge W. Blackmon, leasing manager of 
111 East Chestnut, the firm ’s 56-story 
building of luxury apartments located be­ 
tween Pearson and Chestnut Streets off 
Michigan Avenue in Chicago. Announce­ 
ment of the appointment was made by 
David Webber, General Sales Manager, 
Illinois Region. Centex Homes Corpo­ 
ration is a subsidiary of Centex Corpo­ 
ration headquartered in Dallas, Tex. 


Blackmon has been associated with 
Centex Homes for the past 2Vi years and 
most recently was a salesman at Winston 
Woods, a planned community of single 
fam ily homes in Bolingbrook. He has 
been involved in sales for the past 15 
years. 
Blackmon attended Drake University 
in Des Moines, Iowa, and Roosevelt Uni­ 
versity in Chicago. He and his wife Ja c ­ 
quelyn have six children and reside in 
Chicago. 


Eugene W. 


Blackmon 


HH 


M aybe we re not the 


"largest'7 BUT. 


we are the 


FRIENDLIEST 


Call and see — 
358-1800 


R e a lty 


’ 
# 
Want total real estate service? 
Let Starck serve your six needs 


IF YOU WISH TO SELL A HOME. . . 
1. PROFESSIONAL RELIABILITY. We conduct our business with the very highest ethics and standards so 
•that you will get quality service from each Starck sales associate and from every person connected with our 
Organization. Our selection standards and training for sales associates insure that you should receive 
■outstanding service at all times, (lf there is ever any problem, please call our president, Robert W. Starck: 
• 255-2000 in daytime or CL 3-7273 at mght.) 
2. TOP PRICE. On every home we list, we do an evaluation of the property and furnish you a copy of a 
Competitive Market Analysis. This way you know that your property is priced "right." Overpricing is just as 
bad as underpricing. 
3. FAST SALE. Your home gets immediate exposure through M.A.P. Multiple Listing Service and through our 
effective mass advertising. 30,000 Home Guide booklets are sent each quarter to homeowners, nationwide 
Realtors, corporations transferring personnel. Weekly ads in Paddock Publications, Copley Papers, daily ads 
in Chicago papers add to the exposure. Our exclusive membership in Inter-City Relocation Service brings us 
hundreds of transferred buyers from Realtors across the country. Our Guarantee Sale program permits a 
• buyer to buy your home in spite of the fact that his old home is still unsold. Open house tours and all the 
other marketing efforts usually result in exceptionally fast sales for our clients. 
4. FREEDOM. When you sell with us, you never feel "tied down." Just live and enjoy a normal life while we 
handle the complete sale of your home. Come and go as you please. Our sales associates only bring fully 
qualified buyers to your home, never just "lookers." 
5. COMMUNICATION. The sales associate that will be assigned to your listing will keep in weekly contact 
with you and keep you informed of everything that is happening at all times. 
6. WORRY-FREE FOLLOW-UP. Because we are one of the few Realtors in the area with a special Closing 
Department, you can rest assured that all details of the sale will be handled with the utmost efficiency in 
cooperation with your attorney. 


IF 
YOU WISH TO BUY A HOM E.. . 
1. PROFESSIONAL RELIABILITY. We conduct our business with the very highest ethics and standards so 
that you will get quality service from each Starck sales associate and from every person connected with our 
organization. Our selection standards and training for sales associates insure that you should receive" 
outstanding service at all times. Check us out with any local banker, attorney or Chamber of Commerce. 
2. GOOD ADVICE. Everything you need to know to help you make a wise selection of a home will be 
furnished you by your Starck sales associate. Neighborhood and area conditions, school information, tax 
rates and most important of all, you will receive good advice about home values. We are particularly 
concerned that you purchase a home that has outstanding resale value in the event you are ever transferred 
or wish to sell. 
3. PRIVACY. We think that you will enjoy visiting our offices because they are arranged so that you and 
your family can discuss your home requirements with one of our sales associates in quiet and private 
surroundings. 
4. SAVE TIME. Although our salesmen have over 1,000 different homes to show you at all times, they know 
that your time is valuable and will only show you the very best home values in the price range that you have 
specified. They listen to what you have to say about your desires and needs in a home and then "zero in" 
on those homes that fill the bill. Our Guarantee Sale program permits you to select a new home even before 
your present home is sold with the assurance that you will never own two homes and have to make double 
mortgage payments simultaneously. 
5. SAVE MONEY. By properly advising you on the homes that are the best values and through their 
up-to-the-minute knowledge of the best mortgage rates, our sales associates will assist you in getting the 
best home buy and the best financing available. 
6. WORRY-FREE FOLLOW UP. Because we are one of the few Realtors in the area with a special Closing 
Department, you can rest assured that all details of the sale will be handled with th# utmost efficiency in 
cooperation with your attorney or mortgage company. 


OVER 
HOMES TO SHOW YOU - HERE ARE SOME OF THE VERY BEST 


.*«• v 


PLUM GROVE ESTATES 
Custom-built 
contemporary 
ranch 
among oaks and hickory trees. A 
home for relaxed living and enter­ 
taining. 7 large rooms, front galleria 
hallway, loads of closets, basement, 
2 split-rock fireplaces. Huge rear 
outdoor deck, lovely screened porch, 
terrific landscaping. (22261). 


QUALITY COUNTS 
Here's a 3-year-old split level that 
spells quality and has had meti­ 
culous care. 3 double bedrooms, 
2!6 baths, family room with fire­ 
place, sub-basement, 2-car garage. 
CENTRAL AIR and all the extras. 
(22113). 


SWIM FOR HEALTH 
Deluxe 
kidney-shaped 
in-ground 
swim pool with cabana and huge 
poolside sun deck. Together with 
lovely 9-room split level home in best 
Mt. Prospect neighborhood. 3 bed­ 
rooms, den,fireplace in family room, 
dining room, 2-car attached garage. 
(22465). 


SUPERB LOCATION 
In Greenbriar area near school, 
public park, pool. Handsome split 
level with attached garage. Double 
door entry to spacious foyer. Formal 
dining room, large kitchen, family 
room, 3 double bedrooms. 


STYLISH RANCH 
A mixture of Williamsburg and 
Sante Fe architecture creates a most 
attractive medium priced home. 3 
bedrooms, 2 baths, CENTRAL AIR, 
all appliances, many extras. Dining 
room - family room in addition to 
eating area in kitchen. (21310). 


WONDERFUL FAMILY ROOM 
that is completely paneled. Formal 
dining room, 16x10 kitchen with 
breakfast nook. Entrance foyer, 3 
bedrooms, I V2 baths, attached ga­ 
rage. Home is in top condition. 
(22160). 


Call: 255-2000 
$77,000 
Coll: 894-1660 
$57,900 
Coll: 255-2000 
$57,300 
Coll: 259-7500 
$43,900 Call: 894-1660 Just $35,500 Call: 882-6300 
$35,900 


JR 
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HOME FOR LARGE FAMILY 
This 8-room home with 2-car ga­ 
rage, partial basement, just 3 years 
old. Kitchen is 15x12 with lovely 
wood cabinets and work island. 
Carpeting and draperies through­ 
out. Decor is handsome and home in 
beautiful condition. (21337). 


LIVE CAREFREE 
Beautiful "L" style ranch with alumi­ 
num siding means no maintenance. 
Gracious entry hall, 3 bedrooms, 
many closets, family room, dining 
room, attached garage. Gorgeous 
landscaping. (22045). 


Coll: 894-1660 
$35,500 
Call: 882-6300 


■.y.v 


$35,500 


NEW! ONLY THROUGH 
STARCK REALTORS! 
“HoRisk 
Homer 


Service and Repair Protection 
for the Major Systems 
of Your Home! 


sMBi 


mm 


SUNSET PARK 
One of Mf. Prospect's fine residential 
areas! Tree-shaded all-brick ranch 
with full basement, attached ga­ 
rage. Stone fireplace in living room 
overlooking rear patio, gardens. A 
good economical home for a smaller 
family. (21487). 


MONEY SAVER 
With a small down payment you can 
assume a low-interest mortgage and 
get this delightful 3-bedroom home, 
I Vz 
baths. Dining room, family 
room, FULL BASEMENT, CENTRAL 
AIR. With all appliances, carpeting, 
draperies. (21408). 


Call: 259-7500 Now $34,500 
Call: 894-1660 Just $33,900 
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WONDERFUL NEIGHBORHOOD 
Among 
large, 
well-maintained 
homes. This 3-bedroom ranch has a 
nice family room, plenty of closets 
and storage, attached garage. Lot is 
72x128 and close to schools and 
shops. (22423). 


ROOM TO ROAM 
Delightful 80x200 size lot plus im­ 
pressive ranch home with 3 bed­ 
rooms, I 16 
baths. Large eating 
space in kitchen and a dining room 
for formal dining. Complete with 
carpeting, draperies, garage. On a 
traffic-free street. (21803). 


w rnrnm m ^ z 
PRICED TO SELL FAST 
Attractive, 
well-landscaped 
home 
has 3 bedrooms, 2 full baths, family 
room. Kitchen is 14x11 and has 
double oven, dishwasher. Plus car­ 
peting and draperies throughout. 
(22115). 


HOME HOME - LESS MONEY 
This one welcomes comparison! 3 
nice 
bedrooms, 
17x12 
kitchen, 
15x15 sun room in rear, 2-car ga­ 
rage. You get CENTRAL AIR, fine 
landscaping. (21338). 


ELBOW ROOM 
This attractive ranch home is set on 
a 150x127 lot. You get 3 bedrooms, 
2 baths, dining room, I V ca r ga­ 
rage. Kitchen is complete with refrig­ 
erator, stove, pantry and eating 
space. Home has carpeting, drap­ 
eries, air conditioning. (21807). 
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BARGAIN-PRICED 
Economical 3-bedroom 
home on 
104x133 lot with fenced yard. Home 
has good-sized kitchen, attached 
garage. With stove, disposal, car­ 
peting, draperies, washer. Close to 
school and park. (20016). Reduced 
to 


Call: 882-6300 Just $30,900 Call: 882-6300 
$32,500 
Call: 882-6300 Just $29,900 
Call: 894-1660 Just $28,500 
Call: 894-1660 Now $28,700 Call: 894-1660 Just $25,900 


45 PROFESSIONALS 


Dick Williams, Lois Anderson, Dorothy Miller, Nancy Bartlett, Carol Schaub, Carol Marsh, Karen Johnson 
Vince Rowland, Ed Boddy, Art Krietzman, Bob Starck, Joe Wisbacher, Mary Jane Starck, Lee Smith, Paul 
Strom, Jackie Williams, Edna Stewart, Joan Fellner, Dorothy Bogdas, Dee McCall, Vi Dipple, Lorraine Glasby, 
Joan Walberg, Del Manning, Sig Thorsen, John Kotleba, Phil Kirsten, Bob Morrass, Judy Burton, Joan Tuma, 
Sue Jordan, Evelyn Fentz, Roger DeHorn, Tony Pavia, Frank Palacek, Bill Cowin, Bud Jelen, Pat Meitzner, 
Anne Schuerin^s, Jack Nobel, Nancy Korzeniewski, Jim Burkimsher, Roger Elkins, Charlene Hallihan, Tony 
Dicosola. 


Open 9 to 9 
REALTORS 
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Mf. Prospect 
209 S. Main 
255-2000 


Arlington Heights 
215 S. Arlington Hts. Rd. 
259-7500 


Schaumburg 
89 Weathersfield Common 
894-1660 
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Hoffman Estates 
12 Hoffman Plaza 
882-6300 
4 3 4 E A ST N O R T H W E S T H I G H W A Y 
PALATINE. ILLINOIS 6 0 0 6 7 


358-5560 


WHEELING 
CONTEMPORARY RANCH. 3 bedrooms. 
2 baths, located close to schools on a 
large wooded and fenced lot with loads of 
privacy. Carpeting, drapes thruout. large 
patio, good size rooms, IDEAL STARTER 
HOME. $39,500 
Office 394-3500 
Joyce Lennox 
Home 359-4985 


HANOVER PARK 
BEAUTIFUL 
LARGE 
BACK 
YD. 
FOR 
SUMMER LIVING AT ITS BEST! 3 bed­ 
rooms. 1 Vi baths, garage, stove, dish­ 
washer, refrig., included. FAM RM. Beau­ 
tiful country kit. leads to a large deck. 
IMMEDIATE POSSESSION. $33,800 
Office 837-4200 
Olive Svec 
Home 358-9353 


SCHAUMBURG 
CENTRAL AIR. 3 bedroom duplex with 
loads of closet space, walk to schools & 
shopping, 
stove, 
refrigerator 
included. 
FAMILY ROOM. 
1% 
baths. 
DUPLEX 
NEXT DOOR ALSO AVAILABLE. Imme­ 
diate Possession. $28,900 
Home 392-7896 
John Conroy 
Office 956-1500 


REAL ESTATE 


SCHAUMBURG 
FOR THE DISCRIMINATING BUYER! 3 
bedroom home with many custom extras. 
2 baths, unique merrimac stone patio 
raised 
hearth 
BBQ, 
FAMILY 
R0u])flp^ 
built-ins. carpeting & drapes, located on a 
sodded Vi acre lot with many mature 
trees. $69,900 
Home 529-0974 
Merrill W. Packard 
Office 882-4120 


| M u lt ip le L is t in g ) 
Real t«tale 
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Covers the 
Northwest 
Suburbs 
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ARLINGTON HEIGHTS 
PERFECT FOR THE LARGE FAMILY! 4 
bedroom col. 2 Vi baths, 2 Vi car gar.. I st 
fir. laundry & mud rm. FULL BASEMENT, 
Central air. FAM. RM. WITH FIREPLACE, 
completely equipped kit., separate dining 
rm. IMMEDIATE POSSESSION. $60,900 
Home 253-2868 
Wally Anderson 
office 253 2460 


\ 
Drop in 
and pick up 
your Children's 


pencils for school 


EIGHT LOCATIONS TO SERVE YOU!!! 


HOFFMAN ESTATES 
BRIGHT AND SUNNY THREE BEDROOM 
RANCH. 1 Vi baths, garage, stove, wash­ 
er. dryer, refrig., well landscaped, cyclone. 
fenced yard, covered patio, carpeting & 
drapes. 
IMMEDIATE 
POSSESSION. 
$29,900 
Home 259-3189 
Laurnell Wegrzyn 
Office 894-1800 


HOFFMAN ESTATES 
THIS HOME HAS EVERYTHING FROM A BEAUTIFUL IN GROUND SWIMMING POOL 
TO A REC ROOM WITH BUILT-IN BAR AND FIREPLACE. 3 bedrooms. 1 Vi baths, garage, 
FULL BASEMENT, stove, dishwasher, large kitchen with excellent eating area, living room 
has beamed ceiling, CENTRAL AIR. plus many other extras. $37,500. 
Jackie Gruendeman 
^ 
Office 894-1800 
Home 894-6841 


PALATINE 
IMMEDIATE 
POSSESSION. 
All 
brick 
ranch with 3 bedrooms. 1 Vi baths. 2 Vi 
car garage, hardwood floors thruout, lath 
& plaster. FULL BASEMENT, excellent lo­ 
cation. 4th bedroom downstairs, built-ins, 
carpeting & drapes. $39,900 
Home 358-5528 
Don Heggem 
Office 537-8550 


PROSPECT HEIGHTS 
LOVELY "COUNTRY'' RANCH NESTLED 
ON 
Vi 
ACRE 
LOT ON A 
PRIVATE 
CUL-DE-SAC. 
3 
bedrooms. 
2 
baths. 
2-way fireplace serves living room & fami­ 
ly room. All BRICK, above ground swim­ 
ming pool with lounging deck, completely 
fenced. Built-in oven & range, carpeting & 
drapes. $49,900 


George David 
Home 824-1892 
Office 394-3500 


SCHAUMBURG 
FIVE BEDROOM RAISED RANCH, fn-law 
set up supreme. Complete kitchen with 
range, refrig, plus 2 bedrooms down. 3 
bedrooms, bath. kit. up. FAMILY ROOM. 
Cyclone fence yard with many mature 
trees, patio. Electric garage door opener. 
Mid Forties. 
Home 359-6350 
Jack Miller 


HANOVER PARK 
PRIDE OF OWNERSHIP IS REFLECTED 
HERE! 3 bedroom ranch with I Vi baths, 
located close to shopping & school, ga­ 
rage. large family room with bar. Large 
deck 
porch 
ideal 
for 
entertaining. 
$35,500 
Home 359-1950 
Dan Briel 
Office 837-4200 


ELK GROVE VILLAGE 
LOW LOW TAXES! This home has plas­ 
tered walls, hardwood floors throughout 
and is on Vi acre lot. Low maintenance 
alum, siding. FULL BASEMENT, sunny 
porch, carpeting & drapes, refrig., stove, 
new furnace & 
roof. IM MED. 
POSS. 
$32,500 
Home 259-3189 
Laurnell Wegrzyn 
Office 894-1800 
I 


MT PROSPECT 
ALL BRICK THREE BEDROOM RANCH 
WITH PLASTERED WALLS. Immediate 
Possession. Stove & dishwasher, excellent 
location, paneled rec. room with built-in 
bar. SEPARATE DINING ROOM, centra! 
air. loads of closets, FULL BASEMENT. 
$39,900 
Home 358-3932 
* Foster Travis 
Office 956-1500 


HOFFMAN ESTATES 
COZY 
RANCH 
NESTLED 
ON 
HALF 
ACRE! 3 bedrooms. 2 baths, big Florida 
room with jJ visie 
windows, FAMILY 
OM. oversize 2 car garage, stove, re­ 
frigerator included. IMMEDIATE POSSES­ 
SION $29,900 
Home 882-5114 
Jill Creager 
Office 882-4120 


' PALATINE 
IMMEDIATE POSSESSION! Exceptionally 
well maintained inside & out. 3 bedrooms. 
2 baths. FAMILY ROOM. Located close to 
shopping & 
trains, garage, 
carpeting, 
drapes thruout. no wax kitchen floor, lots 
of closets & storage areas. $37,900 


Home 358-2821 
Jack Holding 
Office 358-5560 


HANOVER PARK 
SHARP THREE BEDROOM RANCH WITH 
FORMAL DINING 
ROOM. 
Well 
land­ 
scaped on a quiet cul-de-sac. 2 baths, 
large country kitchen with beamed ceiling. 
$33,500 


Home 894-3527 
Danette Baird 
Office 837-4200 


BUFFALO GROVE 
WARM. NEAT KENSINGTON! 3 bedroom 
ranch 
w/automatic 
kitchen, 
including 
self-cleaning oven. 2 FULL BATHS, ex­ 
cellent location. Loads of storage and 
closets. 
IMM EDIATE 
POSSESSION. 
*34,900 
Home 541-1240 
Dick I ribar 
Office 537-8550 


LAKE ZURICH 
PERFECT LOCATION. 3 possibly 4 bed­ 
room raised ranch in better than new con­ 
dition. Carpeting & drapes only 3 months 
old. CENTRAL AIR, paneled family room, 
fireplace. Stove included, garage. IMME­ 
DIATE POSSESSION. $42,500 
Home 359 4253 
Ron Sever 
Office 358-5560 


PALATINE 
NATURE LOVERS PARADISE! Beautiful 
Dutch colonial home on over an acre of 
land. 4 bedrooms. 2 Vi baths, 2 Vi car 
.garage. SEPARATE 
DINING 
RM. 
full 
basement, stove, carpeting & drapes in­ 
cluded, beautiful golf course location, 2 
fireplaces. 
IMMEDIATE 
POSSESSION. 
$52,900 
Home 359.3368 


Lu Henke 
Office 358-5560 


A GREAT VALUE FOR THE FAMILY! Big 
house in a beautiful country setting. 
HUGE COUNTRY KITCHEN. 3 bedrooms. 
1Vi baths. 2Vi-car garage, LARGE REC 
ROOM, patio with gas BBQ, electric ga­ 
rage door opener. FULL BASEMENT. All 
this plus many other extras. Includes 3 
lots $42,500 
Home 439 6499 
Glenn Bober 
Office 537-8550 


BUI Bl 


ARLINGTON HEIGHTS 
LOCATED IN BEAUTIFUL IVY HILL! 5 
bedrooms, 3 baths. 2 Vi-car garage. CEN­ 
TRAL AIR, fireplace in family room, car­ 
peting, custom drapes, central vacuum 
system. SEPARATE DINING ROOM plus 
many quality extras. $64,900 
Home 359-3654 
Jack O'Connor 
Office 358-5560 


MT. PROSPECT 
QUALITY HOME IN CHOICE LOCATION! 
3 bedroom split level on a quiet tree toned 
street, convenient to shopping, schools, 
etc. 2 baths. 2 Ii car garage. CENTRAL 
AIR. family room, fireplace. This home is 
in tip-top shape with many quality extras. 
$58,900 
Home 894-8248 
Lorraine Melligan * 
Office 882-4120 


PALATINE 
IMMEDIATE POSSESSION. 3 bedroom 
ranch with 1 Vi baths, kitchen recently 
remedied. ALL BRICK CONSTRUCTION, 
stove, dishwasher, washer, dryer and re­ 
frigerator included. Carpeting & drapes. 
2 Vi car garage. $34,900 


Home 358-7943 
Tom LaDore 
Office 358-5560 


Hoffm an-Schaum burg 
In AAP Shopping Center 


Higgins Golf Shopping Plaza 
894-1800 


In A rlington Heights (South) 
1st Office on Ari. Hts. Rd. 


I I 3 9 -4 I J Artongton Hts Rd 
956-1500 


In Schaumburg 
1st OHice On Coll Rd 


7 01 I Golf Rood 


P O Bo* 2 1 7 Palatine IM 
882-4120 


Hanover Park 
In Convenient Food Center 


7 20S O rchord Lone 
837-4200 


In Palatine 
Near Route S3 


7 28 E N orthw est Hwy 


B u ffalo G rove 
313 W. Dundee Road 
537-8550 


PALATINE 
MAINTENANCE FREE CONTEMPORARY 
COLONIAL! 
4 
bedrooms. 
2 Vi 
baths. 
FAMILY ROOM. 2 fireplaces. SEPARATE 
DINING 
ROOM, 
completely 
equipped 
kitchen, carpeting & drapes, beautiful cor­ 
ner lot overlooking Peppertree stream. 
$54,500 


MT. PROSPECT 
CUSTOM BLT. COLONIAL FOR THE DIS­ 
CRIMINATING! 3 bedrooms. 2 Vi baths, 
paneled fam. im. with fireplace, carpeting, 
custom dra e . CENTAL AIR & HUMID. 
Marble foye., pus q 
lit 
con tructi^ 
features too many to tost. $74,900 
Joyce Lennox 
Home 359*4985 
Karl Sa lo 
Home 359-6748 
Office 394-3500 


ARLINGTON HEIGHTS 
ALL BRICK RANCH! 3 bedrooms. 1 Vi 
baths, oversize gar. with auto, opener. 
CENTRAL AIR. all appl. FULL BASE­ 
MENT, fam. rm. plus, finished rec. rm.. 
beautiful slate entry, oak woodwork Se • 
doors. 
MANY 
QUALITY 
EXTRAS. 
$57,900 
Home 255-2545 
Beauford Berggren 
Office 882-4120 


PALATINE 
EXCEPTIONALLY SHARP. MULTI-LEVEL 
EXECUTIVE HOME. Completed carpeted, 
terrific floor plan, fireplace, convenient lo­ 
cation. MANY EXTRAS. Immediate Pos­ 
session. Just reduced to $69,000. 
Home 358-3249 
P. Nikoden 
Office 956-1500 


Elisabeth Oehler 
Home 358-8269 
Office 394-3500 


In Prospect Heights 
IN 7-11 Shopping Center 


C-1 S. W olf Rd. 
394-3500 


* 
a 
In A rlingtpn Heights (East) 
DOWNTOWN 


6 E N orthw est Hwy 
253-2460 


OF THOM ES 
NORTHWEST 


i 


BUFFALO GROVE 


Nice 3 bedroom Tri*Level with 2 baths, I Mi car 
garage, partial basement. Central air conditioned, 
built-ins, carpeting, drapes, curtains, AM -FM inter­ 
com, impressive sunken living room, newly deco­ 
rated inside and out. Immaculate home. 
$ 4 6 ,5 0 0 


PALATINE 
Open House Sunday 1:30 - 5 p.m. 
425 N. Plum Grove Road 


3 bedroom Ranch, a large nicely landscaped lot is 
the setting for this fine Ranch home with an 
excellent floor plan. A beamed cathedral ceiling 
& orchard stone fireplace in living room. Carpet­ 
ing, drapes, curtains, built-in oven & range, dis­ 
posal, storms and screens. 
A MUST TO SEE $ 4 2 ,5 0 0 


WILLIAMSBURG COLONIAL 
3 to 5 bedroom home is custom built for gracious 
living with separate suite of in-law arrangement or 
maid's quarters with private bath and stairway, 
large living room with separate dining room, 3 fa 
baths. 2 fa car garage, full basement, patio, porch. 
Located in Mt. Prospect Country Club area. Central 
air conditioned. 
In the 8 0 's 


WHEELING 


4 bedroom, 2 fa bath Colonial - I fa car garage, 
family room with fireplace, lovely center entrance 
- one wall paneled in living room, fenced back 
yard, closets galore. 
EXCELLENT VALUE $ 4 0 ,7 5 0 


TRULY 
Coast to Coast 


Hundreds of Galleries, in the United 
States and Canada go to work for y o u 
H 
once you place your Buying or Sellii 
needs in Gallery bonds. Gallery w.y 
Homes is the Continent's largest fran­ 
chised Real Estate organization, 


GALLERY OF HOMES 
NORTHWEST 
314 S. Arlington Heights Rood 
Ar tingle. H.iglits. Illinois 
253-2500 


multiple listing 
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Schlanbusch Named 
July Sales Leader 
rn 
The leading sales producer during the 
month of July for Wm. L. Kunkel & Co., 
R e a l t o r s , was Ernest G. “Ernie” 
Schlanbusch, new homes manager. 
A member of the Kunkel staff since 
1970, Schlanbusch was presented recently 
a special sales award for his outstanding 
work with home builders. 
Currently he is in charge of sales for 
the Kingsberry Homes subdivision on 
Thacker Street between Wolf and Mount 
Prospect Roads in Des Plaines. 
At the convention of the National Multi 
List Service this year, he received an 
award for the “most unusual sales suc­ 
cess story.” “Ernie” Schlanbusch is also 
a member of the Northwest Suburban 
Board of Realtors and the Illinois Associ­ 
ation of Real Estate Boards’ “Million 
Dollar Sales Club” for achieving 1971 
sales in excess of one million dollars. 
.. 
MISSED PAPER? 


Gin by 10 a.m. and 


we'll deliver pronto! 


Dial 394-0110 


H you live in Des Plaines 
Dial 297-4434 


RESTAURANT 


HEATED POOL 
COCKTAILS 


• 


River Road (45) 


and Milwaukee Avenue (21) 


Wheeling, Illinois 60090 


FULLY AIR-CONDITIONED 


M O T E L 


Phone (312) 537-2000 
Chicago Phone (312) 774-1646 


Truly fine living in a home designed and built for you. 
s35,900 
Plus Lot 


New M odel N ow O pen 


• Ranches 


• Georgians 
• Sensible Tax Rates 


• School District 155 on<j 47 


"Quality 
Controlled 
Homes’ 


• Poved Streets 
• Split levels 
• 3-4-5 Bedrooms 
yh 
acre w ooded & unw ooded 
lots. 
Buy your 
homesite 
now, 
build later. Low dow n payment. 


C R Y S T A L L A K E 
ESTATES 


US 14 Northwest to III. 31 I Mile North on III. 31 


Phone, 
(815) 459-2430 


TH E H E R A L D 
Thursday, A u gu st 24, 1972 


FO U R M E N W ER E called on to "m an the turno" at the 
president, turns over the first shovelful of dirt for con- 


official ground breaking of Centex H om es' fourth con- 
dominium No. 4 as Emil Geffe, project superintendent, 


dominium 
building to 
be 
built at W illow Creek 
at 
and Jam es Riedy, sales m anager of W illow Creek C on- 


Rohlwing Road and Northw est H ighw ay in Palatine. Left 
dominium 
Apartm ent 
Hom es 
wait for Jack 
Brown's 


to right: Ray Stevens (left foreground), assistant vice 
(building superintedent) signal to roll on. 
WhCTVOUsal hontes in your own 
neighbor!!cxxtyoiii wont Harder. 


12— 
Section 3 


PALATINE 
3 bedroom Ranch, I fa car garage, large utility 
room, recreation room plus laundry room. Built-in 
oven and range, dishwasher, storms and screens, 
carpeting, drapes, curtains. Excellent location, walk 
to all &hools. Fenced, well landscaped yard. 
$ 4 1 ,9 0 0 


BENSENVILLE 
3 bedroom Ranch, fireplace in living room, recrea­ 
tion room w-bar, 2 baths. Carpeting, drapes, cur­ 
tains, cehtral air plus electronic filter & humidifier. 
Large irregular lot. 
Price $ 4 4 ,9 0 0 


Marge Yeats 
Becky Rogers 
Bob Lotka 
Jean Bennison 
Dave Yeats 
Madeline Seideman 


If you’re selling homes in Milwaukee, but 
you live in Chicago, the ultimate happiness ol 
your customers sort of loses its importance. 
But when your customer is moving right 
across the street, or down the block, nis 
happiness is something you’ll notice day after 
day. 
Which is why, if you’re considering a home 
in the Northwest Suburbs, Village Square 
Realtors can do more for you than anyone else. 
You see, the realtors at Village Square work 
where they live. 
They know more aboyt the schools, the 
property values, the neighborhood, and the 
people, than practically anybody. 
You’ll be pleased with the attention you’ll 
get from Village Square Realtors. 
After all, what else are neighbors for? 


We work where we live. 


{ M a g e 
S p u e 
V REALTORS 


l4 
bedrooms, 
I Mi 
baths, i n 
car 
garage. Enjoy the beautiful & private 
yard from your large porch deck. Close 
to park & schools on a very quiet street. 


Palatine 
$40,900 


Banbury Lane - Cedar with gambrel 
roof. 5 bedrooms, 2 fa baths, 2-car ga ­ 
rage, 22 foot family room with fire­ 
place and beamed ceiling, 1st floor 
laundry, huge basement, separate din­ 
ing room, central air conditioning. 


Palatine 
. $65,900 


Maintenance-free brick and aluminum. 
Center entry hall, large family room, 3 
bedrooms, 2 baths. Central air, I fa car 
garage, like new thru-out plus com­ 
pletely secluded back yard and patio. 


Palatine 
$36,900 


Village Square Realtors • 125 W. Colfax, Palatine • Phone: 359-7730 


(One block east ot train station) 


This beautifully designed home is com­ 
plete from its attractive curb appeal to 
its very functional floor plan! It offers a 
large well landscaped and fenced.yard. 
Fully appointed kitchen with loads of 
extras. Three bedroom, 2 bath. 


Arlington Hts. 
$51,900 


4-bedroom, 2-bath, half brick split, with 
basement, family room, sliding Thermo, 
doors from dining room & kitchen to 
21x14 porch. Central Air. Built-in cabi­ 
nets. M any extras. 


Palatine 
$47,500 


The Best Buy in town! 3 good sized 
bedrooms, I fa baths, den, living room 
and dining room. One 18,000 BTU air 
conditioning unit, carpeting and drap­ 


es. Hardwood floors and hedged with 
mature shrubs. Just reduced - Imme­ 
diate Possession! 


Palatine 
$36,900 


Call one of Palatine’s 
Residential Matchmakers 


ARLINGTON HEIGHTS ... 28 E. Northwest Highway 
PALATINE ... 225 N. Northwest Highway 


359-7000 


SCHAUMBURG 
127 S. Roselle Rd 
MOUNT PROSPECT ..; 104 E. Northwest Highway 
255-9111 
894-4440 


MuHipir t 


■ rat (slaw 
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SPARKLING SPLIT 


Enjoy the privacy of a quiet cou rtyard and fenced 


country y a rd ! There s even a bubbling b rook. Two 


car d riv e w ay leads you to this well landscaped 


home w ith 3 bedroom s, I ’ 2 
baths. Large entry 


opens to room o f spaciousness. C en trally a ir con­ 


dition ed, sliding doors from dining 
room onto 


p a tio . I 12 -car g a l a g e . 


COUNTRY ESTATE! 


Looking fo r a la rg e lot with lots of trees? See this 


Ranch w ith 3 bedroom s, I h baths, full basem ent. 


Large living-dining room . C a rp o rt is screened fo r 


use as porch. And the taxes a re low! 


SUPERBLY MAINTAINED! 


Enjoy the pleasure o f living in a most im m acu late­ 
ly kept hom e, w orking in the cherry w ell plan ned 
kitchen w ith built-ins, self-cleaning oven. 
Lower 
level freshly d ec o ra te d , p an eled an d c a rp e te d , 
fam ily room w ith electric firep lace. 4 bedroom s, 
2 V2 baths, lau n d ry room , sep. dining room , 2 car 
g a ra g e . 


WOODED LOT! 


A w ife could be very h ap p y in the kitchen of this 
Ranch looking out the w in d o w a t a 
gorgeous 


view ! N icely landscaped, loads o f oak trees, lots 
o f land! Q u a lity built, 3 bedroom s, 
I ' 2 
baths, 
raised h earth fire p la c e . C onvenient to W o o d fie ld 


shopping, 2 c a r g a ra g e w ith electric d o o r o pener. 


C overed p a tio . 


DISTINGUISHED SPLIT! 


Q u a lity constructed of "w eep in g m o rta r" brick 
o fferin g charm an d spaciousness. 4 bedroom s, 
2 baths, fam ily room , b eam ed ceiling in living 


room . 
G re a t 
fam ily 
location 
elim inates 
c h au f­ 


feu rin g. Entry into fam ily room from 2 
car 


g a ra g e . Im m ed iate occupancy. 


FRIENDLY NEIGHBORHOOD! 


Here s a lovely brick Ranch with 2 car g a ra g e 
atta c h e d , 
fenced 
b a c k y a rd . 
3 
b ed ro o m , 
I V2 
b ath, kitchen built-ins, carp etin g thruout. Patio, 
nicely land scap ed. Transferred o w n er, so posses­ 
sion is im m ediate. 


EXCELLENT ROOM SIZES! 


N o m aintenance brick and alum inum b eau tifu lly 


land scap ed, 8 room C o lo n ia l. C en trally a ir condi­ 
tion ed , larg e entry foyer, like new quality c a rp e t­ 


ing. Fam ily room , w ith glass enclosed, fire p la c e , 
se p a rate dining room . Kitchen built-ins, lau n d ry 


a re a . 2 !6 car g a ra g e . 


CHARMING CAPE COD! 


W ith all the conveniences, 3 bedroom s, 2 baths 
including the cool com fort of central a ir condi­ 


tioning! C hildren can w alk to school. M o m can 


w a lk to shop. Paneled fam ily room also in the 
utility room . S latted cyclone fenced y a rd nicely 


lan d scap ed, 2 cor a tta c h e d g a ra g e . 


JUST LISTED! 
JUST LISTED 


OLD WORLD CHARM 


C a p e C od on tree-lined street w ith a "w a lk 
to everything " location. Finished recreation 
.o o m p an eled in "rou gh c e d a r” a n d brick, 


w et b a r, free standing fire p la c e . Fireplace 
in living room also, gas logs. 3 bedroom s, 


I V7 
baths. G racio us a n d lovely! 2 V2 
car 


g a ra g e . 


PRICED RIGHT! 


Don t 
hesitate 
in 
seeing 
this 
b eau tifu lly 


m ain tain ed 3 bedroom , I 
b ath Split - in 
excellent location n ear school a n d 
p a rk , 
this hom e w o n 't last long! W a s h e r, d ryer, 
re frig e ra to r. Im m ediate possession. Large 
2 0 x 2 4 ' 2 V t cor g a ra g e h ea te d . 


A REAL TREAT 
In store fo r you when you see this truly gracious 


C o lo n ia l 
b eau tifu lly 
done 
w ith 
taste 
an d 
dis­ 
tinction. 
Spacious 
w ith 
th at 
"d re a m 
kitc h e n ' 


lo a d e d w ith cabinets, N u -ton e "Food C enter, 
5 
bedroom s, 
3 ' 2 
baths. 
C h erry 
p an eled 
fam ily 


room w ith "S now M o u n ta in Stone” firep lace, con­ 


cealed w et b a r. U nique p an eled "G a m e R oom ." 


2 Vi car g a ra g e . £ 7 4 OOO 


QUALITY BUILT! 


Located in established a re a , 8 room spacious Split 
with 3 bedroom s, 2 baths, 1st flo o r fam ily room . 
Large utility room 
w ith convenient outside e n ­ 
trance. Patio, I V2 car g a ra g e w ith huge sto rag e 
a re a . 


A FINE BEGINNING 


C ountry living w ith low taxes in this 3 bedroom 


Ranch. Interior recently re d e c o rate d , kitchen p a n ­ 


eled. Free bus to all schools. C a rp e tin g in living 
room , a ir conditioning unit. 


TRIPLE AND DOUBLE 
CLOSETS! 


In the m aster b ed ro om o f this q u ality built 


brick 
an d 
ced ar 3 
b ed ro o m , 
2 Vi 
bath 


Split. S late entry, n a tu ra l o ak w o o d w o rk , 
kitchen w ith built-ins, d ou ble oven! Fam ily 


room w ith fire p la c e , sub-basem ent, p a tio , 


2 V2 car g a ra g e . R eady to move into! 


CLOSE-IN LOCATION! 


Spacious rooms in this Ranch that's in e x ­ 
cellent 
condition. 
The 
entire 
fam ily 
can 


w alk to tra in , p a rk , church, p oo l, an d M o m 


can w a lk to shop. Fireplace in living room 


an d h an dy carp e te d b re e ze w a y . 2 c a r g a ­ 
ra g e . 
STURDY BUNGALOW 


W e ll built, nicely u p d a te d all brick 2 (or 3 ) b ed ­ 
room with central air! Fireplace in living room , 
sep arate dining 
room , 
full 
basem ent. 
In to w n 
location w ith new I ‘ 2 car g a ra g e . 


BUST YOUR BUTTONS! 


W ith p ride of ow nership of this 5 b ed ro o m , 2 12 
bath C o lon ial. Lovely new ly designed baths plus a 
b rig h t new kitchen floo r! N e a r schools, free form 
p atio w ith gas g rill, fenced y a rd , gas la m p , 2 car 
plus g a ra g e w ith electric d o o r o pener. 


GREAT RECREATION ROOM! 


It's p an e le d a n d this brick Ranch also has utility 
a re a w ith han dy w orkshop a re a , ce d a r closet! 3 
bedroom s, 
I Vi 
baths, 
electric 
firep lace 
in 
rec 
room . Excellent location. D rapes, curtains. C en ­ 
tra lly a ir con dition ed. 2 c a r g a ra g e . 


OPEN HOUSE 
. SUNDAY, AUGUST 27th 1-5 PM 
You are invited to 


2 Stirling Lane in Rolling Meadows 
1 530 Birch in Hanover Park 
28 Middlesex in Long Grove 


DELIGHTFUL 2-S to ry C ondom inium living 


in this frien d ly a d u lt village, this builder s 
m odel has the "best” . . . cherry kitchen 
cabinets, q u ality carp etin g ! Just 5 mins, to 
W o o d fie ld . 
Spacious 
g a rd e n 
cou rtyard 
professionally 
lan d scap ed . 
2 V i 
c a r 
g a ­ 


ra g e . 


COMFORTABLE, 
nicely 
m a in ta in e d 


Raised Ranch on tree-lined street. 3 b e d ­ 


room s, 
I V2 
baths, 
fam ily 
room 
plus 
"bonus" room . C a rp e tin g throughout. C en­ 


tra l a ir. Porch, fenced y a rd . N e a r schools, 


shops. I V2 car g a ra g e . 


COUNTRY LIVING in a charm ing frie n d ­ 


ly com m unity w here there s space to live 


a n d b reath e! Spotless Split in excellent con­ 


dition. 3 bedroom s, 2 baths, fam ily room 


has raised h earth firep lace. Cool central 


a ir conditioning, w in d o w e d w a ll in fam ily 


room overlooks lovely y a rd , g ard en ! 2 car 


g a ra g e . 
OVER TWO ACRES 


w ith excellent fro n ta g e . Five minutes to W o o d ­ 
field . G re a t rezoning p o ten tial! Includes la rg e 6 
b ed ro om hom e. 


IN TOWN LOCATION! 


See this w ell 
m a in ta in e d , 
3 
b ed ro om , 
2 
bath 
Ranch on a I acre! This new ly carp e te d hom e has 
fam ily room a n d second porch. 2 car g a ra g e . 
Also in Palatine 178 Cunningham 


JUST ABOUT EVERYTHING . . . the hearts desire in this 3 o r 4 b ed ro om Raised Ranch 
including central a ir conditioning, 2 Vi 
baths, fam ily room , carp etin g throu gh ou t. Fenced 


y a rd , 2 car g a r a g e .............................. 
549,900 


\/Ve, cannot h o fit a, t/ytch to fig h t ayn/ytJiovA path u/ithoat 


b/ughtentng owe own, 
- 
^caeetfiuict 
The 43 Full Time Salespeople on the Annen & Busse Team 
ARE HERE TO SERVE YOU 
TRY US - YOU'LL LIKE US! 


VACANT RESIDENTIAL LOT 
Prospect Hts. 


Nice h alf-ac re in a re a o f homes priced 


$ 3 5 ,0 0 0 to $ 5 0 ,0 0 0 . Im p ro ved. 
$9,000 
Call Pete Rodgers 894-4440 


VACANT RESIDENTIAL LOT 
Palatine 


Fully im proved 7 6 x 1 2 5 ' in excellent a re a o f 


fine custom hom es. 
$ 12,000 
Call Ron Schune 894-4440 


H e rb Lei 


N a n c y B. Shannon 


Joan Dw inell 


M o n e tte C hristiansen 


Jim Lenzo 


Betty W illia m s 


Ken Dubs 


Ron Schune 


Ron V o iim ann 


A ndy Olson 


N ancy OU 
k 


Peter P. Rodgers 


Don H eidorn 


W il Schw antz 


W a lla c e Busse 


Robert A . M ag n u s 


Eileen Rodgers 


Bill Annen 


Del Sears 


M a rc ia Pohlenz 


Hoi Collins 


Earl Aschoff 
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Maine Township Real Estate Transfer Report 


Des Plaines with 48 property 
sales 
topped activity in the latest monthly 
Maine township real estate transfer re­ 
port from County Recorder Sidney R. Ol­ 
sen. 
There were 38 sales in Park Ridge, 12 
in Glenview, eight in Niles, seven in Mor­ 
ton Grove, and ten in the rest of the 
township. 


Olsen recorded the following property 
transfers for the township. The list shows 
the purchase price of equity and does not 
include the amount (rf a mortgage which 
the purchaser may have assumed. 
The transfers are: 
9141 W. Oakes Ave., Des Plaines, Neil 
Kerness to Nicholas Klickovich $40; 9125 
Emerson, Des Plaines, Donald Minkus to 
Ira N. Silverm an $38; 505 Rose, Des 
Plaines, Richard K. Rolke to Jas. P. 
S w i o n t e k $38; 989 Woodlawn, Des 
Plaines, Carole Y. Riva to Thomas A. 
Daly $33; 1125 Wicke, Des Plaines, M ar­ 
jorie M. Brunn to Henry M. Wojnowiak 
$45; 180-E Northwest Hwy., Des Plaines, 
Allene Cafferata to Ronald A. Fontag- 
neres $24; 266 Warrington, Des Plaines, 
Roy L. Kerzek to Robert A. Erickson 
$39; 314 N. 8th Ave., Des Plaines, Robert 
E . Durband to Nicholaos Siatis $36; 939 
E . Grant D r., Des Plaines, Wayne T. 
Roberts to Arthur E . Schiemann $30.50; 
1011 Alfini Dr., Des Plaines, Thomas L. 
Mahon to Phillip E . Ford $31.50; 185 
Stratford Rd., Des Plaines, Elsie Kolb to 
Daniel W. Wilson $43.50 ; 592 Berkshire 
Lane, Des Plaines, Ronald H. Lehman to 
Wayne A. Calahan $24; 2075 Lee, Des 
Plaines, Robert Trojan to Robert G. 
Przanowski 
$38.50 ; 
2734 Joseph, Des 
Plaines, Georgia Pfeiffer to Thomas Cor­ 
dero 
$31.50; 
1490 
Wedgewood, 
Des 
Plaines, McKay-Nealis Bldrs., Inc. to Ar­ 
thur R. Berlinguette $33.50. 
909 Mason Lane, Des Plaines, Daniel J. 
Carr to Geo. J. Guibourdanche $34.50; 
1636 Maple, Des Plaines, Geo. P. Gold­ 
stein to Chas. L. Plegge $38; 9352 Clancy 
Dr., Des Plaines, Rosario Dim arco to 
Geo. Belezos $62.50; 1305 Harding, Des 
Plaines, W alter E . Thayer to Robert W. 
M c I n t y r e $33; 9501-H Sumac, Des 
Plaines, Geo. J. Berger to Sheldon R. 
Fogel $31.50; 1440 Wicke, Des Plaines, 
Evard A. Hayden to Jerom e R. O’Donnel 
$36.50 ; 
2230 
Scott 
St. 
Des 
Plaines, 
Kazim ierz Lesniewski to M arvin Bryers 
$34.50; 3159 Patton D r., Des Plaines, Jos. 
P . Godlewski to Robert J. O’Connor 
$28.50; 1711 White, Des Plaines, Richard 
C. Gillespie to Lorin K. Fortier $23; 613 
Nelson 
Lane, 
Des 
Plaines, 
Florence 
Ryan to Ricky A. Pistorio $26; 640 Rose, 
Des Plaines, Jos. E . Geisel to Wayne R. 
Kelsey $35; 8806 Robin Dr., Des Plaines, 
Henry W. Bu rrill to Nick Questell $30; 
9125 Barberry, Des Plaines, Terry A. 
Landsberg to Arthur L. Goldstein $33; 
1866 S. Orchard, Des Plaines, M arilyn J. 
Bishop to Robert E . Freese $23.50; 110 E . 
Walnut, Des Plaines, Stefano Palladino 
to Pedro Franco $36.50; 516 Lincoln, Des 
Plaines, McKay-Nealis Bldrs., 
Inc. 
to 


Harley G. Parkhurst $33. 


9359 Home Ave., Des Plaines, City 
Realty Exchange Inc. to Elliott Pullm an 
$27; 9039 Woodview, Des Plaines, Har­ 
vard S. Holton to Howard S. Shapiro 
$59.50; 1997 Ash Ave., Des Plaines, Eu­ 
genia M. Clement to George J. Clement 
Jr . $11; 2111 Nimitz D r., Des Plaines, 
Louise Smolinski to Richard Wilson $27; 
1906 Riverview , Des Plaines, Robt. P. 
Guzell to Theodore S. Pawelek $39.50; 
9429 Meadowlane, Des Plaines, Thomas 
R. Fowler to Gary L. Blank $34.50; 9547 
N. Terrace P l., Des Plaines, Jack D. 
Orenstein to Andrew M. Berman $32.50; 
866 S. Wolf Rd., Des Plaines, Norman B. 
Boilerm an to Thomas A. Jan ci $35; 1378 
Jeannette St., Des Plaines, Wm. R. 
Barnard to Gary M. Harmon $43; 1715 
White St., Des Plaines, Frances B. Ung­ 
er to Michael Lemke $24; 948 Greenview 
Ave., Des Plaines, Rose M itchell to M ar­ 
tin J. DiAntonio $39.50; 596 N. 7th Ave., 
Des Plaines, Carmen Dimperio to M i­ 
chael J. Aylward $43; 8989 Lyons, Des 
Plaines, Robert L. Deutsch to Samuel E . 
Dlugatch $35; 1412 Orchard, Des Plaines, 
Gerald R. W ilkin to Fredrich E . Wolff 
$42; 1323 Hazel Ct., Des Plaines, Gerald 
G. Fischer to John M. Gilbert $32.50. 


1421 Henry, Des Plaines, Robert G. 
Sherwood to Rex M. B ill $27; 9127 Home, 
Des Plaines, Albert E . Fisher to Edgar 
D. Preissner $52; 3126 Greenbriar Dr., 
Glenview, Alexander Penyich to John J. 
Como $49; 511 B riar H ill, Glenview, Jos. 
M aiorella, Jr . to David W. Covelli $33; 
2523 Linda Ct., Glenview, Robt. Jacobsen 
to Raymond T. Kostecki $44; 506 Wash­ 
ington, Glenview, Theodore M. Klinka to 
Gerald T. Mindock $36; 500 Poplar D r., 
Glenview, Edward J. Welnetz to Jam es 


GE To Move 
To Centex Site 


General Electric has recently leased 
the Ampex building located at IO King 
St., Centex Industrial Park, Elk Grove 
Village. 
The 
building 
contains 
5,000 
square feet and is situated on a 30.000- 
square-foot site. The building was made 
available when Ampex Corp. decided to 
consolidate some of its operations in the 
area. 


General Electric is going to utilize this 
building for the sales and servicing of its 
General Electric and Hotpoint appliances 
for the north and northwestern suburban 
areas. 
General Electric was represented by 
Dwight L. Carhart, house counsel, from 
Louisville, Ky. The lessor was represent­ 
ed by M r. Jam es L. Marovitz of Leib- 
man, W illiam s, Bennett, Baird & Minow. 
Howard G. Krafsur and Robert A. 
Stone of Bennett & Kahnweiler Associ­ 
ates were the sole brokers in this trans­ 
action. 


WITHOUT QUESTION 


THE FINEST HOMES IN 
SCHAUMBURG 
KNIGHTSBRIDGE 


* x 


pm PTH fin MMM 
•iMTira® iPSsn! 


ESSEX 
4 
Bedrooms, 
2 V2 
Baths, Family Room, 
Full Basement. Imme­ 
diate Possession. 


FARMHOUSE 
4 
Bedrooms, 
2 V2 
Baths, Family Room. 
Full 
Basement. Pos­ 
session 
August 
15, 
1972. 


RANCHES, RAISED RANCHES, 
SPLIT-LEVELS, COLONIALS, 
3 - 5 BEDROOMS, 2V2-CAR GARAGES 


Va ACRE LOTS AVAILABLE 
FROM $15,000 - SEVERAL LA K E LOTS 
QSQ 
REALTY CO. 


EXCLUSIVE 
SALES AGENT 


Directions: Take Golf Rd. (Rt. 58) to Higgins Rd. 
(Rf. 72) West On Higgins To Churchill Dr., Follow 
Signs To Models. 


OPEN DAILY 
SAT. & SUN. IO 'til Dark 


Location Office 
882-4084 


M AIN OFFICE 
R.A.l. REALTY CO. 
41 5 S. ARLINGTON HTS. RD. 
Arlington Heights, HI. 
259-5555 


A. Giello $30.50 ; 319 Greenfield, Glen­ 


view, Geraldine P a rrilli to John W. 


McIntosh $43.50; 
245 Greenfield Dr., 
Glenview, John B. Moran to Loren E . 
Pickering, Jr . $44; 402 Glendale, Glen­ 
view, Robert A. Bamford to David M. 
Greenberg $32; 1308 Cariann, Glenview, 
Theodore R. Lisse to Phillip C. Zagon 
$65; 848 Glenwood Rd., Glenview, A. 
Brooks Naffziger to Dennis E . Sloan 
$56.50 ; 446 Glendale Rd., Glenview, Pa­ 
cific Isles, Ltd. to Gerald S. Wolfson $29; 
2627 Victor, Glenview, Loren E . Picker­ 
ing, Jr . To Ralph W. Doke $37.50; 9437 
Oliphant, Morton Grove, Carl Reid to 
Chas. D. Falco $47. 


7933 Beckwith, Morton Grove, Wrm. M. 
Kanoff to David Kuperman $55; 
7450 
Davis, Morton Grove, Richard A. Par­ 
melee to Peter M. Garite $37; 7446 Fos­ 
ter, Morton Grove, Sherwin E . Hurto to 
Jas. V. Infantino $31.50; 9510 Ozanam, 
Morton Grove, Sherwood D. M iller to 
Donald M. Silverm an $41; 9231 N. Cam­ 
eron Lane, Morton Grove, Esther L. 
Johnson to Hugh G. Pollock $31; 7220 W. 
Church, Morton Grove, Robert W illiam s 
to Dennis J. Sliwinski $38; 7901 Park, 
Niles, Jos. M. Carm i to Ronald Kleeblatt 
$44; 8216 S. Wisner, Niles, Chas. M. San- 
no to Nicholas Steblin $34; 8243 N. Mer­ 
rill, Niles, Robert P. Deering to Anthony 
R. Calarco $44; 8157 N. Osceola, Niles, 
Katherine Zaplatynski to Chas. Sanno 
$39.50 ; 8430 W. Clara, Niles, Larry F. 
Bork to Lucius A. Rylko $37; 8157 Over­ 


hill, Niles, Elizabeth J. W edrall to Leon 
H. Elsinger $28; 8517 Madison, Niles, 
Lloyd A. Erickson to Lovell R. Duhigg 
$43; 7810 Octavia, Niles, M arjorie J. 
Oberdas to Richard D. Blassick $33; 1112 
Austin, Park Ridge, Carrie Ranseen to 
John J. M urray $47.50. 


1851 Birch Lane, Park Ridge, Jos. M. 


Deering to Jos. D. Dyball $59.50 ; 430 N. 


Elm ore, Park Ridge, Richard Roch to 
Wm. J. W alker $44.50; 1122 Clifton, Park 
Ridge, Jos. Pratscher to Wm. DeRose 
$51.50; 1024 S. Aldine, Park Ridge, M er­ 
lin R. Doodin to J. E . Treadway $43; 808 
S. Cresent, Park Ridge, Ambrose Gain­ 
es, III to Jos. R. Hancock $28.50; 1535 
Good, Park Ridge, Olga J. Grassly to 
Lena Fina $39; 1116 S. Washington, Park 
Ridge, Robert P. Cornelisen to Thomas 
F. Crosby $45.50; 84 N. Dee Rd., Park 
Ridge, Gerald M. Mindak to Florence E . 
Engelund $34; 
940 Wilkinson Pkw y., 
Park Ridge, Douglas Mason to Chas. L. 
Hobbs, Jr . $40.50; 1471 N. Northwest 
Hwy., Park Ridge, Albert H. Prochnow 
to Bruno Ruciniewicz $55; 609 N. Semi­ 
nary, Park Ridge, Gerald P. Wynn, Jr . 
to W allace H. Erickson $40; 1415 W. Gar­ 
den, Park Ridge, Wm. M acFarlane to 
John O. Baudek $41; 516 S. Cumberland, 
Park Ridge, Em ily L. Mac Kay to Bruce 
B. Dales $33; IOO S. M errill, Park Ridge, 
Jack A. Smith to Sophie M. Anast $48; 
1413 Hoffman, Park Ridge, John O. Bau­ 
dek to Shelley Weisberg $30; 109 N. West­ 
ern, Park Ridge, Edwin J. Vaughan to 


Donald M artorelli $31. 
1515 Marcus Ct., Park Ridge, Geo. W. 
Wilson to Leonard Vitacco $45; 836 Hast­ 
ings, Park Ridge, Zygmunt Bejnarowicz 
to Elw ina A. Bejnarowicz $14; 900 Brook­ 
line Lane, Park Ridge, Em il G. Schmidt 
to Richard J. Brandt $58; 128 N. M errill, 
Park Ridge, Eugene F. Swanson to W al­ 
ter T. Chlipala $47; I N. Dee Road, Park 
Ridge, Paul Bledsoe to Frederick Bletzi- 
nger Jr . $69; 2121 Milton Ave., Park 
Ridge, Iver J. Lindquist to John W. Rich­ 
ardson $50; 419 Elm ore, Park Ridge, 
Frederick C. Zeisberg to Thomas J. 
Flynn $48; 1820 W. Stewart Ave., Park 
Ridge, John W. Richardson to Richard A. 
Ju litz $39; 731 S. Home, Park Ridge, 
Elizabeth S. Fisher to Roy H. Chiovari 
$35.50; 
920 S. Lincoln, Park Ridge, Arthur P. 
Rapacz to Wm. L. Davis $42; 514 S. Vine 
Ave., Park Ridge, Robt. A. Riley to Da­ 
vid P. Clark $38; 1313 Elliott St., Park 
Ridge, Bruce B. Dales to Allen T. Olsen 
$30; 231 N. Chester, Park Ridge, Peder 
Larsen to Gerhard D. Volkmann $37; 204 
N. 
Delphia, 
Park 
Ridge, 
Owen 
J. 
McCabe to Richard W. Prescott $27.50; 
1441 Talcott Rd., Park Ridge, Wm. D. 


Musselman Jr., to Vito Zanzola $35; 427 
S. Warren, Park Ridge, Kenneth D. Pat­ 
terson to Ed E . Ethridge $35.50. 
1025 S. Greenwood, Park Ridge, Julien 
A. Bors to Jos. R. Molignoni $39; 505 N. 
Rose, Park Ridge, Wm. J. Finucane to 
Peter 4. Ishu $40; -626 N. Overhill, Park 
Ridge, Wm. J. Seifried to Frederick J. 
Childs $49; 914 S. Chester, Park Ridge, 
Wm. A. Elliott to Richard W. Andre $52; 
HOI S. Lincoln Park Ridge, Virginia V. 
Gorey to Geo. W. Kelly $37; 7312 W. 
Greenleaf, Stephen E . Mack to Alan R. 
Ness $40; 
7900 N. Harlem Ave., Camiel J. W'all- 
aert to Paul Chodera $41.50; 8242 N. Oza­ 
nam, John L. Essers to Virginia M. No­ 
vak $28.50 ; 8748 Elm ore St., Judith L. 
Hartmann to Peter R. Boyko $69; 
8801 N. 
Oriole, Duane E. 
Lehnert 
to M artin Gaus $43; 8113 N. Osceola 
Ave., Ernest J. Aylesworth Jr. to Ed­ 
ward Eshoo $41.50; 1021 S. Sem inary, J. 
W illiam Anderson to Melvin C, Brent 
$53; 7451 Seward, Lina Wilken to Frank 
Tusikanec $90; 8151 Clifton Ave., Beverly 
A. Haas to Andrew C. Thelen $30; 194 
Michael John D r., Abram H. Cannon to 
Robt. J. Rigali $61.50. 
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Des Plaines, III. 
1275 Lee Street 


V A 7-1126 


• Dining 


• Meeting Keo nu 
• Bonnne? (teems 
• Pool 
• Cocktail lounge 
• TTO Units 


ONE CALL DOES IT ALL! 


21 Suburban Offices Circling Chicagoland 


/ r n * 
REA 
REALTORS 


FIREPLACE AND BAR 
Are both in the family room. 3 bedrooms, I fa. 
baths and 2 car garage. All located in Tim- 
bercrest. See this one now. 
‘39,500 
882-0700 


on Vi acre, large 4 bedroom center entry Colo­ 
nial. 2 Vi baths, first floor laundry room, full 
basement, 2 Vi car garage. This will sell fast at 
‘48.500 
882-0700 


PARK RIDGE 
Immediate possession, you can move into this 3 
bedroom brick Ranch immediately. Separate 
dining room, fireplace, and full basement. 
36.000 
253-7600 


CAN'T FIND A CLEAN ONE! 
Then see this 3 bedroom home with parquet 
floors, patio, attached garage. Included are a 
N E W kitchen range aud refrigerator. 
$3 1,900 
253-7600 
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Wm 
DO YOU LIKE ANIMALS? 
W ant to be your own boss? This might be the 
answer. Profitable budless, excellent location, 
plenty of parking. 
• v • 
$22,500 
359-5770 


ENJOY THE SUNSET FROM 
YOUR PRIVATE DECK 
Custom built I fa story hillside Ranch on 3 
acres. 7 rooms, 3 bedrooms, 2 baths/ 2 car 
garage. Too many extras to mention. 
‘69,900 
359-5770 


SOON . . . 
Rolling Meadows 
Mt. Prospect 
Hoffman Estates 


2163 S. Plum Grove Rood 
259 E. Rand Road 
Golf Rose Shopping Center 
359-5770 
253-7600 
882-0700 i n 


ASK ABOUT OUR EXCLUSIVE IRC EXECUTIVE TRANSFER SERVICE 


Fraud Fought By Repair Group 


Homeowners stung by repair rackets 
are turning increasingly to the safety of 
“ organized’* repairs, according to presi­ 
dent Ira Safer of American Homeowners 
Association. 
Milwaukee-based AHA is a national or­ 
ganization of homeowners, with divisions 


in major cities. The association provides 
approved repairmen for hundreds of 
home needs and combats fly-by-night op­ 
erators. 
“Almost every community has faced a 
recent repair scandal,” says Safer. “In 
Pennsylvania, 
more than 200 home- 


Real Estate Investment 
Trusts Are On The Rise 


Ever since they sprang into existence 
through an act of Congress IO years ago, 
real estate investment trusts have grown 
steadily as an investment tool and as a 
financial resource for the real estate in­ 
dustry. 
The idea was to give small investors 
with perhaps only a few hundred dollars 
an opportunity to participate in the dy­ 
namic real estate field with guidance 
from professional management firms. 
Real estate investment trusts, or 
REITs as they are known, have prolife­ 
rated and diversified. 
“ THIS CAN CAUSE a good deal of con­ 
fusion, especially among non-professional 
investors,” noted John W. Baird, presi­ 
dent of Baird St Warner Mortgage and 
Realty Investors, a publicly-owned over- 
the-counter trust which is headquartered 
in Chicago. 
He said there are basically three types 
of trusts: 
• The equity trust which owns office 
buildings, housing complexes, etc. 
• 
T h e long-term mortgage trusts 
which will participate in a pool of mort­ 
gages. 
• THE SHORT-TERM mortgage and 
development trusts which will lend mon- 
e y 
to 
build 
a 
property 
from the 
start until it is delivered to its ultimate 
owner. 
‘ ‘ And 
of 
course, there 
are 
hy­ 
brids which will combine their in­ 
vestment portfolio,” he said. 


“Just as with any form of investment, 
you should decide what your objectives 
are before you decide what kind of trust 
to choose,” Baird noted. 
HE EXPLAINED that the equity or 
ownership trust will generally have a 
slightly lower yield. But because these 
investments participate in the income of 
property and a share of profits if a prop­ 
erty is sold, there is more opportunity 
for growth and appreciation of your in­ 
vestment. Long-term mortgages gener­ 
ate a steady return. 
There is a slightly higher risk factor in 
construction and development lending 
and the yield can be a little better from 
shares in a well-managed construction 
lending trust. 
As a rule of thumb, you can expect to 
make about 8 per cent on your in­ 
vestment in REITs, about the same as 
average grade bonds, Baird said. 
“ BUT REAL ESTATE trusts have a 
better growth potential than most bonds 
and they have one distinct advantage 
over common stocks and even mutual 
funds. This is a factor known as lever­ 
aging — the ability to make money on 
borrowed money. REITs can make mon­ 
ey by borrowing and investing it at a 
higher rate of interest than they borrow­ 
ed it. Other securities simply don’t have 
this opportunity to leverage their equity 
to generate additional earnings.” 
Shares in R EIT ’s are purchasable 
through stock brokerage firms. 


All American Life In 
Leisure Property Field 


Following a meeting of the Board of 
Directors of All American Life & Finan­ 
cial 
Corporaton, 
announcement 
was 
made through E. E. Ballard, Chairman 
of the Board and Chief Executive Offi­ 
cer, of the corporation’s entry in the leis­ 
ure properties field. The newly formed 
leisure time company will operate as a 
wholly owned subsidiary. 
Franchising under the Holiday Inns 
system, the largest resort hotel complex 
in the industry, AU American Leisure 
Properties will acquire and develop leis­ 
ure properties concentrating at the pre­ 
sent time in recreational areas. 


The corporation now owns Holiday 
Inns at Deerfield Beach, Boca Raton and 
Delray Beach, Florida. Additional units 
are currently under option and negotia­ 
tions are proceeding for the purchase or 
lease of others. 
Gary E. Mede, Treasurer of the hold­ 
ing company, is President of AU Ameri­ 
can Leisure Properties Inc. and Richard 
J. Arnone, Vice President and Secretary. 
Arnone joined the AU American Fami­ 
ly of Companies last April. A graduate of 
Boston University, Boston, Mass., Mr. 
Amone’s business experience is heavily 
oriented to the development and oper­ 


ation of facilities similar to those which 
meet the franchising aims of AU Ameri­ 
can Leisure Properties. His most resent 
association was with a nation-wide firm 
engaged in the acquisition and construc­ 
tion of a motel chain, coast to coast. 
John W. Gardiner, President and Chief 
Operating Officer of the holding corpo­ 
ration said the plan to enter the leisure 
properties field is moving along very 
satisfactorily. Other priorities named at 
the beginning of the year are on sched­ 
ule. 
AU American Life & Financial Corpo 
ration, based in Chicago, is a financial 
holding corporation with major subsi­ 
diaries, including AU American Life St 
C a s u a l t y Company, General United 
Group, Inc. and O’Hare International 
Bank. 


Comfort’s Important 


In most parts of the country, notes the 
National Better Heating-Cooling Council, 
the indoor heating season lasts between 
seven and nine months. Heating, there­ 
fore, is the primary concern of the com­ 
fort system, and should be checked more 
closely when shopping for a new house. 
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NEW 
TOWN HOM ES 
FOR LEASE 
Casual living in the beauty of the Northwest countryside 
Peace. Quiet. Invigorating! 
N ew family townhomes with 2 large bedrooms, 
spacious living and dining room. Paneled rec-room, 
both a private patio and balcony along with a 
kitchen with all appliances—and all fully 
carpeted and air conditioned! 
Immediate occupancy 
Comfortable. Relaxing. Calm. 
Charming brick design with private yards, 
entrances and attached garage—all 
enhanced by b eau tifu l- 
artistic landscaping. 
Take a drive— this weekend to the 
’ quietness” of Brentwood East 
Model open weekends noon til 5 
or by appointment 


631 6 4 0 0 


owners were ‘taken’ by a roofing firm to 
the tune of $42,000. In Oregon, a widow 
lost $51,000 to ‘exterminaors.* In Illinois, 
a man had a driveway poured all over 
his back lawn for $500, and an 80-year- 
old woman paid $8,000 to phony ‘sewer 
inspectors.’ In a midwest state, a home­ 
owner is out $700 for non-working light- 
ning rods. Other homeowners have been 
stuck 
with 
sticky 
‘blacktop,’ 
peeled 
paint, dismantled heating systems, or un­ 
paid mechanics’ Uens when a transient 
‘contractor’ took off.” 
“ AHA was formed,” says Safer, “to 
protect the homeowner against rackets 
and to provide rehable and reasonable 
services under supervision.” The associ­ 
ation pre-screens contractors, and work 
is biUed only after a complete satisfac­ 
tion report is signed by the homeowner. 
While not a vigilante group, the associ­ 
ation warns its members and the public 
against racketeering “fixers” who offer 
phony bargains. 
“AHA members are safe from these 
hazards,” says Safer, “but the home­ 
owner who faces repairmen on his own 
has to be on guard. He should note li­ 
cense plates, not yield to pressure, not 
let unknowns into his home, and not take 
money from a bank for strangers.” 
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ONE OF THE MOST popular attrac- 
opment. Models of these apartment 


ions at Country Acres Apartments 
homes may be seen daily, IO a.m. to 


and Condominiums, in Des Plaines, is 


the large pool convenient to the sur­ 


rounding 
buildings 
of 
the 
devel- 


8 p.m., at Elmhurst Road ( Rt. 


2,000 feet south of Dempster Street 


83) 


British Firm 
Buys Building 
In Centex 
Bennett & Kahnweiler Associates 
recently announced that BSR (USA) Ltd. 
has purchased the new 2 0 ,0 0 0-square-foot 
building at 780 Lively Boulevard in Cen 
tex Industrial Park. The building is in 
the process of being completed according 
to BSR’s specifications. 
BSR, whose home base is in England, 
is the world’s largest manufacturer of 
automatic turntables and stereo com­ 
ponent systems. According to Ed Wen- 
nerstrand, regional manager, BSR chose 
this location because it was ideally suited 
for its midwest warehousing and dis­ 
tribution operations and would also ac­ 
commodate their new regional offices. 
BSR also purchased an additional 
44,000 square feet of vacant land adja­ 
cent to this building for their future ex­ 
pansion requirements. 
The total price was approximately 
$400,000. 
Harold Kruley, 105 West Adams St., 
represented BSR. Jack Pritzker of Pritz- 
ker Sc Pritzker was the legal counsel for 
the seller. 
D. J. Veto St Company are the general 
contractors and are currently completing 
the construction. 


T. A. BOLGER, REALTORS 
439-7410 
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QUIET STREET 


Roomy “ I" Shaped ranch. Sliding Glass doors to 
patio plus full cyclone fenced yard. 3 bedrooms, 
I ft baths, built-in oven and range. Carpeting in 
living room, dining room and kitchen. Parquet 
floors. Home is centrally located in the heort of 
the finest fomily community. 
$32,900 


CENTRAL AIR 
OUTDOOR BARBEQUE 


You can enjoy the benefits of home ownership as 
fast os you want in this 3 bedroom, I ft bath 
ranch. Completely repainted interior and exterior 
within last 6 months. New carpeting in kitchen 
•nd dinette. Ref. and dishwasher inc!. Large mas­ 
ter bedroom for that king size set. Low taxes, 
fenced yard, mature landscaping, quiet street, 
attached garage with extro storage area. 
$33,900 


Elk Grove Village 
Elk Grove Village 
AM*®®* 


RARE FINO IN ELK GROVE 


This home is incomparable. A home just as nice 
as you would want to find. Enjoy the summer in 
the private backyard with built-in W eber grill, 
water fall and excellent landscaping. All carpet­ 
ing stays. Storms 4 screens, built in oven 4 
range, drapes and curtains, storage shed. 3 bed­ 
rooms, I ft baths, family room. 
$34,900 


Elk Grove Village 


LOCATION IS HERE 


You will be able to walk to shopping center, 
movie theater, 
swimming 
pools 
and 
grade 
school. 3 bedrooms, I Vi both*, big kitchen with 
roomy eating area, built-in oven 4 range, por­ 
table dishwasher and much more. Over $2,000 in 
landscaping in front and back yard which is also 
fenced. Inside of home was recently redecorated. 
$34,900 


rove VHI 


WITH OUR COMPLIMENTS 


Never so much luxury for so little! This beautifully 
landscaped ranch features 3 carpeted and drap­ 
ed bedrooms, I Vt luxury baths, modern in-line 
kitchen with generous dining area, extensive use 
of warm mahogany paneling combined in the 
right proportions with expensive wall covering. A 
Florida room addition adds to the “ livability" of 
this charming home. Fenced yard and outside 
storage shed. Garage attached with electric door 


opener 
$35,900 


W p m 


EXCELLENT LOCATION 


3 bedroom ranch, I ft baths. W alk to grade and 
Jr. High, pork and year 'round swimming pool 
complex plus shopping center and theater. Sod­ 
ded lawn, extro large patio. Bookcases in 2 
bedrooms. 
CENTRAL 
AIR. 
Garage 
insula*:d. 
Double drivewoy. February possession. 
$35,900 
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FULL BASEMENT!! 


Beautifully maintained 3 bedroom ranch with full 
basement. Provisions for second bath in base ■ 
ment. Heavily carpeted and draped. Furnace 3 
yfears old. Built in oven and range. Large lot 
close to elementary schools and shopping. This 
exceptional home is a must to see. 
$36,900 


Elk Grove Village 
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DECORATOR'S OWN HOME 


This complete home has been repainted from 
baseboard to ceiling. W alltex base has been 
installed tastefully thruout entire home. Enjoy this 
home with the fireplace in its family room by just 
moving your furniture in and turning your TV on. 
Large corner lot. 3 bedrooms, I Yi boths, washer, 
dryer, refrigerator. 
$39,900 


Elk Grove Village 
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IMMEDIATE POSSESSION 


This 3 bedroom Cape Cod has 2 full baths, a 
separate formal living room and dining room, 
built-in kitchen, dinette area, separate utility 
room, 2 car garage with separate storage area 
and a family room 18x12 with sliding glass 
doors to the potio. 
$41,900 


Elk Grove Village 


- ' • 


I i i i w 
H 
t 
I B 
P 
" 


TOP OF THE LINE 
RADCLIFFE 


This home features very attractive decorating 
thruout. Cork entryway paneled and beamed 
ceiling in family room. Breakfast bar in kitchen. 
Carpeting, drapes and curtains thruout. 2 baths, 
2 car attached garage. Yard is 141 feet deep 
and completely fenced in. Superb landscaping. 
Ideal location. 
$41,900 


Elk Grove VHIoge 


CENTRAL AIR 


4 bedroom, 2 bath raised ranch. Beamed ceiling 
in living room. Recreation room is 25 x 17 with 
wet bar, range and ref. inc!., sep. laundry room. 
Large sundeck off kitchen, 2 car attached ga­ 
rage. Rough sown cedar and brick exterior, plus 
a patio and porch. Excellent location for grade 
school and playground. 
$42,900 


Elk Grove Village 
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A HOME DESIGNED 
FOR REAL LIVING 


CENTRAL AIR. Enjoy the splendor and luxury of 
this attractive 3 bedroom ranch located in Elk 
Grove Village's Lake Area, ll features the most 
desirable of family rooms, uniquely decorative 
kitchen, 2 full baths, carpeting and draperies. 
Large 2 car insulated garage for the Stutz and 
Volkswagen. Excellent location, lake privileges. 
$42,900 


Schaumburg 
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EXCELLENT LOCATION 
+ LAKE RIGHTS 


Raised ronch that offers everything you want. 
Tastetully decorated thruout. W alk to schools. 
Medical Center, shopping and hospital. 4 bed­ 
rooms, 2 full baths, 2 ft car attached garage. 
Paneled family room with beam ceiling and wet 
bar. (Lower level could be used os an in-law 
arrangement if desired). W alk to lake Cosman 
and go sailing. 
$43,900 


Elk Grove Area 


STANDARD OF EXCELLENCE 


lf your taste runs toword Early American, this 
Cape Cod will head your preferred list. H boosts 
3 large bedrooms, a $tudy-4th bedroom, beau­ 
tifully ook beamed family room, 2 full luxury 
baths, luxury carpeting and draperies, 2 car 
attached garage, privacy enclosed patio and 
separate utility room. Location second to none. 
$41,900 


im jm m 
SPANISH RANCH 


Family room with beamed ceiling, paneled walls, 
fireplace, sliding glass doors which lead to large 
patio and beautifully landscaped large yard. 
Carpeting in living, dining, hall and all bed­ 
rooms. Don't suffer with hot humid days any 
longer. This home has central air for the pleasure 
and comfort of your family. 3 bedrooms, 2 full 
baths, family room, large living room with cath- 
ederal ceiling. Formal dining room. 2 car at­ 
tached garage. 
$43,900 
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•A ACRE CUSTOM BRICK RANCH 


Immediate possession is available tor you in this 
remarkable 3 bedroom, 2 full bath custom built 
home. Combination crawl space and partial 
basement. Country living yet dose to Elk Grove 
Village and convenient shopping. Slate foyer oak 
floors and trim thruout. 2 zone hot water 
baseboard heat. 2 ft 
ar attached garage 
heated, has running water and electric gar. 
opener. Entire rear yard is chain link fenced. 
Ready made veg. garden ready for you to har­ 
vest. Beautiful, mature landscaping. Much, much 
more. Call for additional information. 
$46,900 
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AS MODERN AS TOMORROW 


This 4 year old raised ranch is almost unique in 
today's housing market. It combines the sheer 
luxury ond conveniences of modern day living 
with ft acre of rustic splendor in a semi rural 
environment. Hardwood floors thruout, wooden 
window sash, brick and aluminum siding. Three 
bedrooms, fireplace, 2 baths, family room, large 
utility room, 2 car attached garage with electric 
door openers, loads of storage space ond a 
beautiful swimming pool. Taxes only $734. 
$43,900 


INCOME PROPERTY 


This Cape Cod style home Has the ability to let 
you eat your cake ond still have it. 1st floor unit 
has 3 bedrooms, I bath, large living room with 
wood burning fireplace. 2nd floor with separate 
entrance, 2 bedrooms, I bath, living room ond 
kitchen. Full basement, 2 cor attached gorage. 
Nice neighborhood, immediate possession. 
$35,900 
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WE'VE FOUND IT! 


The perfect starter home. 2 bedrooms, I ft baths 
full basement. Color coordinated stove and re­ 
frigerator. Hardwood floors, carpeting in Ii vine 
room ond stairs. Less than mile to train. You'ii 
love the use of the Olympic size swimming pool, 
tennis courts and clubhouse. Monthly $25.00 fee 
includes maintenance of outside of home. 
$22,990 


CAREFREE LIVING 


will be your way of life in this 3 bedroom, I ft 
' bath centrally air conditioned townhome with full 
basement. The outside of the home is maintained 
for you so you and your family con enjoy the 
Olympic size pool, Clubhouse, tennis courts, fish­ 
ing in lake, etc. $25.00 monthly fee covers every­ 
thing. AM-FM plus intercom to every room, car­ 
peting, stove, refrigerator, less then mile to train, 
A complete home for the young at heart. 
$26,500 
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T. A. Bolger 
Broker 
Elaine Anderson Jim Sarontakos 
Broker 
Ro Sharp 
Kay Petersen 
Dale Hodowoy 
Bob Durning 
Warren Smedley * 
Jim Dustan 
John Lindsay 
$1,000,000 Broker 
$1,000,000 Broker $1,000,000 Salesman $1,000,000 Salesman 
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MT. PROSPECT EXPERTS IN H O M EFIN D IN G 
Standing, left to right — Dick Geist, Donna Patton, Ron Wittmeyer, Adrienne 
Mades, secretary; Lorraine Regula, Ray Golemo. Seated, left to right 
— 
Candy Bowen, Ruth Walker, Dorothy Strzelecki, Gertrude Ableiter 
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ONE OF A KIND 
3-bedroom, 2-bath raised ranch with 
family room, fireplace, full basement 
& utility room, 2 built-in ranges & 
oven, dishwasher, carpeting & drapes. 
Swimming pool & 2 garages. 
$40,000 
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ONLY 
HOMEFINDERS 
IN 
NORTHWEST 
SUBURBAN 
AREA 
MEMBER OF 
AMAZING ERA! 
See this space next week for 
invitation that will astound you! 
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LIVE and LET 
I 
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Consider this sharp 
in­ 
come property. Ideal Ar­ 
lington Heights location. 
Five 1-bedroom units and 
potential efficiency. 
$92,000 
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TIRED OF SMALL BEDROOM S? 
See this spacious Colonial with 3 gi- 
ant-size bedrooms that could be di­ 
vided if desired. New kitchen with 
sharp cabinets & pantry. 2 baths, en­ 
closed porch. Quiet dead end street. 
$38,900 


Top Salesman Of 
Month Is Named 


One of the newer members of Role 
Real Estate, Ltd’s team has been named 
top salesman for the month of July in the 
Wheeling office. 


Edward R. Rezek Jr., 209 E. Circle 
Dr., Prospect Heights, who joined Hole 
as a sales associate last January has 
achieved a volume of over $300,000 dur­ 
ing the past month, according to Tom 


Edward 


Rezek Jr. 


Jakubik, manager of the Wheeling office. 
Rezek, a member of Northwest Subur­ 
ban Board of Realtors, had been a sales 
instructor and manager with two other 
real estate firms in the area before join­ 
ing the Kole organization. 


A native of Chicago, he graduated 
from St. Thomas Military Academy and 
attended The University of Illinois from 
1958-62. Very active in community affairs 
since moving to the northwest suburbs, 
Ed is currently External Vice President 
of the Prospect Area Jaycees, area rep­ 
resentative for the Prospect Heights Im­ 
provement Association, and president of 
the Prospect Heights Annual Appeal. 
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W HAT YO U SEE 
Is what .you get!! Carpeting in living 
room, hall and 2 bedrooms, drapes, 
sheers and stove. Remodeled bath. 
3-bedroom ranch, 1 !/2-car garage. 
$28,900 


glglPI ' 


kt. 


I 


W WI 
rn 


IF S THE REAL THING 
Brick & stone 4-bedroom split, IV 2 
baths. 1 + car garage, paneled family 
room, colored oath fixtures. Cyclone 
fenced yard. Walk to schools & park 
P°o1* 
$42,000 
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G O IN G , GO ING , GONE! 
This 3-bedroom split with 2-car ga­ 
rage, central air & LOW TAXES will go 
fast. Built-in oven-range, dishwasher,' 
carpeting, drapes, curtains & water 
softener included. 
$29,900 
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MEMBER - Northwest Suburban Board of Realtors, Elgin Board of Realtors, 
M.A.P. Multiple Listing Service, Town & Country Coop. Listing Service. 


NOW SHOWING 
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WARM & WONDERFUL 
Center entry Cape Cod has many custom features. Newly remod­ 
eled family kitchen, formal dining room, ceramic bath, family 
room plus Florida room. Fireplace, full basement, 11/2-car garage. 
3 bedrooms, 1V2 baths. Walk to everything! 
$44,900 
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LAKE FRONT LOVELY 
Relax by a crackling fire and enjoy a 
E 
anoramic view of the lake. W ooded 
>t with 200' lake frontage. Beautiful 
brick home with 6 enormous rooms. 2. 
bedrooms, V/i baths, paneled family 
room 
plus 
rec. 
room. 
Built-in 
oven-range, carpeting, drapes & cur­ 
tains. Enjoy water sports winter & 
summer! 
(63,900 


D RAM A TIC CONTEMPORARY 
8-room builder's model. 3-4 bed-, 
rooms, 2 ceramic baths, 2 + garage 
with electric door opener. Full base­ 
ment, fireplace, central air, 40' family 
room, wrought iron spiral staircase. 
Carpeted thruout including kitchen, 
tiled foyer. Washer & dryer. 
$58,900 


TRES BIEN 
Nine room custom-built split-level 
with charm plus! Walk-to-everything 
location. 5 king-size bedrooms. Gen­ 
erous closet space. 2Vi ceramic baths 
with vanities. Pecky cypress family 
room, 2 fireplaces, 2-car garage. 
$53,900 


YOU'LL LOVE IT! 
Tree-lined street & lushly landscaped 
grounds. Oak floors, natural trim, 
paneled dining room, family room & 
den. 7-room bi-level, 3 bedrooms, VA 
ceramic baths. 2!/2-car garage. Built-in 
oven-range, disposal, drapes in living 
amine room. 
(44.900 
room & dining 


D O IT IN STYLE 
in this completely renovated 2-bed­ 
room, 2-batn home with many special 
features. Prime Arlington Heights lo­ 
cation. Lovely vVt acre lot. 2-car ga­ 
rage. Built-in oven/range, carpeting, 
drapes, curtains thruout. Washer and 
$44,900 dryer. 3 air conditioners. 
$32,900 


FAMILY AFFAIR 
Privacy for everyone in this 11-room 
Colonial. 5 bedrooms, 2Vi baths, 2-f 
car garage. Full basement, central air/ 
den, enormous family room and utility 
room, fireplace. Outstanding location, 
countless extras. 
$51,500 
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TW O FOR THE PRICE OF ONE 
O r may be purchased separately. Ideal 
for a starter or retirement home with 
income. 1 - 2 bedroom 5-room home 
and 1 - 4 room home, each on 50x135 
ft. lot. $11,900 for smaller home or 
both for 
$27,900 


PALATINE PENTHOUSE 
Luxurious 2-bedroom, 2-bath con­ 
dominium on top floor overlooking 
lake St pool. Thermopane windows & 
central air. Quality carpeting, drapes 
& curtains, stove with double oven, 
dishwasher, disposal. Carpeted ter- 
$35,500 
race. 
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PERFECTION PLUS 
Lovely 8-room raised ranch. 4 bed­ 
rooms, 2Vi ceramic baths, 2-car ga­ 
rage. Central Air & humidifier. Large 
family room with fireplace & built-in 
bookcases. 
Beautifully 
equipped 
dream 
kitchen. 
Quality 
carpeting, 
draperies & 
curtains. Professionally 
landscaped. 23x20 patio. 
$46,900 


RAINY DAYS 
W on't change barbecue plans. Freshly 
painted 3-bedroom ranch with 1 + car 
garage, has covered 20x12 patio. Walk 
to schools, park and shopping. Stove,' 
disposal, carpeting, drapes and cur­ 
tains. 
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R O O M Y 
As only a Colonial can be! 4 bed­ 
rooms, 2Vi baths. 2-car garage, full 
basement, covered patio, family room. 
Hardwood floors. 
$47,500 


DOUBLE YOUR PLEASURE 
In home ownership by having some- 
land. 100x521 lot with this 4-bedroom 
Cape Cod. 2-car garage. A real coun­ 
try home with lots o f trees, including 
pear & apple. 
$35,400 
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BRICK RANCH 
ARLINGTON HEIGHTS 
Ideal for young family or retirees de­ 
siring low maintenance. 3 bedrooms,. 
1 + car garage. Carpeting and air con­ 
ditioner. 
$27,900 
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WHEEL TO DEAL 
Promptly on this 8-room raised ranch. 
4 bedrooms, 2 baths, 2-car garage, 
12x10 porch. Sharp as a tack inside & 
out. Built-in oven-range, dishwasher, 
disposal. Carpeting in dining room & 
family room, electric garage door 
opener. Water softener & humidifier. 
$43,400 
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HIGH, W IDE 'N H AN DSO M E 
Raised ranch, 4 bedrooms, 3 baths, 2-f- 
car garage, 25x20 family room with 
stunning fireplace. Carpeting, drap­ 
eries, all appliances, water softener, 
humidifier, electric garage door open­ 
ers. Large patio & gas grill. 2 porches, 
one oft master bedroom. Beautifully 
landscaped. 
$48,900 


M AKE A FRESH START 
in 
this 
8-month-old,* 
3-bedroom, 
2-bath ranch with attached 2-car ga­ 
rage. Beautiful condition and location 
— •Lacks up to park. Beamed ceiling in 
family room. Stove, carpeting and cur­ 
tains included. 
$36,900 


I 


im 


VALUE PLUS 
in this 3-bedroom ranch with new­ 
ly-painted interior and new aluminum 
siding 
on 
exterior. 
Mature 
land­ 
scaping and fenced yard, 12'x45' patio. 
Lots o f extras included. 
. 
$qq 


H O W NEAT IT IS! 
Beautifully decorated, lovely carpet­ 
ing, drapes & shutters. Sharp 3-bed­ 
room, 1V2-bath duplex. Stove, refrig­ 
erator, dishwasher, disposal & water 
softener included. 
Patio & 
fenced 
7ard* 
$27,900 


New Real Estate 
Training Course 
Begins 
Se. 18 


A new training course open to anyone 
interested in learning real estate prin­ 
ciples will begin September 18 at Kole 
Real Estate, Ltd., 203 E. Rand Rd. in 
Mount Prospect. 


Under the leadership of Larry Ham, 
Hole’s director of personnel and training, 
the three-week course will meet Monday, 
Wednesday and Friday evenings from 
7:00 to 10:00 p.m. 


Following the three-week session on 
the basics of real estate, there will be a 
thirteen-week salesmanship course meet­ 
ing two nights a week. This is the third 
year Kole Real Estate, Ltd. has offered 
this complete training program for the 
novice in real estate. Tile instruction is 
given without charge by the Kole organi­ 
zation, which maintains six offices in the 
northwest suburbs. Students pay a fee of 
$35.00 to cover the cost of classroom ma­ 
terials. 


For further information, or to register 
for the training course, call Larry Ham 
at Kole’s executive office in Mount Pros­ 
pect, phone 394-9600, between the hours 
of 9 a.m. to 6 p.m. 


New Manager Is 
Named By Kole 


New sales manager of the Mount Pros­ 
pect office of Kole Real Estate, Ltd. is 
Kenneth Arthur MacDonald of Arlington 
Heights. 


Publisher of Chicagoland Food News 
and a Channel 26 television personality, 
MacDonald was associated with Robert 
A. Kole, president of the firm, from 1965- 
67, and rejoined the organization in June, 
1972. In the interim, he sold real estate 
with Stark and Arlington Realty. 


MacDonald is a native of East Detroit, 
Michigan, and attended Wayne State 
University in Detroit. 
Gof, fishing and real estate are his 
special interests, and he is a member of 
Mason, Shrine, Moose, Scottish Rite and 
several other organizations. 


Dovenmuehle OKs 
Loan Of $460,000 


A mortgage loan to the amount of 
$460,000 has been arranged by Doven­ 
muehle, Inc. to refinance and enlarge an 
existing industrial building in Arlington 
Heights, it was announced by Robert E. 
Kenney, assistant vice president (rf the 
Chicago mortgage banking firm. 


Known as the Carboy Building, it is 
located at 1621 Carboy Rd., in the Elm- 
hurst-Algonquin Industrial Park in Ar­ 
lington Heights. The original office space 
of 8,000 square feet has been enlarged by 
reallocation of areas to form 14,000 
square feet of office space. The size of 
the building has been increased by ap­ 
proximately 3,500 square feet, creating 
total usable space of 40,445 square feet. 


Kenney, who handled the transaction 
for Dovenmuehle, said the term of the 
loan is 25 years. The sponsor is the Har­ 
ris Trust and Savings Bank, acting as 
Trustee. 
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FOUR OFFICES TO SERVE YOU FROM 9 A.M. TO 9 P.M. 


205 S. ARLINGTON HTS. 


IT S NOT A BIRD ... 


H's Sup e r home! This well constructed tri level boasts 
4-5 bedroom s, basement, 2 Vi baths, I V i-car ga ra ge . 
Stove, carpeting, drapes, freezer, 2 refrigerators, plas­ 
tered w alls and set on a super-sized lot that could be 
divided. Low taxes. 


Call 359-6030 
544,900 


H 
I 


A HOP, SKIP AND A JUMP 


will bring you to schools, shopping, trains and park 
from this fine 3-bedroom C a p e C o d with 2 baths. I -cor 
ga ra g e , separate dining room an d a full basement 
waiting for your handywork. Fenced yard. 


Call 2SS-8440 
.535,900 


f l i t e * . , 
BE A PRINCE ... 


and make your wife feel like a princess in this go r­ 
geous, spotless, spacious raised ranch. Fireplace, appli­ 
ances, carpeting, drapes and central air are included. 
A huge family room and rec. room, 3 bedrooms, 2 Vi 
car ga ra ge , vast kitchen with eating space for a royal 
family. 
Call 529-0300 
$38,900 


DOWNTOWN 


Ideally located I block from downtown Palatine, this 
neat 3 bedroom ranch with 1 Vi car ga ra g e should sell 
fast. Home is built on I Vi lots adjacent that could be 
divided. Immediate possession. 


Call 359-6050 
$32,900 


LIMITED APPEAI 


but what appeal! This delightful condominium is the 
epitome of luxurious living in Regency Park. Private 
lake, swimming pool, tennis and golf privileges. All 
appliances, deluxe carpeting, 
drapes, curtains. 
For 
people who like the carefree life! 


Call 541-4700 
$30,100 
HiMETHIIN 
I lust Listed 


BIG VALUE - LOW PRICE 
The grow ing family will find this 3-5 bedroom ranch 
with full basement, I Vi baths and 2-cor ga ra ge most 
attractive. Large rec. room, carpeting, drapes, stove, 
two air conditioners and low taxes. Close to schools 
and shopping 


Call 255-8440 
$33,000 


BE PRACTICAL 


See this sensible ranch with go o d floor plan, sep. dining 
area, large kitchen, 3 bedrooms, I Vi 
baths, 
I -car 
garage, carpeting throughout, many extras. Neat and 
dean inside and out. Pull down stairs to attic provides 
storage. Real nice. 


GARDEN OF A H S 


A beautifully landscaped lot with m any flowers end 
roses frame this lovely 3-bedroom bi-level. Lorge rec. 
room with bar could be divided for fourth bedroom, 
I Vi baths, I Vi -cor garage , basement and low foxes 
make it an excellent buy. 


Call 255-8440 
$33,900 
Call 359-6050 
$32,000 


BEING CLOSE 


isn't alw ays bad. This nifty home is only walking dis­ 
tance to shopping and troin. Separate dining room, full 
basement. 3 large bedrooms, stove, carpeting, low 
maintenance exterior ond low taxes moke it attractively 
economical. 


Call 359-6050 
$29,900 


HERE IT ISI 


A 3-bedroom ranch with full basement and I Vi -car 
g a ra g e for under $30,000. Lorge kitchen with good 
eating space 
Nice neighborhood, excellent schools, 
cyclone fenced 
yard, 
established 
landscaping. 
Low 
taxes. 


Call 541-4700 
$29,900 
Coll 359-6050 


SECLUSION AND COMFORT 


in this completely redecorated 3-bedroom ranch with 
I Vi 
baths, 
I Vi -cor garage , located on nice quiet 
cul-de-sac. Gorgeous shag carpeting, drapes, ap p li­ 
ances, TV antenna brings in Bear Gom es. Absolutely 
beautiful. 


Call 529-0300 


IT S A NICE PLACE TO VISIT ... 
A N O YOU'LL W A N T TO STAY! Charm ing split-level 
located in one of the nicest areas of Arlington Heights 
has 3 bedrooms, 2 full baths, attached garage, pan ­ 
eled family room and bar. Nice patio with ga s bar­ 
becue, carpeting, drapes, central air, more. 


$41,500 
IN BUFFALO GROVF 
S41-4700 
237 W. DUNDEE RD. 


AM ID VERDANT SPLENDOR 


Charm ing brick home with 3 bedrooms, 2-car ga ra g e 
and full basement in a nice quiet neighborhood with 
mature trees. Interior just painted, plaster walls, hard­ 
w ood floors. Beautiful fenced lot. Adjoining lot for sale 
also. 


Coll 3S9-6050 
535.000 


"L" IS FOR LOVE 


and Love has been lavished on this gorgeous l-ronch 
home. Fireplace, magnificent carpeting and drapes, 
appliances and central air with 3 large bedrooms, 2 
full carpeted bathrooms, 2-car ga ra ge Only 8 months 
old — still under builder's warranty, who will grade 
and seed lot. Excellent floor plan. 
Call 541-4700 
$42,600 


•jr i s ' 


A NEAT TREAT 


Immaculate 3-bedroom ranch with extensive use of 
w allpaper and paneling make it a decorator s delight. 
Good-sized family room, separate dining room, I Vt 
baths. I Vi -car garage . New carpeting, drapes, stove. 
M ature landscaping, fenced yard. 
Call 541-4700 
$31,900 


TEA FOR TWO ... 


or three in this delightful 2 bedroom brick ranch with 
garage, separate dining room, screened porch, stove, 
refrigerator. A great starter or retirement home in top 
Arlington Heights location. 
Call 255-8440 
$27,500 


HdMETOhii 
lu st Listed 


STATUS SYMBOL 


O w n this stately colonial in superb Scarsdale A unique 
find, beautifully maintained, with 3 lorge bedrooms, 
full basement, garage , sep. din. room, two fireplaces, 
rec. room. Extras include carpeting and drapes. Ex­ 
cellent landscaping, patio. Unmatched elegance ond 
charm. 
Call 255-8440 
$54,90 
IN PALATINE 


IF YOU CAN'T TAKE... 


one more day in on apartment then see here — this 
dollar stretching 
immaculate 
3-bedroom 
ranch 
with 
2 V i-cor ga ra ge is right for you! Stove, carpeting, w ash­ 
er & dryer all stay. Mature landscaping. Low taxes, too! 


Coll 529-0300 
527.500 


I ififttfi HIS 
•’ 
SCOTCH COTTAGE 


lf you're thrifty this 3 -bedroom ronch with ga ra g e will 
delight you Save on rents — save taxes Lorge kitchen 
with lots of eating spoce. Fenced yard, storage shed, 
fire alarm system, stove and carpeting. W alk to school 
and park. 
Call 529-0300 
$26,500 
Hi■NEIDI n 
I lu st Listed 


ELECTED FOR TODAY 


C ast your vote on this super deluxe 4-bedroom brand 
new colonial. Partial basement. 2 V* 
baths, 2 Vi 
car 
garage , deluxe carpeting & drapes, color-m atched a p ­ 
pliances, C EN T R A L AIR and nice fam ily room. Nicer 
than new. 


Call 541-4700 
$51,900 


IU Elim 
lust Listed 


CREAM OF THE CROP 


The most popular model, the lovely ’ Essex'' 3 bedroom 
ranch with I I i baths, 2-car garage, beautiful fam ily 
room with fireplace, patio with ga s barbecue, neat 
landscaping, it also includes stove, dishwasher, deluxe 
carpeting, drapes and curtains and C EN T R A L AIR C on ­ 
venient to everything location on serene cul-de-soc. 
Call 255-8440 
$39,500 


WA . “’•'x.'- ~ 
M ANY TIMES ... 


we hove been asked about such a home as this: A 
4-bedroom ranch on a Vi acre with 2 Vi -car g a ra g e 
and an in-town location. Very clean with go o d carpet­ 
ing, appliances, fomily room. I Vi baths. 2 oir condi­ 
tioners, mature landscaping, rec. room ond a 3 2 'x I6 ’ 
in-ground pool. Convenient. 
Call 359-6050 
543.400 


A JAMIL' 
A super 39 6x15.0' living room-family room make this 
charming 3-bedroom ranch a delight for the close knit 
family. Excellent construction, hardw ood floors, bay 
windows, large lot, 2 V i-car garage , fireplace, carpet­ 
ing and many extras make this worth your inspection. 


Call 359-6050 
$37,900 


NR 'S 
rn fee I 
| 
s ' 


INVEST IN THE BEST 


Superbly maintained oil brick 3-fiat — 
1st floor 2 
bedrooms; 
2nd 
and 
3rd 
floor 
3 
bedrooms. 
Each 
spacious apartment has carpeting thruout, 2 full baths, 
stove, refrigerator, colored plumbing, security locks. 
Tenants pay utilities. Close to commuter trains. Only I 
year old. 
Call 541-4700 
590,900 
359-6050 
It S. BOTHWELL ST. 


HiinfillI n 
lu st Listed 
A STURDY LOOK 


All brick 4-bedroom ranch with full basement offers you 
lots of space. Carpeting, drapes and appliances includ­ 
ed. Large rec. room, porch, go o d landscaping and 
excellent location combine to make this recently pointed 
home worth your inspection. 


PARADISE FOUND! 


In this top Pioneer Pork location, a beautiful 5 bedroom 
split-level with 3 baths, 2 *i -car garage , fireplace, cen 
tral air, carpeting & drapes, large dining ”1" ond big 
kitchen, lovely fomily room. Excellent landscaping. A 
real find! 


COME SN OUT! 


Get out where the air is clean and enjoy country living 
in this brick, freshly painted 3-bedroom split-level with 
I h baths, attached garage, dining " I , " and family 
room You'H enjoy the K acre lot ond appreciate the 
low taxes. Immediate possession. 


Call 359-6050 
$39,500 
Call 255-8440 
$65,500 
Call 359-6050 
$41,000 


A SUNNY ADDRESS 


goes along with this magnificent 3-bedroom split-level. 
Interior professionally decorated, kitchen remodeled 
and includes all appliances, plus new washer & dryer, 
freezer, stockade privacy fence, 2 baths, heated 2-cor 
ga ra ge , central air. Take a look! 


Call 359-6050 
$49,900 


PRIZE WINNER 


The Best Housekeeping Aw ard should be given to the 
lady in this beautiful 4-5 bedroom split with 2 W baths. 
2-cor goroge, partial basement, finished fomily room 
ond additional 
kitchen 
on 
lower 
level. 
Carpeting 
throughout, much, much rnore — even underground 
sprinklers. 
Call 529-0300 
' 
547,900 


NEEDS A LITTLE HELP ... 


but has great Arlington Heights location. Older Cope 
C o d with 2 bedrooms. 2-car garoge, full basement on 
a wooded Vk -ACRE LOT. M a n y fruit trees, la w n equip­ 
ment stays plus lorge storage shed W orth seeing. 


Call 255-8440 


16 LARGE CLOSETS 


in this fantastic 3-bedroom split level with 2 baths, 
2 Vj -car garage, sep din. room, large kitchen, spacious 
family room, basement, appliances ond many, many 
extras Mointenance-free exterior, spotless interior. 


Call 359-6050 
$42,900 
‘-it........ h ~ 
: 
HiMEEDI n 
lust Listed 


IN SCHAUMBURG 


MINIATURE ESTATE 


Superb custom built brick & stone ranch, with 2-cor 
g a ra g e an d full basem ent on meticulously landscaped 
acre lot in beautiful Scarsdale. Two orchard stone 
fireplaces (one is a see through), central air, 3 large 
bedroom s, huge finished rec. room, TV room with wet 
bar, fireplace, much more. Im m aculate1 
Call 529-0300 
$85,900 


THE WINTHROP WAY 


A new style of living in the odult community of W inth­ 
rop - enjoy this luxurious ronch condominium with 2 
vast bedrooms, 2 baths, 2-cor garoge. basement, fire­ 
place. central oir, appliances, carpeting & drapes. Pri­ 
vate courtyard. Absolutely beautiful ond maintenance 
free. Assumable m ortgage. 
Call 541-4700 
549.500 


STEP INTO A DREAM ... 


From a large foyer you have access to the huge liv. 
room and dm room, big modern kit., both. fam. room 
an d study. Second fir. has master bdrm. suite pius 3 
more spacious bdrms. & 2 full baths. Crptg 
thruout, 
central air, appliances, full bsmt Beautiful landscaping, 
patio, 2-car garage . Ti finished. 
Cad 359-6050 
$65,900 
335 W. WISE R 


mi* 


BUILDER S OWN HOME! 
Quality construction throughout in this spotless contem­ 
porary split level with 3 large bedrooms, I V6 
baths, 
2 Vz -car garage, basement, stained gloss entry, gleam ­ 
ing hardw ood floors, lush carpeting, many expensive 
fixtures, cathedral ceiling with raised balcony dining 
room More. Com e ond see. 
Cad 529-0300 
$48,900 


WANT TO 
BUILD 
YOUR OWN? 


CALL US ABOUT OUR LARGE 
SELECTION 
OF 
VACAN T 
LOTS 
AND 
NEW 
HOMES 
WITH 
WIDE 
RANGE 
OF 
PRICES. 


TWO MULTIPLE LISTING SERVICES 


M a p Multiple Listing 


Northwest Multiple Listing 


Satisfying Custom ers For O ve r 2 0 Years 


Two Offices A n d Still G ro w in g 


G u a ra n te e d Sales Program 
I 8 IO E. Northwest Hwy., Arlington Heights 
255-3535 
REALTORS 


Briefly on Business 


. 
by LEA TONKIN 


RISING TAX RATES and widely publi­ 
cized inequities in the rates are produc­ 
ing an Investor Fear Syndrome, accord­ 
ing to Jerom Salzman, president of the 
Illinois Council of the Society of Ameri­ 
can Registered Architects. Salzman ex­ 
pressed architects’ concern at a recent 
Cook County real estate assessment 
hearing, held in Chicago. Investor reluc­ 
tance results in less new building, less 
modernization of existing facilities and 
less replacement for obsolescence, ac­ 
cording to Salzman. Urging the place­ 
ment of a maximum limitation on prop­ 
erty tax, he added that further incentives 
to encourage new construction and mod­ 
ernization programs should be adopted in 
cooperation with architectural, real es­ 
tate and appraisers organizations. 


Bredehoft Heads 
Banking Division 


Lambert W. Bredehoft, 2260 Longacres 
• Ln., Palatine, was recently elected to 
* head the international banking group at 
-v Harris Trust and Savings Bank, Chicago. 
This includes the Chicago division, Lon- 


Lambert 


Bredehoft 


don branch, and Harris Bank Inter­ 
national Corporation in New York. 
Bredehoft, a senior vice president, was 
formerly in charge of the U.S. group in 
the banking department, a position he 
held since 1967. He joined Harris in 1934, 
was elected assistant cashier in 1947, as­ 
sistant vice president in 1949, and vice 
J president in 1953. From 1962 to 1966 
♦ Bredehoft was administrator of the inter­ 
national banking division. He was named 
senior vice president in 1967. 


He is a member of Robert Morris As­ 
sociates and the Illinois State Chamber 
of Commerce, and he served as business 
division chairman for the 1971 Heart 
Fund campaign. 


i 


LONDON TIME, LTD., leased 18,000 
square feet of space in a building at 1455 
Greenleaf, Elk Grove Village. The an- 
* 
* 
* 
nouncement was made by Ron Frain, 
vice president of Gottlieb-Beale & Co. 
London Time, Ltd., is an assembler and 
distributor of decorative wall clocks for 
major department stores. The warehouse 
facility more than doubles the firm’s pro­ 
duction and inventory capacities. The 
London Time space is part of a 150,000 
square foot multi-occupancy building in 
Centex Industrial Park. Other tenants in 
the building include SpotNails, Inc.; La- 
Rosa, Inc.; International Marble & Gran­ 
ite; and Zinsco Electrical Products. 
* 
* 
* 
YOUNG BUILDERS COUNCIL of the 
Home Builders Association of Chicago- 
land will sponsor a golf outing Friday, 
Aug. 25. It will be held at Indian Lakes 
Country Club in Bloomingdale. Teeoffs 
begin at IO a.m. and dinner at 7 p.m. will 
be followed by the presentation of prizes. 
Reservations can be made at the associ­ 
ation’s Chicago office, telephone 782-8657. 
* 
* 
* 
FALL SCHEDULE of the Home Builders 
Association of Chicagoland will be kicked 
off at a Thursday, Sept. 7, general mem­ 
bership meeting. Chicago Bears head 
coach Abe Gibron will discuss his philos­ 
ophy and strategy at the session. The 
Furniture Club at the Furniture Mart, 
Chicago will be the setting for the meet­ 
ing. 
A social hour will start at 6 p.m. 
followed by dinner at 7 p.m. and the pro­ 
gram, said Fred Hillman of Chesterfield 
Builders, chairman of the program com­ 
mittee. Reservations for the meeting can 
be made by calling to the association’s 
Chicago office. Tickets are $11 with ad­ 
vance reservation and $12 at the door. 
* 
* 
* 
CLEARING INDUSTRIAL District, Chi­ 
cago, announced the selection of Donald 
L. Arends, Inc., Hinsdale, as its new to­ 
tal service agency for the Chicago-Mid- 
west area. The agency will handle public 
relations, advertising, promotion and di­ 
rect mail programs. The announcement 
was made by George Yerby, national 
manager of marketing and advertising 
for Kaiser Aetna. Clearing Industrial 
District, an industrial development firm, 
has projects in Bensenville, Lombard 
and the Clearing Industrial District next 
to Midway Airport in southwest Chicago. 
* 
* 
* 
• 
SAVINGS AND LOAN association is a 
“money store” where the association 
buys money from its savings customers 
and sells it to mortgage loan customers. 
This description appears in a new 
pamphlet being distributed by the U.S. 
Savings and Loan League. Entitled, The 
Savings and Loan Association: An Amer- 


R E A L T O R S 


Home of the Week 


ican Financial Institution, the pamphlet 
gives a brief history of the savings and 
loan business and tells what the associ­ 
ation does. The publication points out 
that savings and loan associations are 
the third largest type of financial in­ 
stitution in the U.S. and are the most 
important source of money for financing 
the purchase of a residential real estate 
of all kinds. Predicting a good decade for 
the business in the 70’s the pamphlet 
says home ownership is within the grasp 
of millions of families of modest means, 
despite inflation, due to the efforts of 
these institutions. 
* 
* 
♦ 


ILLINOIS SECRETARY OF State John 
W. Lewis announced the issuance of 
charters to the following organizations: 
BoDean, Inc., 2775 W. Algonquin Road, 
Rolling Meadows, by John Bowen, Dean 
Hoppmann and Donald Yoder, as a dis­ 
tributor of food products and vending 
equipment; Schaumburg Village Realty, 
Inc., 728 N. Prospect Road, Elk Grove, 
by Frederick Bragiel, to deal with real 
estate; and Software Programming Sys­ 
tems, Inc., 1603 Windsor, Arlington 
Heights, by Kathleen Kirkpatrick and 
James Kirkpatrick, to act in the capacity 
of a service representative for computer 
service companies. 


O’Neill Promoted 


To New S-K Position 


Robert F. O’Neill of Arlington Heights, 
has been promoted to national consumer 
sales manager of the Hand Tool Division 


Robert 


O’Neill 


SPECTACULAR SPLIT 
Quality built, elegant thruout! 3 bdrm*., 2 1? baths, 
2 Vs-car 
gar., 
Irge. 
family 
rm. w-fireploce 
& 
sub-bsmnf,! Central air, carpeted thruout! 
$63,900 
Code 22100 
2 55-3535 


SPARKLING RANCH 


3 bedroom ranch that's immaculate . . . inside & 
out! Centro! air, beamed ceiling, 2 fa-car garage, 
cute fenced patio, paneled family room! 
$37,900 
Code 21276 
2 5 5-3 5 3 5 


LOTS OF ROOM TO ROAM! 


Immaculate 3-bedroom ranch, 2 baths, 2-cor gar., 
huge family rm ! Huge kitchen! Huge 211x100 lot! 
WALK to Country Club! Great location! 
$47,500 
Code 21724 
255-3535 


ATTENTION: ALL COMMUTERS!! 


4-bedroom, I Vi -story, 2 baths, full basement, I st 
floor family rm. w-fireplace, 2-car garage, LOW 
TAXES! Close to schools, shopping AN D WALK TO 
TRAIN! 
$45 0 00 
Code 22298 
255-3535 


BUILDER SAYS ' ‘SELL NOW!" 


Immed. occupancy! 4 bdrms , bsmnt., family rm. 
w-fireplace, 2+ car gar., 2 Vi baths. Come make 
an offer! 
$51,900 
Code 21631 
255-3535 


HAVE PERFECT IN-LAWS? 


We've got the perfect set up! 2 bdrms., up 4 3 
down, I both up & I down, 2 kitchens, all sep. util. 
& appliance systems. G as BSQ, pool 4 accessories, 
AM -FM intercom. This one is SHARP! 
$39,900 
Code 21633 
2 5 5-3 5 3 5 


WALK TO RANDHURST & C.C.! 


4 bdrms., 2 baths, 2-car gar., central air, plaster 
walls, Irge. patio w-beaut. outdoor lighting on 
OVER a fa -acre! 
$64,000 
Code 22242 
2 S S -3 S 3 5 


CHARMING COUNTRY RANCH 


3-bdrm. all brick ranch offers 2 full baths, den, 
patio, unique Indscping., sep. dining rm., Vi-acre 
lot! LOW TAXES! 
$46,900 
Code 22346 
255-3535 


BUILDER ANXIOUS TO SELL! 


Just built 3-bdrm. ranch with IMMEDIATE O C C U ­ 
PANCY! 2 baths, basement, paneled family rm. 
w-fireplace! See it, buy it! 
$55,900 
Code 21634 
255-3535 


of Dresser Industries, Inc., manufacturer 
of S-K brand hand tools. 


According to John Sarley, consumer di­ 
vision marketing manager, O’Neill will 
supervise sales of S-K tools to hardware 
wholesalers 
throughout 
the 
country. 
O’Neill, who has been with the company 
since 1959, previously served as New 
York district sales manager. 


Do-it-yourselfers will find a 
, barrel of new ideas for thrifty 
pastime every Thursday in the HERALD. 


The Nicest Families 
Consider F-B-K First 


MULTIPLE LISTING f 
REAL ESTATE SERVICE I 


< 
r» /*/£ tin (#< tttt 
tim cd 


123 S. Arlington Hts. Rd, 
A R L IN G T O N H EIG H TS 
255-8000 


ARLINGTON HEIGHTS 
SPLIT-LEVEL 
3-bedroom brick & frame split-level located in 
nice area. 
I Vs 
baths, 
attached 
garage 
and 
good-size family room. Extras included. Large lot. 
See it now and you'll love it. 
$40,900 


ATTRACTIVE HOME 
AND AREA 
Large, 
well-maintained 
4-bedroom 
split, 
2V4 
baths, large family room ond 2Vi-cor garage. A 
country-styled kitchen with all appliances. Central 
air - fenced yard. Ideal location. 
$52,900 


3-BEDROOM RANCH 
PRESTIGE LOCATION 
Brick & stone 3-bedroom ranch, I Vi baths, and 
2-car garage. Fireplace in living room. M any ex­ 
tras. Custom built. Perfect location to all con­ 
veniences. 
$39,750 


SPLIT-LEVEL BEAUTY 
There are many extras in this clean 
3-bedroom home. 2 full baths, family 
room, attached garage. Enjoy the swim­ 
ming pool in the beautiful fenced yard. 
Located close to all conveniences. 
$35,500 
EXCEPTIONAL VALUE 
Here is that 4 -bedroom ranch you've been looking 
for with a large family room and 2 full baths. 
Perfect for the growing family. Close to all con­ 
veniences. Immediate possession. 
$34,900 


MT. PROSPECT 
CAMELOT AREA 
Spacious 3-bedroom split-level with family room 
plus rec. room. 2 Vi baths, 2% -car garage. LARGE 
KITCHEN! LARGE P A T IO WITH PRIVACY. EceNent 
location. Immediate possession. 
$52,900 


ONE OWNER HOME 
This 3-bedioom brick ranch is in excellent condi­ 
tion. I 'f a baths, full basement with rec. room and 
large bar, attached garage. Beautiful landscaping. 
M any extras included. 
$43,900 


FI BIK 


PAULA CHAMBERS 
JOINS F-B-K 
SALES STAFF 
Paula Chambers, a resident 
of Arlington Heights, is F-B-K's 
newest addition to its ex­ 
panding 
sales 
staff. 
Ms. 
Chambers was formerly em­ 
ployed with the airlines and 
has been in the Real Estate 
profession for 4 years. She is 
well liked by her clients for 
her knowledge, concern and 
friendly manners. Selling a 
million dollars worth of real 
estate is a goal Ms. Cham­ 
bers looks forward to achiev­ 
ing. F-B-K looks forward to 
Paula's reaching her goal and 
welcomes her to their sales 
organization. 
Paula 
is 
married * to 
John 
Chambers and has 5 children. 


Don Florence 
“Rusty" Achenboch 
Lillian Molinelli 


Phone any of the above professionally trained sales personnel for 
specialized service on Investment or Commercial Property. 


COMMERCIAL INVESTMENT DIVISION 


\ 
Our Commercial Investment Department 
NEEDS listings. More people are in­ 
vesting 
in 
Real 
Estate (the 
inflation 
hedge), lf you need to sell, call us & let 
us go to work for you. We now have 
clients ready, willing and interested in. 
buying your property. 


150 S. Main 
MT. PROSPECT 
392-7150 


COMMERCIAL - INVESTMENT 


LISTINGS NEEDED 


I 
B 
K 


R E A L T O R S 


; 
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SCHAUMBURG 
8 N. Roselle Rd. 
PHONE: 882-9200 


ARLINGTON HEIGHTS 
11 5 N. Arlington Hts. Rd. 
PHONE: 253-3800 


: MT. PROSPECT 
8 E. Northwest Hwy. 
PHONE: 398-0500 


Snipes Is Promoted 


Michael A. Snipes, 675 Grove Di% Buf- 
^ falo Grove, has been promoted to assist­ 
ant compensation manager by the Alls­ 
tate Insurance Companies in their home 
office, Northbrook. 
Snipes joined Allstate in 1966 as a casu­ 
alty claim adjuster in its Roanoke, Vir­ 
ginia Regional Office. Prior to assuming 
his new position, Snipes was an assistant 
employment manager in Allstate’s home 
office. 
Snipes is a graduate of Michigan State 
University, East Lansing, Mich., with a 
B.A. in business administration. 


Marion Is Named 
Regional Director 


Gerald L. Marion, 431 Dover Dr., Des 
Plaines, has been appointed western re­ 
gional sales manager of Popeil Brothers, 
Inc., Chicago manufacturers of products 
for home, personal care and sports, it 
was announced by Samuel J. Popeil, 
president. 
Marion will be responsible for sales 
and merchandising of Popeil products in 
ll western states. 
Prior to joining Popeil Brothers, he 
was sales and marketing manager of the 
Consumer Products Division, Zum In­ 
dustries, Chicago (formerly MSL In­ 
dustries). 


Henry Appointed 
To Medical Center 


Development Unit 


Richard V. Henry, 279 Rosewood Ave., 
Buffalo Grove, has been appointed asso­ 
ciate director of development of Loyola 
University Medical Center, it was an­ 
nounced by W. Daniel Conroyd, vice 
president. 
Before coming to Loyola, Henry was in 
public relations doing product publicity 
at the Teletype Corporation for the last 
16 years. 
A Loyola alumnus from the class of 
1954, Henry entered the military service 
in 1954 and at the time of his discharge 
in 1962, held the rank of captain. 


Miss Schroeder 
Promoted At 
Kemper Ins. 


Paulette Schroeder, of Buffalo Grove, 
has been named manager of the adminis­ 
tration unit of the personnel department 
at the home office of the Kemper Insur­ 
ance Group. 


Miss Schroeder joined Kemper as a 
secretary in the claim department in 
1961 and was promoted to secretary, 
claim executive department in 1970. 


Voted Secretary of the Year in 1970 by 
The Skokie Valley Chapter of the Nation­ 
al 
Secretaries Association, 
she 
was 
recording secretary of the Illinois divi­ 
sion of the NS A in 1970-1971. 


Rebel Promoted 
At Allstate Co. 


John V. Rebel of 1806 Rolling Ln., Ar­ 
lington Heights, has been promoted by 
the Allstate Insurance Co. to the position 
of underwriting manager in the firm’s Il­ 
linois Regional Office in Skokie. 


Rebel joined Allstate in 1960 in the 
firm’s Houston Regional Office Under­ 
writing Department. In 1967 he was pro­ 
moted to the position of underwriting 
manager in Allstate’s Denver Regional 
Office and in 1969 he held the same posi­ 
tion in the firm’s Kansas City Regional 
Office. In 1971 he was promoted to prop­ 
erty underwriting manager in the firm’s 
home office in Northbrook, the position 
he held prior to this promotion. 


A graduate of Northern Illinois State 
University, Rebel holds a bachelor of sci­ 
ence degree in education with an English 
major. 


J. David 


Loucks 


Appoint Manager Of 
Flying Carpet Inns 


J. David Loucks has been named gen­ 
eral manager of the Flying Carpet Motor 
Inn, Chicago. Loucks, formerly assistant 
general manager of O’Hare Inn, brings 
to his new post extensive hotel adminis­ 
trative and executive experience. 
Beginning as director of sales training 
for Hilton Hotels, his Hilton career in­ 
cludes posts as assistant director of ca­ 
tering, Washington Hilton; director of ca­ 
tering, St. Paul Hilton; also director of 
catering at Hilton Hawaiian Village, 
Honolulu, Hawaii; executive assistant 
manager — food and beverage oper­ 
ations, Arizona Biltmore; director of 
food and beverage, Princess Kaiulani 
Hotel, Honolulu, Hawaii. Early in 1972 
Loucks was appointed assistant general 
manager, O’Hare Inn, Chicago, and from 
that post to his present position of gener­ 
al manager, Flying Carpet Motor Inn, 
Chicago. 


Attends Conference 


James J. Griffin, of 213 S. Lancaster, 
Mount Prospect, returned recently from 
a regional business conference of the 
Prudential Insurance Co. held in Holly­ 
wood, Fla. Griffin is manager of the 
company’s James J. Griffin & Associates 
Agency at 4849 N. Scott St., Schiller 
Park. 


Brown Joins Great 


Northern Sales 


James M. Brown, a resident of Hoff­ 
man Estates, recently joined the com­ 
mercial sales department of Great 
Northern Paper Co. 


Brown, formerly with the Ecusta of 
Olin Corp. will serve GNP customers in 
the Chicago area. 


A graduate of Western Carolina Col­ 
lege with a B S. degree, Brown has 
served as president of the Transylvania 
Rifle and Pistol Club and is a member of 
the Research Institute of America. 


He's Meet Chairman 


Alan Brandau, 1301 W. Euclid Ave., Ar­ 
lington Heights, has been named chair­ 
man of the 1972 Chemical Industries 
Council-Midwest Guidance Conference 
and Luncheon, scheduled for Saturday, 
October 14,1972. The conference, with an 
anticipated attendance of over 200 guid­ 
ance counselors and chemistry teachers 
of Chicago area parochial, public and 
private high schools, will be held at the 
Sheraton-Chicago Hotel in Chicago. 
Brandau is the business manager of 
the Research Center of Desoto, Inc. in 
Des Plaines. 


Motorola Names 
Personnel Head 


G. Edward Kovacik of Elmhurst, has 
been named director of personnel for 
Motorola’s Communications Division, the 
company’s largest division. 
Headquartered in Schaumburg, the 22- 
year Motorolan will now be responsible 
for human relations programs in that di­ 
vision. He was most recently personnel 
director for the Consumer and Automo­ 
tive Products Divisions. 
Kovacik received his B.S.C. degree 
from Chicago’s Loyola University. 


James 


Brown 


Pierce Joins Zenith 


Robert F. Pierce of Arlington Heights, 
has joined Zenith Sales Co., a division of 
Zenith Radio Corp., as product manager- 
audio products. 


Prior to joining Zenith, Pierce was 
general 
manager-special 
markets 
of 
Broadmoor 
Industries, 
Des 
Plaines. 
From 1967 to 1971, he was with the Admi­ 
ral Corp., as marketing manager-audio 
products until 1969, when he formed and 
became general manager of the special 
markets division. Earlier he was associ­ 
ated with Westinghouse Electric Corp. 
as national sales *v,anager-TV division. 


Pierce attended Wright Junior College 
and DePaul University in Chicago. He is 
a past member of the National Premium 
Sales Executives (NPSE). 


Robert 


Pierce 


Dick Osner To 
Receive Honor 
Service Award 


Dick Osner, 2841 Briarwood Drive 
East, Arlington Heights, has been se­ 
lected as honor award recipient by the 


Dick 


Osner 


Ohio Association for Health, Physical 
Education and Recreation for 1972. 
The award is given to individuals out­ 
side the teaching profession, for out­ 
standing service to health, physical edu­ 
cation and recreation. 
Osner is educational director for E. R. 
Moore Co., Niles, manufacturers of phys­ 
ical education apparel. He travels exten­ 
sively, speaking before physical educa­ 
tion majors at the leading colleges and 
universities across the land. He is a di­ 
rector of the National Foundation for 
HPE&R, and is consultant for the Physi- 
c a I E d u c a t i o n Public Information 
(PEPI) group. 


Honored By Allstate 


Recognition of 20 years service was 
given to Leo B. Newton Jr. of Rolling 
Meadows by the Allstate Insurance Cos. 
when he was presented with a special 
service pin, recently. Newton is oper­ 
ating manager of the operating division 
of Allstate’s Home Office, Northbrook. 


Two Agents Achieve 
President’s Council 


Two agents have qualified as members 
of the 1972 Presidents Council of New 
York Life Insurance Co. 
They are Barry R. Block, 471 Spring 
Side Ln., Buffalo Grove, and Allen White, 
8801 E. Golf, Des Plaines. 
The Presidents Council is composed of 
New York Life’s most successful agents 
and membership is based on 1971-72 sales 
records, according to John T. DeBardele- 
ben, C.L.U., North Central regional vice 
president. 
Only 525 New York Life agents have 
qualified for the Presidents Council from 
a sales force of more than 8,500 agents. 
As members of the Presidents Council, 
they have been invited to attend an 
educational conference in New Orleans, 
La. 


Hospital Purchasing 
Director Wins Awards 


Charles M. Christenberry of Arlington 
Heights, director of materials manage­ 
ment at Resurrection Hospital, recently 
received dual honors from the Associ­ 
ation of Hospital Purchasing Manage­ 
ment, Chicago Chapter. 
He was elected president of the 104- 
member association for 1972-73, and was 
the recipient of the association’s coveted 
Allen Jacobsen Memorial Award. Tile 
Jacobsen Memorial is presented to the 
association member who has contributed 
the most to the association over the past 
year. 
Christenberry served as first vice pres­ 
ident of the Association of Hospital Pur­ 
chasing Management, Chicago Chapter, 
this past year. 


Vz ACRE ESTATE 
3 bedroom custom built ranch with 2 car fin­ 
ished attached garage. Enjoy the tremendous 
location just minutes away from the NW Ex­ 
pressway, O'Hare Field, and Woodfield Shop­ 
ping Center. Immediate possession. 
Call 253-3800 
$52,900 


. 
MT. PRO SPECT 
4 bedrooms, 3 full baths (one with a sunken 
tub), paneled "rec" room with wet bar, large 
kitchen with island work area, built-ins. and a 
first floor laundry with washer & dryer. In town 
location that you can walk to train, schools, 
shopping and Park with pool. Immediate pos­ 
session. 
Call 253-3800 
$49,900 


M O VE RIGHT IN 
You'll love the floor plan from the moment you 
step into the dramatic foyer. This 4-bedroom 
Colonial is convenience-oriented for entertain­ 
ing both inside and out, and great for family 
enjoyment tool 
Call 882-9200 
$55,900 


ARLING TO N H EIG H TS 
Six room brick and aluminum bi-level. 3 bed­ 
rooms. I V4 bath, family room and attached 
garage. Large yard. Close to schools, park and 
shopping. 
Call 398-0500 
$40,900 


7 RO O M RA N CH 
3 bedrooms. 2 Vi baths, extra large rooms. 
Lovely family room with fireplace. Glass en­ 
closed patio. Central air conditioning. Secluded 
back yard. Full basement. 
Can 398-0500 
$49,900 


G REAT VALUE 
All this - 3 bedrooms, family room. 1 VV baths, 
large living room and kitchen, plus beautiful 
stone patio, chain link fenced yard and imme­ 
diate possession can be yours on this sharp 
duplex for only 
Call 253-3800 
$24,900 


LOW TAXES PLUS 
Great location - close to schools, shopping and 
train, very desirable neighborhood. This lovely 
3 bedroom home, with central air, is immacu­ 
late. Don't miss seeing it!. 
Call 882-9200 
$41,900 


L E S S T H A N R E N T 
For monthly payments less than rent you can 
enjoy gracious carefree living in this lovely 
3-bedroom townhouse. 
Has beautiful family 
room. air conditioning, carpeting, all appliances. 
Quick possession. 
Call 882-9200 
$32,900 


B R IC K RA N CH 
Really sharp, 5 room Ranch. 2 bedrooms, full 
basement, rec room'with wet bar. Two fire­ 
places. Lovely tree shaded backyard. Attached 
garage. Walk to schools, park and shopping. 


Call 398-0500 
$38,900 


SPACE U N LIM IT ED 
This lovely 4-bedroom home is ideal for a large 
family and great for entertaining too. Family’ 
room with fireplace and large recreation room 
too. All appliances included and it has central 
air. 
Call 882-9200 
$47,900 


This 5-bedroom home has a separate entry to 
lower level with bath and large bedroom and 
kitchen facilities. Great for an in-law arrange­ 
ment. 2 + garage with electric door, opener. 
Central air. 
' 
Cill 882-9200 
<$45:900 * 


C U ST O M CO LO NIAL 
Beautiful, spacious, better-than-new. This love­ 
ly home has 4 /5 bedrooms, 3 baths. 2-car 
garage and so many other features that it must 
be seen to be appreciated. See it today. 
Call 882-9200 
$62,500 


Junket In Jamaica 


Mr. and Mrs. Bob Thomas of 3 E. 
Grove Street, Arlington Heights, were 
recently guests at Jamaica’s Tryall 
Country Club near Montego Bay while at­ 
tending a management seminar for Bar­ 
ton Brands, Chicago-based distilling com­ 
pany. Thomas is administration manager 
for the firm. Prior to flying to Jamaica, 
Thomas had participated in the com­ 
pany’s 1972 National Marketing Confer­ 
ence at the Sonesta Beach Hotel in Key 
Biscayne, Fla. 


Awarded Service Pin 


Recognition for ten years service was 
given to Robert R. Schnetz, 245 N. Bissell 
Dr., Palatine, by the Allstate Insurance 
Companies when he was presented with 
a special service pin, recently. 
Schnetz is a staff analyst in the Inter­ 
national Operations Department in Alls­ 
tate’s Home Office, Northbrook. 
He graduated from Saint Mary’s Col­ 
lege, Moroga, Calif., with a B.S. in public 
administration. 


A REAL D R E A M 
This 2-story custom home has everything a 
family ever dreamed of - maintenance-free ex­ 
terior, large bedrooms. 2 VV baths. 2-car ga­ 
rage, work saving appliances, family room with 
fireplace and wet bar. 1st floor laundry and 
mudroom. 
Cill 882-9200 
$58,500 


PIO N EER PA R K 
Immediate possession can be yours on this 
quality built 8 room. 3 bedroom split level 
home. Deluxe FAMILY ROO M overlooking park 
like back yard. First floor laundry and second 
family room. 2 full baths. 
Call 253-3800 
$49,900 


D ES PLAIN ES 
Six room brick ranch. 3 bedrooms, family 
room, full basement with rec room. Two car 
garage. Many extras. 
Cid 398-0500 
$42,500 


PEELIN' GRO O VY? 
Lookin' for fun? See this 3-bedroom Town­ 
house. 2 ’A baths. Combination kitchen and 
dining room is great! Close to pool and club­ 
house. Slow down, you’re movm’ too fast. Take 
a look at this. 
Cid 802 9200 
$29,500 


FLYING CARPET 


MOTOR INN 


OffORTC OH A RI CHICAGO AIRPORT 


4445 N. Mannheim Rd., Des Plaines, l l . 
Phone 2tf-4422 
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Real Estate Guide 


300— Houses 
300— Houses 
300— Houses 
Ways to elegant 
living jar 
by "J?1 


E G I O N 
INC. 


Model Home: Northwest Hwy. (Rt. 14) to Rt. 


176 . . . turn right to Walkup Ave., turn Ie** and 
continue past Veterans park . . . see Heritage 


Estates on left. 


Our Office: 6213 Northwest Hwy. (Rt. 14) across 
from IIT Campus. Open 8:30 a.m. to 8 p.m. Mon. 
thru Fri. - 9 to 5 Sat. - 12 to dusk Sundays. Phone 


815-459-1114 or.2343. 


Inverness 


IMMEDIATE OCCUPANCY 
For those who prefer a new home, call for an ap­ 
pointment to check out these 2 custom built houses of 
superb quality and craftsmanship. 
The VERMONT FARMHOUSE is maintenance- 
free with cedar siding. It has 4 bedrooms, 2*6 baths, 
living room and family room with fireplaces, great 
kitchen with eating area, first floor laundry, base­ 
ment and generous size garage. A great home for the 
growing family. Priced at $82,500. 
The DUTCH COLONIAL is a charmer, designed 
for the family who prefers the master suite on the 
first floor. It has a large living room and family 
room, both with fireplaces, entertainment sized din­ 
ing room, dream kitchen with large eating area, huge 
first floor laundry and powder room. Two story foyer 
adds graciousness to entrance and attractive stair­ 
case leads to 3 large bedrooms and bath on second 
floor. Meticulous care has been given to Colonial de­ 
tailing. Brick innercourt adds charm to front en­ 
trance. Upper 90’s. 
Both homes are located on choice acre-plus sites and 
will be landscaped and air conditioned. To inspect 
these homes is well worth your time. 
ARTHUR T. McIntosh 
Baldwin & Roselle Road 
Palatine, Illinois 
359-1776 


& CO. 


FALL INTO ONE OF THESE! 


HANDYMAN’S SPECIAL 
$22,500 
Located in Antioch just a short distance from the lake, 
BEACH RIGHTS! 5 bedroom cape cod. NEEDS T.L.C. 
Oversize 2% car garage. Partial basement. 


ARLINGTON HEIGHTS 
$34,600 
WALK TO EVERYTHING! Schools, shopping, train! 3 BR 
Brick & frame ranch in excellent location. Beautiful yard 
with fruit TREES! Well constructed. Finished garage has 
pull down stairs to storage. 


EXECUTIVE RANCH 
PROSPECT HEIGHTS $69,500 
Beautiful 3-4 bedroom all Brick ranch on % acre lot. This 
bas EVERYTHING! 2 FIREPLACES! FULL BASEMENT! 
2 BATHS!! Could be excellent in-law arrangement. Profes­ 
sionally landscaped! MUST BE SEEN! 


PHILIPPE BROS. REALTY 358-1800 
434 E. NW Hwy.. Palatine 


TRY A LOW-COST WANT AD TO BUY OR SELL 


CHARMING COLONIAL 
For comfortable & spacious liv­ 
ing. 9 rm s., 4 bdrms., 2Vt baths, 
m aster bdrm has bath & dress­ 
ing area, spacious foyer & living 
rm. w /stone fireplace, breakfast 
area & kitchen, 
formal 
dining 
rm.. paneled fam ily rm. w /bar 
& 
fireplace. 
Prestige 
location. 
Im m ediate occupancy. $53,900 


COUNTRY LIVING 
All 
brick 
IT* 
story 
3 
bdrm 
home. Exceptionally w ell main­ 
tained. New w /w cptg in living 
rm & dining rm, huge m aster 
bdrm. 
15x30 ft. 
detached gar. 
w /boat port. Lge. storage area. 
18.000 sq. ft. lot. Must be seen to 
be appreciated. Asking $33,500 


CHARMER 
Traditional Cape Cod styling is 
reflected in our BUY OF THE 
WEEK. 3 extra lge. bdrms., full 
bsm t, air cond. You won’t be 
cooped up here. Located on 2 
wooded acres. Reduced to selj 
today, $39,900. 


THE PERFECT START 
3-3 
bdrm, 
ranch, 
dining 
rm, 
originally 
3rd bdrm., easily re­ 
converted. 
Partially 
finished 
fam ily room. ready for paneling 
& 
finishing 
touches. 
Kitchen 
w /all m odem conveniences plus 
breakfast 
nook. 
Screened 
in 
patio, freshly decorated inside & 
out. 
Can’t m iss at this price, 
$31,900. 


. 
LUXURY 
Spacious spliU evel. 
8 rms., 
4 
bdrms, 
2 Va 
baths. 
Dram atic 
mid-entrance 
foyer 
overlooks 
fam ily 
rm 
w /fireplace. 
Open 
staircase leads you up to formal 
living & 
dining area. 
Custom 
kitchen w /access to sun 
deck. 
Professionally decorated. 
Many 
extras. $53,900. 


DECORATOR TOUCHES 
Extra sharp 3 bdrm. ranch, 1*4 
baths, att. garage. Mirrored liv­ 
ing rm wall along w /new shag 
cptg. shows off the meticulous 
attention the owner has given 
this 
home. 
BeauUfully 
land­ 
scaped, fenced in yard w /m any 
fruit trees & flowering shrubs 
Asking only $33,900. 


VETERANS 
-ALL FOR OUR SELECTION 
OF HOMES TO BE SOLD 
FOR NO MONEY DOWN! 


A. A. BENTLEY 
593-2430 
2 blks. west of Ridge 


300— Houses 


Serving 
M cHenry c o u n t y 
FROM 4-LOCATIONS 
If you’ve longed to live in the 
country, this is the place for 
you! Stately oaks on lovely 
1+ acre lot. IO rooms, 2*6 
baths, 4 bedrooms all over­ 
sized. Luxury living complete 
with fountain kl courtyard. 
$115,000. 
I *6 
ACRE+ 
on 
beautiful 
wooded lot! 4 bedrooms, 
baths, separate dining room, 
warm, spacious family room 
w/fireplace. Ready to move in 
to immediately. $44,900 
GREAT LOCATION! Walk to 
park, shopping and trains, 
3-bedroom ranch w/oversized 
lot. 
Newly 
carpeted 
living 
room. 1*6 baths, full base­ 
ment. $29,500. 
LAKEWOOD! 
BEAUTIFUL 
TREES! MORE THAN LOVE­ 
LY HOUSE! Tender loving 
care abundant in this home! 
2-bedrooms, lge. breezeway. 
Must be seen! $33,900. 
GREAT STARTER HOME! 
OR SUPER FOR RETIRE­ 
MENT! 2-bedroom ranch, full 
basement. Walk to all stores 
and downtown and train. Con­ 
venience plus! $21,500. 
Countryside 
living 
on 
1*6 
acres! 
See 
this 
unusually 
spacious 4-bedroom, 2*6 baths, 
brick 4-level home with pan­ 
eled family room. Lots of 
room for a family -f! $67,500. 
J U S T RIGHT FOR THE 
SMALL FAMILY — a cute, 
clean and comfortable 3-bed­ 
room 
ranch. 
Private 
lake 
rights. IMMEDIATE OCCU- 
P A N C Y . Just reduced to 
$17,500. 
815-459-1000 


330— Farms 


R. D. HASTINGS 
REALTOR 
103 W. Main St. 
Cary, III. 


312-639-2000 


S e r v i n g Cary-Fox 
Grove and Vicinity. 43 
muter trains daily to 
from Chicago, 30 minutes 
O ’ H a r e . Many homes 


River 
Com- 
and 
to 
to 


300— Houses 
300— Houses 
300— Houses 


choose from in beautiful coun­ 
try settings. 


INTOWN LOCATION 
You can have quick posses­ 
sion on this 3 bedroom frame 
and brick ranch. Transferred 
family is leaving its air condi­ 
tioned home and large family 
room, 
eat-in-kitchen, 
living 
room, separate dining room, 
full basement and 1*6 car ga­ 
rage. Newly decorated with 
large 
trees 
on 
completely 
fenced lot. Walking distance 
to schools, churches, shopping 
and commuter train service to 
Chicago. $35,000. 


ON A CLEAR DAY 
YOU CAN SEE FOREVER 
From this magnificent 2 st 
Colonial that sits high on a 
with a view for miles. It has 5 
large bedrooms (master suite 
is 15x21 with dressing room) 
2*6 baths, all ceramic tile. 
Foyer has slate floor and 
winding 
staircase, 
separate 
dining room, dream kitchen 
with all the extras, large pan­ 
try, dining area overlooking 
the Fox River Valley. Office 
or sewing room adjacent to 
kitchen, beautiful family room 
with .brick fireplace, paneled 
with beamed ceiling and wet 
bar, basement is finished with 
another wet bar, 2Vz car ga­ 
rage. Extras include CEN­ 
TRAL AIR, thermopane win- 
d o w s 
throughout, 
plaster 
alls, all hardwood floors, 
. arpeting, custom made drap­ 
eries, intercom system and 
huge patio (22x40) with under­ 
ground lighting. Horse barns, 
the largest (32x45) of which is 
only 2 years old. Over 3,600 
square feet of luxurious living. 


ADDITIONAL ACREAGE 
AVAILABLE 
$130,000 


HASTINGS 
Leader in Real Estate 


MUNDELEIN AREA 
HANDYMAN’S 
SPECIAL 
4 Bdrm. 2 bath older home in 
good condition. IVz car de­ 
tached garage. ONLY $20,500. 


VA & FHA TERMS 
Colonial 
Real Estate 


566-9210 


gar., 
)lace, 


SPLIT-LEVEL 
All brick 3 bdrm., 1*6 baths, 
bsmt. on lge. lot. $34,500. 


SPACIOUS 
3-5 bdrm. 2Vz bath, 2 car 
lge. family rm. w/firep 
appls., lge. lot. Upper 40’s. 


NEAR LAKE 
Sharp 2 bdrm., 2 bath ranch 
home on Vz acre, fireplace, 
appliances, 
garage. 
Imme­ 
diate possession. Priced right. 


SUBURBAN REALTY 
Route 83, Buffalo Grove 
537-3770 


SCHAUMBURG 
Just listed! All season 3 bdrm, 
ranch w/central air & fire- 
lace. Spacious kitchen, fami- 
y rm., 2 baths, 2 car gar., 
convenient to shopping. Of­ 
fered at $44,500. 
Scarcely lived in — 7 rm., 4 
bdrm, raised ranch w/cent. 
air on lge. lot. Comes w/stove, 
dishwasher, 
cptg., 
finished 
recreation rm., reduced to 
$42,500. 


HOFFMAN ESTATES 
Just listed! Walk to elementa­ 
ry 
school 
& 
shopping. 
3 
bdrms. & rec rm., IVi bath, 
c a r p e t e d thruout. Mature 
landscaping. See to appre­ 
ciate. Asking $33,900. 


STREAMWOOD 
Immediate occupancy for this 
3 or 5 bdrm, ranch w/full 
bsmt. Family rm. & rec rm., 
1*6 baths, new shag carpet 
t h r u o u t , air cond. Only 
$33,500. 
Immaculate! Close to shop­ 
ping, fenced large yard. 6 
rms., 3 bdrms. See it at 
$28,500. 
WE HAVE OTHERS 
MCMAHON REAL ESTATE 
894-8250 
289-1300 


EXTRA SPECIAL HOME 
Stop and see this charm­ 
ing 4 bedroom bi-level 
w/2 full baths, finished 
s t u d y , formal living 
room and dining room, 
s p a c i 9 u s 
kitchen 
w/disbwasher, disposal, 
and oven/range, carpet­ 
ing, draperies, central 
air, large finished fami­ 
ly 
room, 
heated 
at­ 
tached garage, and love­ 
ly setting .. . $44,000. 


BEAUTIFUL NEW HOME 
This beautiful new home 
o f f e r s , in-town con­ 
venience, lovely neigh­ 
borhood, 5 spacious bed­ 
rooms, including master 
• b e d r o o m measuring 
21x12, 
full 
basement, 
l a r g e 
family 
room 
w/fireplace, formal liv­ 
ing and dining room, 2Vz 
baths, and 2 car garage. 
$69,000. 


Open Weeknights TU 8 p.m. 


We're located next door w elt 
of M artinetti’s Restaurant. 


815-459-5400 


WHEELING & VIC. 
Hurry out & see this charm s 
well built 3 bdrm, ranch. Fu 
bsmt., gar., w/w carptg. in 
LR & hall. Refrig., waster & 
dryer. Drapes thru-out. Nice 
landscaping. Only $29,900. 


Immaculate-3 bdrm, bi-level, 
gar., Fam. Rm., built-in oven- 
range, dishwasher, disp., re­ 
frig., washer & dryer. Custom 
drapes 
thru-out. 
Hardwood 
floors. Lovely area. $37,900. 


BANNOCKBURN ESTATE 
6-Vz ACRES 


Brick ranch in ideal setting; 2 stall horse barn; paddocks; 
riding areas. Very lovely 3-bedroom, 2*6-bath home; dress­ 
ing room and full bath off Master Bedroom; natural wood- 
burning fireplace and 2-car garage. $135,000. 


L. B. ANDERSEN & CO., INC. 


REALTORS 
LE high 7-4300 


WHEELING, ILL. 
Rogers Park 4-9400 


6 room, 3 bedroom Brick and 
Frame ranch on 92x120’ very 
private and beautiful yard 
complete with redwood fence. 
Private beach rights. Pecky 
cypress paneled family room 
has cork tile floor and sliding 
doors to patio. Maple cabi­ 
nets, 
oven/range, 
stainless 
steel 
sink 
and 
dishwasher 
make this kitchen a dream for 
Mom. Asking $34,900. 


APPELQUIST & CO. 


564 W. Main St. 
Lake Zurich 


438-8866 
Open 9-9 


95 S. Milw. Ave. 
Wheeling 


5 room, 3 bedroom Aluminum 
sided ranch on 1/3 acre lot on 
traffic free cul-de-sac. 2 car 
aluminum sided garage and 
blacktop driveway. Paneled 
master bedroom has double 
and single closets. Carpeting, 
draperies, oven/range and an* 
conditioner included. 
Taste­ 
f u l l y 
decorated 
and 
ex­ 
cellently maintained home in 
neighborhood 
of well 
kept 
homes. $28,900. 


APPELQUIST & CO. 


564 W. Main St. 
Lake Zurich 


STREAMWOOD 
Full Basement 
Bdrm, home with family 
rm., 22’ living rm., carpeting, 
multi-baths, fenced yard and 
low taxes. ONLY $28,500. 
Colonial 
Real Estate 


837-5232 


DON’T BE SHY! 


Let us show you around, we 


have lots of really different 


homes 


Giant old 2 story has that spe­ 
cial flavor of time past, on 3 
acres with huge barn, can 
keep horses. 
$48,500 


Old log cabin walls decorate 
the interior of this cedar Bi­ 
level. The large family will 
appreciate the 
4 bedrooms, 
separate dining area & family 
room, on a wooded Vz acre. 
$39,900 


Swiss 
Chalet 
home 
brings 
memories 
of 
old 
Europe. 
Raised living room, 6 bed­ 
rooms, area provides recrea­ 
tional facilities. 
$65,000 


If you are looking for an all 
brick maintenance free home, 
we have that also. 3 bed­ 
rooms, large family room, on 
$36,900 


ARLINGTON HEIGHTS 
BERKLEY SQUARE 
715 Braeside 
Beautiful, 
oversized, 
raised 
ranch, 4 bdrm. mas. bdrm. 
12x22n, 2*6 baths, 2 car att. 
gar. C/A, shag cptg., blt/in 
bar in 24x24’ tam. rm. Dra. 
ow n 
water 
soft., 
parquet 
floors, pat., landscaping. 


Mid 40’s 
By owner 


394-9299 


WAUCONDA AREA 
Frame home is located only 
*6 block from Slocum Lake. It 
has 2 bdrms., living rm., 
kitchen w/eating area. Only 
$9,500. 


5 room frame ranch on large 
lot w/lake rights on Island 
Lake. Asking price $14,900. 
Powers Real Estate 


438-8866 
Open 9-9 
470 W. Liberty 


ARLINGTON HEIGHTS 
Split level, 3 bdrm., 2 bath, 
liv. rm., din. rm., Kit. w/blt-in 
oven k range. Firepl. Rec rm. 
w/blt-in bar & bookcase. 2Vi 
att. gar. on over % acre. 
$39,900 
259-6357 


WANT ADS 
Are Fast! 


HOFFMAN ESTATES 
Hearth model, 4 bedroom, 2Vt 
bith, beamed family room 
w/fireplace, rec room w/wet 
bar, C/A, brick patio w/24’ 
DOOl 
$48,500_________ 894-1694 


Want Ads Solve Problems 
‘ 
Use Classified Today! 


WHEELING & VIC. 
Just 
listed-3 
bdrm. 
Alum, 
s i d e d ranch. Full bsmt., 
fenced yd. Clean, move right 
in condition. Low dn. pymt. 
Only $24,900. 


Owner transferred-immed. oc­ 
cupancy 
on 
this 3 
bdrm, 
raised ranch, 1-1/2 baths, gar. 
fam. rm., new w/w carptg. in 
LR, DR & hall. Large en­ 
closed porch, fenced ya. Must 
be seen for xtras. $36,900. 


NORTHWEST SUBURB 
Starter Home 
Special 


Wauconda 
526-5501 


carpeted 
all 
ranch, 2 
appliances, 
OCCUPANCY 
- 
in low 
Ex­ 
tax 


La r g e 
Bd r ms 
QUICK 
cellent location 
area. 
VA & FHA TERMS 
ONLY $18,400 
Colonial 
Real Estate 


428-6663 


4 BEDROOMS 
R O L L I N G MEADOWS — 
Maintenance free ranch on 
sprawling 83’ lot, 1*6 baths, 
(fining L, 20x13 family rm., 
spacious kitchen, dishwasher, 
d i s p o s a l , bsmt., garage, 
choice area. 2 blks. to schools 
& shpg. Vacant. Immediate 
possession. $39,500. 
Homes NxNW 
ROLLING MEADOWS 
255-4200 


a pretty lot. 


Properties by % k 


381-7252 
639-5393 


JUST REDUCED 


5 room, 2 or 3 bedroom, 2 bath 
2 story on Va acre lot. 31x24 
heated separate garage. Old 
fashioned 
country 
kitchen 
with eating space for the 
whole family. Private beach 
rights. $27,900. 
APPELQUIST & CO. 


564 W. Main St., Lake Zurich 


438-8866 
Open 9-9 


SAVE $1,000 
Under builder’s price, on 7 
m o n t h old townhouse. 
2 
bdrm., IVz baths, cen. A/C, 
att. gar., bsmt., fenced yard, 
all appliances. Choice location 
across from clubhouse, pool. 
Sheffield 
Town-Schaumburg. 
Owner. 
882-0928 


Vlt. Prospect - Owner 
Bdrm, colonial, 2*6 baths, 
sep. dining rm., 24’ liv. rm., 
’irepl., built-in kitch., bsmt., 
att. 2 car gar., A/C, lge. 
ndscpd. lot, huge patio, walk 
to Randhurst, schools, parks, 
pool. $49,000 or make offer, 
mmed. poss. 259-1863 or 392- 
6685. 


95 S. Milw. Ave. 
Wheeling 


A R L. HTS. - B Y OWNER 
3 bdrm. brick split-level. 1% 
baths, att. gar. Pan. fam. rm. 
w/blt-in bar & hi-fi. Prof. 
lndscpd. 
yard. 
Tree 
lined 
street. Walk to everything. 
Immed. poss. $38,700. 253-8024. 


BARRINGTON AREA 
4 bdrm. brick bi-level home 
on 1-1/3 acre wooded site. 2*6 
tiled baths. Lee. paneled rec. 
rm. w/wet bar. 2 firepls. 
B e a m e d c e i l i n g porch 
w/spacious glass windows. 2 
car gar. 
Home owned by 
builder, has many extras. Low 
80’s. 
381-5440 


PALATINE 
No.GERI CT. 


Brand new 6 room, 3 bed­ 
room, 2*6 bath Clinker Brick 
ranch with 3 fireplaces and 
slate entry. High dry base­ 
ment ready for rec room. 
Family room with doors to 
p a t i o . 
Oven/range, 
dish­ 
washer, 
carpeting 
and 
all 
thermopane windows. 12x12’ 
Redwood porch. All this plus a 
beautiful view for $54,900. 
APPELQUIST & CO. 
Lake Zurich 
Open 9-9 
564 W. Main St. 
438-8866 


$32,000 


RANCH 3 BEDRM. 
1% baths - garage. Large lot, 
quiet location. 


C. Neal 
359-1232 


ARL. HTS. 
CHESTNUT 


Brick 3 bedrm , 6 rms., full 
base. 
Garage. 
100x718’ lot. 
with future. 


MUNDELEIN AREA 
188’ CHANNEL 
2 lots of record. Very heavily 
wooded. 3 bdrm, older frame 
residence. 
Basement, 
crpt. 
and many extras. Ideal for 
tradesman. Quick possession. 
$38,900. 
DEMKO 
566-8400 


840 S. Lake, Mundelein 


LONG GROVE 
8 RM. COUNTRY RANCH, 3 to 
4 
B D R M S . 
FAM. 
RM. 
W/FIREPL. LGE. LIBRARY 
& MASTER BDRM. SUITE. 
SCREENED PATIO, 
FULL 
BSMT. UV. RM., DIN. RM. & 
K I T C H E N DINETTE ALL 
LOOK OUT TO 2 ACRES OF 
ROLLING WOODS WITH 2 
CREEKS FLOWING THRU 
PROPERTY. $79,800 
438-7670 
or 
629-5710 


BUFFALO GROVE 
a t te n tio n TRANSFEREES 
Open house Sunday, Aug. 27 
12-6 p m 
860 Shady Grove Lane 


N e w l y decorated. 
Buckingham 
ranch. 2 car gar. fully lnds. 3 bed­ 
rooms. 2 bath, fully eqp. k it & 
was. dry., humid, wat. soft., fire- 
p l a c e , 
C/A. 
w /m any 
extras. 
Priced for im m ediate sale. 
537-9485 


C. Neal 
359-1232 


GLENDALE HTS. 
No. 4047 
7 RMS - 3 BEDRM -2 BATH 
$34,000 
Fam rm, din rm, utility rm. 
Larce lot 80x160. Central an­ 
cona. Fenced yard & pool. 
C. Neal 
350-1232 
Don’t Spin Your Wheels! 
Get Going With A Want-Ad! 


SELLING? 
BUYING? 
It pays to deal 
with a professional 
Realtor 
Gat the facts. . . 
get fast action— 
call a REALTOR today! 


ELK GROVE AREA 
3-5 bdrm, custom built Cape 
Cod, lge. lot, cyclone fence, 
full bsmt., liv. rm. w/firepl., 
and sun rm., sep. din. rm., 
lge. kitch. w/pantry, 2-car att. 
par., ideal for the large fami- 


EVANS REALTORS 
255-8300 


ARLINGTON HEIGHTS 
BY OWNER 
Excellent located, 2 bdrm., 
well arranged, w/many ex­ 
tras. Desire fast sale due to 
relocation. 
Asking low $30’s 
392-7349 


THE HERALD 
Thursday, August 24, 1972 
Section 4 
— 5 


C-NEAL REALTY 
MA I. MW Highway 
Palatine 
359-1232 


ONEAL REALTY 
666 E. MW Highway 
Palatine 
359-1232 


300— Houses 
400— Apartments for Rent 
400— Apartments for Rent 
400—Apartments for Rent 
300-Houses 
320— Condominiums 
350— Investment and 
Income Property 
400— Apartments for Rent 


ELK GROVE VILLAGE 
By owner. 4 bedroom, Creigh­ 
ton Colonial. Excellent condi­ 
tion. Air conditioned. Many 
extras. Beautiful corner lot. 
Convenient location. 
$51,000 
437-3239 


DES PLAINES 


ATTENTION BUILDERS! 


Ideal close-in corner location. 
5 room old house on one of 2 
lots. Approximately 25,000 sq. 
ft. in all. All improvemenets 
in and paid for. Low taxes and 
price. 


PETERS & CO. 
259-1500 


DON’T JUST LIVE A LITTLE. 
® 
LIVE A LOT. 
| 


We’ve put life into living at TWELVE OAKS. (fc 


2 swimming pools...2 professional tennis courts...private lake...children's 
^ 
playground...private club house with lounges, gam e and card rooms... 
/oz 
supermarket and drugstore. 
Fully air-conditioned...FREE thermostatically controlled heat...FREE wall-to-wall 
carpeting...separatedining rooms...completely equipped kitchens...FREE ^ 
limousine to commuter trains. 1 and 2 bedroom apartments from $210. 
/vp 


Models open 10 Iii 7. 
PHONE: 394-3050 
= = 
ZD 
In Arlington Heights 
— 
Take NW Tollway (1-90) to Arlington Hts. Rd. exit. Go north to Central Rd., left on— 
Central to Twelve Oaks at the comer of Central and Wilke Rds. 
^ 
Harbor Management Corporation. 


/ ^ u v 
M 
NS 


(Only 23 choice units) 


Country Living in town 
Facing Acres Of Woods 
1925 E. OAKTON ST. 
(Just East Of River Rd.) 


By Far The Best $ Value 
In The Northwest Suburbs 


Fire Retardant 
Sound Proofing 
Elevator Bldg. 
Wood Slider Windows 
Carpeted Apts. & Halls 
Central Air Conditioning 
Individual Heating Units 
Master T.V. Antenna 
Phone Jacks 
Ample Parking 
Hot Point Range & Refrig. 
Large Eat-In Kitchens 


HOFFMAN EST.— BY OWNER 
Large 3-bdrm. ranch. 2 baths, 
fully carpeted. 1^-car garage. 
Fenced 
Va 
acre lot. Large 
15x30 patio. A/C, 
paneling, 
draperies. Located in cul-de- 
sac. 
$29,500____ 
894-7350 


PALATINE. 3 units. All Brick. Walk 
to train. Upper 60 s. Owner. 359- 
6656. 
ARLINGTON HEIGHTS 
By owner. 3 or 4 bdrm, home 
w/gar. & equipment shed on 
nearly I acre. Schools: Green­ 
brier, Rand, Hersey. Low, low 
taxes. 
$33,500 
255-1686 


355— Business Opportunity 


We’ll Find an 
Apartment 
for Y ou ... 
F R E E 


VB-3701 
RAND & HICKS RD. 
5 Acres — zoned B-5 with sew­ 
er. Across from $5.5 million 
complex. Over 2,000 ft. of 
frontage, including Rand Rd. 
Frontage. $1.50 sq. ft. 


PALATINE 
No. 4067 
Hwy. Lot for mfg. or bus. 
100x150*. $11,000 


PALATINE 
No. 4048 
N.W. Hwy. Corner 232x160 
$25,000 


WISCONSIN 
Lake property. Wooded acres. 
Farms. Any size available. 


No. 3722 
N.W. HWY. CRYS. LAKE 
BUSINESS ZONED 
LEASE OR SALE 
1500 ft. hwy. frontage with re­ 
modeled home & barn. Ideal 
for hwy. sales lot. Trailers, 
campers, boats, garden outlet. 


MOTEL 
No. 3642 
8 units Sc living $45,000 


3 ACRES NW Hwy. 
No. 3722 
Home Sc barn $10,000 down. 


RAND RD. 
No. 3850 
487 ft. frontage on Rand Sc 
frontage on Ivanhoe Rd. I blk. 
from stop lite — 3 acres total. 
$33,000. 


BY OWNER 
ELK GROVE VILLAGE 
4 bedroom, 2 baths, Central 
Air. 
$44,900. 
Large putting 
green. Wall to wall carpet. 
437-0861 


C a ll us first and 
sa v e you rself tim e 
and aggravation. 
lf you’re just starting 
to look or if you’re hav­ 
ing trouble finding just 
the right apartment, 
call us. We have sub­ 
urban C h ic a g o la n d ’s 
most complete listing 
of major apartment 
com m unities. 


Let us show you pho­ 
tographs and detailed 
i n f o r m a ti o n on the 
apartment com m uni­ 
ties best suited to you. 


To learn about literally 
hundreds of apart­ 
ments, call us or drop 
in at: 
600 Hunter Drive, 
Suite 301, Oak Brook 
(north side of 22nd, west 
of York Rd., across from 
the Polo Field) 


SURREY RIDGE WEST 
5th bdrm, or den. Fam. rm. 
w/firepl. 2Vz baths. 2 car gar. 
A/C, 
appliances, 
drapes. 
2 
years old. Immediate posses­ 
sion. By owner. 
$62,000 
255-0444 


From $21,950. 
All 2 bedim s. Have 2 Full Baths) 


Efficiency Apt. $17,950. 
OPEN DAILY 11-5 P.M. 
FURNISHED MODEL 
SAT Sc SUN 1-6 PM 
CLOSED TUESDAY 
827-0704 
297-3689 


PRESENTING 


at Schaumburg, Illinois 
• Chicagoland’s most exciting 
new lake-setting commu­ 
nity. 
• Just one block west of the 
new Woodfield Mall 
• Created rn the image of the 
famed Versailles Palace 
and Gardens of Paris 
• Four acre lake . . . gate­ 
house . .. formal garden 
. . . winding drives . . . 
lamplit walkways. 
• Heated garage . . . elevator 
to your floor. 
• Carpeting . . . drapes . . . 
exciting colorful kitchens 
. . . self-cleaning ovens, 
frost-free refrigerators 
• The Versailles Club . . . 
your own resort hotel at 
the doorstep. 
Directions: 
VersailJes-on-the-lake 
is located at Golf Road and North 
Plum Grove Road in Schaumburg, 
Vs m ile w est of Rt. 53. and Wood­ 
field Mall. 
R E N T A L S (which include 
heat) start at . . . Studios $195 
I Bedroom $242.50 . . . 2 Bed­ 
rooms $310. 
Furnished models open daily 
from IO a.m. to 8 p.m., or 
call for special appointment: 


Phone 882-5330 


BUCKINGHAM 
I yr. old 3 bdrm., 2 bath 
ranch. Includes central air, 
aluminum siding Sc 2 car ga­ 
rage. Immediate. $38,900. 
LIEBERMAN REALTY 
537-6440 
ELK GROVE VIL. By Owner 
1244 Carswell 
3 bdrms. 
ranch w /att. 
2, i 
Ear. 
w /elec. 
opener, 
fam ily 
rm.. 
2 
baths. C/A, cptg.. shutters, built-in 
oven/range, 
dishwasher 
Sc 
dls- 
posal, w ater softener, 
aluminum 
gutters, 
fenced yard, 
S/S, 
over­ 
sized patio. Many extras. Top lo­ 
cation. $41,500. 253-6090. 
PALATINE-BY OWNER 
Attrae. 
decor., 
w ell 
maintd. 
3 
bdrm. 
brk. 
Cape Cod. 
Loc. 
on 
138 x107’ wooded cnr. lot. “Walk to 
everything.” New W/W cptg. 
In 
liv. A din. L. Kit. inc. stove, re- 
frig., 
dishwasher, 
cedar 
fencd. 
yard w /shed. Full bsmt. A other 
extras. 
Mid 30’s 
359-3149 


Mr MOM! c r 
I 
SHORTINO CINTI* 
ennui 


WHEELING 
1(0$ lift Cental toad 
Ailing! in Heights, III. 60005 
rhonc: 954-111O 


, 
AKHMCTON' h e i g h t s 


PALATINE 
Beautifully kept 4 bdrm. Cape 
Cod, 2Vz baths, full bsmt., 1st 
floor fam. rm. with charming 
firepl. lge. kitch. with good 
eating area, all appl. Owner 
transferred, looking for imme­ 
diate sale. 


Evans Realtors 
255-8300 


The “Retirement” age need 
not be the “Withdrawal” age! 
Impeccable 2 bdrm, apart- 
m e n t 
with balcony 
over­ 
looking private lake. Country 
club atmosphere of congenial 
people. Hobby, exercise, li­ 
brary, billiard rooms for your 
relaxation 
and 
enjoyment. 
Easy walk to church, shop­ 
ping and transportation. All 
this for only $24,900. 


TRANS-AMERICA REALTY 
65 S. Milwaukee Ave. 
541-4770 
Wheeling 


WE HAVE THE LARGEST 
APARTMENTS IN ARLINGTON HEIGHTS 


• TENNIS COURTS, 
Health 
Club, Sauna 
Baths, Pitch 'n' Putt Golf, Swimming Pool, 
Recreation Rooms in every building with fire- 
places. 
• PRIVATE GUARD PATROL, Closed d r- t 
coit TV, Double door security locks with door 
viewers. 


• CARPETED KITCHENS, dishwasher/ dis­ 
posal, self-cleaning oven. Frost-free refrig- I 


erator. 
• 
• COMPLETELY SOUNDPROOF, Fireproof, 
concrete construction. 
• FREE DAILY PRIVATE BUS SERVICE 
and from R.R. Station. 
/ 
/ 


I, 2, and 3 Bedroom Apartments from $220 
Models Open Daily from IO a.m. to Dusk 


located at 1605 E. Central Rd., Arlington Heights. I Mile west of Northwest 
Hwy. (Rte. 14) on Central Road. 


Phone 956-111O 
Ben Pekin Corp. 


TOWER LAKE 
No. 4049 
2 Wooded lots plus residence. 
Handyman 
special or 
con­ 
tractors dream. Lots worth 
$12,500. 


C. Neal 
359-1232 


■ 
^■Apartment Listing 


A Free Referral Service1 


Phone: 887-1103 


SHARP 
3 BDRM. RANCH 
IVz parage, utility rm., ceram­ 
ic tile in entry Sc bath, cov- 
e r e d 
patio, 
more 
extras. 
$31,900. 
PALATINE 
253-0848 


ELK GROVE 
1st fl. lge. I bdrm, apart. 
Patio, sailboat Sc many ex­ 
tras. Low main, includes pool, 
tennis courts, lake rights for 
boating, 
fishing; 
gas heat, 
cooking, A/C, etc. 
Call 593-7961 


SCHAUMBURG 
30’s 
708 Slingerland Dr. 
PRICE REDUCED 
Im m aculate 3 bdrm ranch. 4 yrs 
young, 
cptg, 
drapes, 
appls, 
full 
bsmt, 2 car att, cent air. 
HEISER REALTY 
774-3338 


Hoffman E states 
RING BROTHERS 
360— Mobile Homes 


1968 
HOLLYPARK, 
12x60, 
$5800, 
open house Friday 6 p m , Sat 
Sun. 9 - 5 p.m. 400 W. Touhv, Lot 
368. D es Plaines, 827-8312. 
Hoffman Estates 
A 
residential 
community 
unique to the Chicago area 
which blends the tranquility of 
a rustic lakeside community 
and its convenience to all Chi­ 
cago. 
A section of the community is 
reserved and designed espe­ 
cially for families with chil­ 
dren. 
Reservations now being accepted 


UNFURNISHED 
I Bedroom 
From $155 
1 Bedroom Sc Den 
From $205 
2 Bedroom 
From$220 
2 Bedroom Sc den 
From $325 


(Furnished I Bdrms. also available) 


—A private lake with lakefront 
apts. 
—Rustic landscaping am idst con­ 
tinuously blooming greenery. 
—Outdoor and subterranean park­ 
ing. 
—Fashion designed color coordi­ 
nated 
interiors 
w /carpets 
& 
drapes. 
—Fireplaces, wet bars, wood pan- 
e I i n g autom atic dishwashers, 
buit-in ovens and ranges, 
two 
air conditioning units per apart­ 
ment, hot water baseboard heat­ 
ing. - 
—Recreation 
Building, 
billiards, 
large private party room, gym ­ 
nasium, 
m ens’ 
and 
w om ens’ 
sauna and whirlpool bath. 
In­ 
door 
and 
outdoor 
swim m ing 
p o o l s . 
Night 
lighted 
tennis 
courts. 
—Beautiful deck sunbathing area. 
—Close to schools and parks. 


HOURS IO to 6 DAILY 


DIRECTIONS: Northwest Tollway 
(Kennedy) 
to 
Barrington 
Road. 
Turn south on Barrington Road to 
H assell. Turn left to Barrington 
Lakes. 


CAMBRIDGE- 
ON-THE-LAKE 
Deluxe 
condominium 
over­ 
looking lake. Year round re­ 
sort living in the city. Interior 
decorated. 2 bedrooms, posh 
carpeting. Drapes. Many ex­ 
tras. High $40’s. Call 537-8455 
for appointment to see._______ 


ARLINGTON 
BY OWNER 
Stoltzner built brick ranch. 2 
bedrooms, family room off 
kitchen. Full bsmt. w/outside 
entry. Attached gar. C/A. Car­ 
peting. Water softener, appls. 
Upper 30’s. 259-0877.__________ 


365— Wanted 
By owner. Im m aculate 4 yr. old 
brick ranch. 2 car electric garage, 
2Vt cerm ic baths, fam ily rm. 3 lge 
bdrms., 4th in com pletely panr\*d 
bsm t. Cent. 
air, 
custom 
drapes, 
carpeting, m any extras. 
259-8149 
$55,500 


♦ 
Rolling M ead o w s 
♦ 
♦ PLUM GROVE AREA ♦ 


WE GUARANTEE 
TO SELL YOUR HOME 
OR WE BUY IT ALL CASH 
PRICE AGREED IN WRITING 
KOKINIS REALTY 
ON BUSSE AT GOLF 
593-2300 
M EM BER MAP 
MULTIPLE LIST SERVICE 
AND NW COMPUTER M /L /S 


5 BEDROOM-2^ bath 
COLONIAL 
Full basement, 2 car garage, 
central air-cond., drapes Sc 
carpeting included. Secluded 
patio. Near shopping cntr. Sc 
g r a d e school, in Berkley 
Square, Arlington Hts. Mid 
$50’s. 255-2773._______________ 


LARGE 
2 
bedroom 
Condominium 
facing lakes. C/A, near shopping. 
Wheeling, by owner. $25,500. 541-1171 
E xclusive Stonegate section. 7 rm. 
colonial 
on 
tree 
lined 
pky. 
3 
bdrm., lVs baths, lge. fam. rm., 
cen. air. full bsm t., patio, fenc. 
yard. Avail, 
late Sept. 
or early 
Oct. 
$51,500 
394-8869 


4 
Apartments 
4 


I 
I & 2 BEDROOMS 
I 
^ 
From $210 
^ 


^ These classic French Mansard design 4 
P apartments are fully carpeted with I, ▼ 
4 1 4 
to 
2 
full 
baths, 
exclusive ▼ 
4 dub-recreation center S pool, dis- 4 
4^ posaf, dishwasher, individually con- 4j 
4 trolled heating I air cond., private 4 
^enclosed patios or balconies, SUPERIOR 4 
4 SOUND CONDITIONING & SPECIAL PET 4 
^SECTION. 
4 
4 
ALL OF THIS IN A 
♦ 
I 
PRIVATE, BEAUTIFULLY 
I 
I 
LANDSCAPED SETTING 
I 


PRIVATE party w ishes to buy 2 
bedroom home, Rolling Meadows 
area. Low 20’s. After 5 p.m. 392- 
9219. 


P A L A T IN E 
Y ou’ll never want to leave 
Countryside 
Apartments 


I & 2 Bedroom Apartments 
Am idst our IOO acre back yard 


PALATINE 
VR4084 
4Vz ACRES 
Can rezone for residential lot 
in area of $60,000 homes. 
VR4097 
178 ACRES — zoned multi, 12 
units per acre, sewer & water. 
$400 per unit. 


PLUM GROVE 
V4058 
3Vc ACRES 
40 APT. SITE 
POTENTIAL 
320 ft. 
road 
frontage 
and 
house, sewer Sc water. 


SCHAUMBURG 
No. 3762 
Res. Lot, 100x200’, high Sc dry. 
$8,500. 


BARRINGTON 
VR 4027 
100’x 126-Res. Lot. $6,000 


PALATINE 
3983 
150x132. $6,600 


PALATINE 
3895 
70x125 improved, $7,500 


RTE. 120 
No. 3560 
5 Hwy. lots. Corner. $4,800. 


PALATINE 
No. VR4001 
100x200 blktop rd. $6,000. 


CRYSTAL LAKE 
BN 
ll acres. $16,000 Terms. 


390— Out of State Properties 


WISCONSIN 
Beautifully wooded 5 acres in 
the best Musky fishing area of 
the state. 6 hr. drive thru 
s c e n i c c o u n t r y . Near 
Flambeau River State Forest 
Sc Chequamegon National For­ 
est. $1,400 full price. Terms. 
312-325-4145 


PALATINE 
NO. ED 
B R I C K , 
IVz 
BATHS, 
3 
BDRMS, FAM. RM. 2 car ga­ 
rage, 
improved 90x150 lot. 
$39,500 


C. Neal 
359-1232 


ELK GROVE, 403 Laurel 
Most popular 3 bdrm., I Vz 
bath, patio, new paint, many 
e x t r a s . Premium location. 
Owner must sell. $34,000. 


437-0608 
Or 
593-737 
HOFFMAN ESTATES 
WINSTON KNOLLS 
Model home. 4 mo. new’ ranch. 3 
bdrm s., 
full 
basem ent, 
2 
full 
baths, 
central 
A/C, 
din. 
room, 
fam. room, fully carpeted, drapes, 
total appls. Lge. lot on cul-de-sac, 
professionally 
landscaped, 
imm. 
poss. by transferred owner. 
$45,000 
359-3993 


HOFFMAN ESTATES, 3 bedroom, 2 
baths, fam ily room. 2 car garage, 
walk to everything. Big lot. $29,900. 
Im m ediate occupancy. 439-7617______ 


MT. PROSPECT — 3 bedroom brick 
ranch, prime location. $46,900. 255- 
7218 


3 BEDROOM ranch — near schools 
and park in Palatine. 358-1812 


BUFFALO Grove - Cambridge. Five 
bedrooms, 3 baths. Eat-in kitchen. 
S e p a r a t e d i n i n g . F a m i l y 
room /fireplace. 
Carpeting, 
drapes. 
Central air. By owner. $52,900, 537- 
2493_____________ ____________________ 


ELK GROVE — by owner, 4 bed­ 
room ranch, 
air. 
E xtras 
gator*. 
Im m ediate 
possession. 
A 
buy 
at 
$43,900. 437-4023.______________________ 


HOFFMAN Estates. By owner. Im­ 
m aculate 
three 
bedroom, 
brick 
and fram e ranch. Air conditioner, 
garage, built-ins. $29,900. 392-8242 - 
TW 4-6264__________ 


BI-LEVEL, 
hot- water heat, 
near 
shopping. A-l condition. Stonegate. 
Retiring. 253-8463 after 6 p m. Upper 
30’s. 
___________________ 
HOUSE — $28,500, Palanois Park, 2 
bedroom brick. Beautifully deco- 
rated. 359-3941________________________ 
ROBINSWOOD 
Sub-division 
— 
4 
bedroom, 
townhouse, 
carpeting, 
storm doors, windows. I Vt baths, by 
owner. 289-1095. $27.500______________ 
FOR Sale by owner - 3 bedroom bi­ 
level with basem ent in Carpen­ 
tersville (M eadowdale). Large living 
room w’ith dining area, storm s and 
screens, recently painted, new hot 
w ater heater, new black top drive. 
Shown by appt. only. Call after 5:30 
p.m. HA 6-4906 or 566-5218. _________ _ 
PALATINE,~3~bdrmTT2 baths ranch. 
A/C, 
beautiful 
landscaping, 
ex­ 
cellent condition. 
Upper 
JO’s. 
358- 
0143 
ATTENTION handyman — I 
oed- - 
room, Vt acre: 2 bedroom, acre. 
Call 255-5587. Arlington Hts. 


Spend a summer in the country aith us and 
you’ll never want to leave again. Our IOO acre hack 
yard is criss-crossed with lighted walkways, garden 
terraces and recreation areas. Shopping, schools, 
and the most advanced community facilities sur­ 
round us. And because ire planned your comfort 
carefully, you can relax indoors and outdoors all 
year ’round. 
Our unique apartments offer such features as: 


By owner. Cedar Point Park, Wil­ 
liam s Bay. 4 bdrm., cape cod, 2 
bath. liv. 
rm. w /firepl., din. L. 
Front A back porches. K it./w eat­ 
ing area. Pan. rec. rm. w /bar in 
bsmt. Lge. boat storage In 2 car 
gar. 
Low 40’s 
724-3669 


MODUS OPEN DAILY 
Weekdays til I pm. 


Corner of Euclid & Plum Grove Rd 
ELK GROVE VILLAGE 
BY OWNER 
Save over $3,000 on 3 bdrm, 
ranch. 2 bath, 2 car garage. 
Fenced yard. 
$34,900 
437-6421 


70 ACRES. Beecher, W isconsin. Vs 
m ile off Highway 141. 1% m iles 
from Beecher Lake. $125 per acre. 
824-3797 after 6 p.m. 


M anaged by 


• Wall of glass that open onto a private terrace 
from both living rm. & bedroom. 
• Central air-conditioning. 
• Free gas heating & cooking 
• Wall to wall carpeting. 
• Installed drapery rods 
• Hotpoint applianced kitchen 
with pass-thru counter 
• Ceramic baths and vanities. 
• Laundry & Storage facilities. 
• Ample parking (enclosedgarages available). 
• Club House with pool, sundeck & party room. 


MODELS OPEN D A IL Y 
Sterling Dr. & Northwest Hwy., in Palatine 
L . F. Draper & Assoc., Inc. 359-9644 


K 
u 
n 
i a 
I s 
ELK GROVE 
4 bdrm, luxurious townhouse. 
A/C, fully carpeted, 3 full 
baths, full 
basement, dish­ 
washer, disposal, 2 car ga­ 
rage, private lake. (Fishing & 
boating) Best available. By 
owner. $47,250. 437-1550 ; 439- 
6327 


DES PLAINES 
COUNTRY CLUB LIVING 
Swimming Pool Sun Patios 
Air Conditioning 
. I Bedroom-$175 
2 Bedroom-$205 ■ 


Heat - Hot Water - Cooking 
Gas - Storage - Washer - 
Dryer - Parking 
2 Locations 
DOVER PARK APTS. 
Oakton St. 
W. of Mt. Prospect Rd. 
145 Dover Dr., Apt. 12 
296-5476 
HOLIDAY LANE APTS. 
Entrance 
at Golden Bear Restaurant 
Elmhurst Road (Rt. 83) 
I block North of Algonquin 
1113 Holiday Lane, Apt. 7 
437-4169 
Open 10-6 
Closed Tuesdays 
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Lombard 
Schaumburg 


CARY 
FRANK 
3 BEDRM. IVz BATHS 
Va ACRE PRIVATE 


Lake lot — I Vz car garage. 
Family rm. $29,500 


C-Neal 
359-1232 


WHEELING 
What Apartment 
has everything? 


Only at the Lamplighter. 
Apartments that are bigger 
than many homes with mod­ 
ern 
Whirlpool 
kitchen, 
a 
pantry, large eat-in area, 
and garbage disposal; pri­ 
vate patio or balcony. 
Wall-to-wall carpet; and air 
conditioning. That’s not all. 
Try our tennis courts, in­ 
door-outdoor swimming pool 
and clubhouse where 
the 
b e a u t i f u l people meet. 
Single or just starting the 
family scene, Lamplighter 
is for you. I and 2 Bedroom 
from $183 and you’re near 
schools, houses of worship, 
and major shopping centers. 


2 GREAT LOCATIONS 


LIVE . . . REALLY UVE 
LAKE HOLIDAY 


CHOICE lot 2 blocks from 
lake, swimming, boating, fish­ 
ing, Campers have own beach 
& area to spend free week­ 
ends at uncongested beautiful 
rolling countryside. 


$5500 
392-6641 


Fantastic Apts., Social Life & 
Club Facilities Unlimited 


I & 2 BED/$235 & $290 


OPEN DAILY 10:30 - 7 p m. 


N O T 
RECOMMENDED 
FOR 
F A M I L I E S WITH CHILDREN 
UNDER JR. H S. AGE. NO PETS 


SCHAUMBURG 
359-6133 
Algonquin (62 & M eacham 


LOMBARD 
629-8880 
Roosevelt A Finley Roads 


FOR SALE BY OWNER 
Cozy 2 bedroom home on 1g. fenc. 
lot. w /trees & flowering 
shrubs. 
Gar. w /w ork area, redwood deck. 
quiet street, low taxes, carp. & 
m a n y appl, included. 
Palatine. $24,500 


392-8673 
398-2626 


BY OWNER 
Must sell 
In Elgin, west side, near toll­ 
way, 30 min. from O’Hare. 3 
bdrm 
ranch, 
full 
finished 
bsmt. 2 car att. gar. on nearly 
I acre 
Mid $30’s 
741-1476 


ARLINGTON HEIGHTS 
R e s i d e n t i a l lot, 55’xl32’, 
choice location in low tax area 
among fine new homes. Very 
reasonable. 


PETERS & CO. 
259-1500 
CHOICE half acre. improved, over- 
looks private lake In country club 
estate area, $12,900. 6294092 


T H E > w 
\ UNCOMMON 
^APARTMENTS” 
PREVIEW SHOWING 
A place of varying cultures and life­ 
styles blending together in the har­ 
mony of suburban living. For very 
special people 
1, 2, and 3 bed­ 
rooms from $ 190 
Wall-to-wall carpeting, air conditioned, 
security intercom, pool, clubhouse, ten­ 
nis courts, lake, resident’manager and 
maintenance staff. C&NW commuter 
Station & tollroad 1.4 miles. 
HUNTINGTON COMMONS 
1200 South Elmhurst Road 
Mount Prospect 60056 


Phone:439-6820 


Dally 10:00-7:00 
Managed by The Limestone Co. LmmJ 
Equal Housing Opportunity 
SffinSSrf 


PARK TOWNE APTS. 
Luxury 
efficiency, 
I 
& 
2 
bdrm, apts., in a prestige 
apartment bldg, featuring bal­ 
conies, appls., cptg., central 
AZC & heat. Dual elevators, 
pool, gym, games room & 
sauna. 
Across 
the 
avenue 
from new C&NW station & 
shopping 
center. 
Wood 
& 


320— Condominiums 
3-BEDROOM TOWNHOUSE 
1,200 sq. ft. Carpeted, new vinyl 
kitchen floors, private basem ent, 
I Vz baths, fully redecorated. Chil­ 
dren welcom e, no pets. Available 
im m ediately. 
$235 — $210 
R. A. Cagann A Assoc. 
Contact 259-2871 


ELK GROVE VILLAGE 
627 Ipswich Court 
Im m ediate 
occupancy. 
3-bdrm. 
ranch. 2 baths, 2-car gar., 3 yrs. 
old. Huge pan. fam . rm., brkfst 
bar, kit. blt-ins. Oversized lot on 
cul-de-sac. N ear schools. 
BY OWNER 
$41,900 
437-1529 


Arlington Hgts. Downtown 


ROYAL DUNTON 


346— Cemetery Lots 
ARLINGTON HEIGHTS 
Downtown hi-rise. A secure 
and well maintained bldg. 2 
bdrms., 2 baths. Adults, no 
pets. Heated gar. & crptg. op­ 
tional. Walk to train, shop- 


S T Chestnut 
392-8222 


3 CEM ETERY lots. M emory Gar­ 
dens. Ari. Hts., 3-$550. J45-1527 
394-1855 
359-4011 
Models Open IO a.m. - 7 
p.m. Wolf Rd. I blk. south of 
Palatine-Willow road. 


541-0160 
696-4343 


PALATINE 
H4098 


Do it youself remodeling. 1,000 
sq. ft. hours. $15,000. 


C. Neal 
359-1232 


Management by: 
BAIRD & WARNER 
Superb and spacious apts. 
Twin elevators, heated ga­ 
rage and central air condi­ 
tioning. Outstanding buy in 
prime location. 2 Blocks to 
C&NW train, Vz block to 
shopping. 


Model open 7 days, 12-5 


Staunton 0. Flanders & Co. 


274-1001 Model 259-6968 


IN ROSEMONT 
RIVERSIDE EIGHT 
Furn. I bdrm., & studio apts. 
New Bldg., A/C, short term 
rental available. Just east of 
Mannheim. 10019 W. Higgins. 
Call for appt. 5:30 to 9:30 All 
day Saturday & Sunday. 


823-4272 


MOUNT PROSPECT 
O PEN HOUSE SUNDAY 1-6 P.M. 
Country Club area. By owner. 
Brick 3 bedroom ranch, full 
basement, 
cypress 
panelled 
rec-room. 
Attached 
garage. 
Walk to everything. 
$39,500 
259-9406 


+ COMPANY 
“You get more out of life 
because we put 
more into it!” 


" 
IRY A CLASSIFIED Alii 


Apartments of Elk Grove Village 
ALL THE EXTRAS 
From $179 
908 Ridge Square 
M anagement by 
Baird & Warner 
439-1996 


6— 
Section 4 
Thursday, August 24, 1972 
THE HERALD 


400--Apartments for Rent 
400— Apartments for Rent 


'Apartment living 
is dull!" 


Go jump 
in our 
lake." 
Mallard Lake 
Apartments 
are something else! 
• Olympic-size pool. tennis and volleyball, 
private clubhouse, duck-shaped lake. 
• 1 or 2 bedroom apartments (some with fireplaces). 
Free drapes, wall-to-wall shag carpeting, cultured 
marble vanity baths, color coordinated kitchens 
with free dishwasher, disposal and cooking gas, 
central air. Private storage, balconies and patios. 
Rentals from $210 
• Close to schools, shopping, recreation. Loop- 
bound trains and expressways. . 


From Edens or Tri-Stats 
Tollway exit at Willow Rd. 
West. Go west on Willow 
Rd. and turn north (right) 
to Rt. 83 for I milt. 
Torn west (loft) to Hints 
Rd. for abouts milt to 
tho Mallard Laka entrance 
at Hints and Buffalo 
Grove Rd a. in Wheeling. 


SILAOD L 
APARTMENTS < 


Open everyday 10 a.m. to 7 p.m. 
398-1200 
Mallard ^LakeApartments 


The Littlestone Company 
An Equal Opportunity Broker 


EXETER 


VILLAGE 


APARTMENTS 


INCLUDE 


EVERYTHING 


Central Air-Conditioning 
Gas Heating and Cooking 
Carpeting and Appliances 
Private Entries 
Patios and Balconies 
4 Blocks to CNW Train 
Station 


1 Bedroom $195 
2 Bedroom $240 


130 Woodstock St. 
Crystal Lake 
815-459-8870 


FREE rent plans available 


t)* tte d u d e rfp a n fa te a U 


INTRODUCES 
SUBURBAN LIVING AT IT S FINEST 


Studio, I bedroom, 2 bedroom with 2 baths 
$160 - $230 
Apartments include, Free gas cooking in color keyed kitchens, 
"•dishwashers, G as heat individually controlled. Air cond., W.W. 
shag carpeting, Drapes, Ample large closets, Private balcony 
an d assigned parking. The buildings are soundproof and fire 
resistant construction with elevators an d a buzzer security 
system. Free pool and recreation building for your use. The 
location of Interlude is close to schools, churches, and local 
shopping. Only 5 minutes to WOODFIELD MALL 


Models open daily 9 a.m. to 7 p.m. 
800 W. Bode Rd., Hoffman Estates 


Directions: West on Golf Rd. (Rt. 58), to Roselle Rd., 
South to Bode Rd., West to Interlude. 
882-3400 
Tower Management Company 


^APARTMENT DIVING 
AT LIVABLE PRICES 


PRAIRIE RIDGE 
Studio, I & 2 Bedroom Apartments 
I Bedroom from $160.00 
Move to a more pleasant, more satisfying way of life. 
Enjoy a life style as fresh and exciting as our times. 
Experience total living in a roomy, well designed 
apartment. AU apartments include refrigerator, 
stove, disposal and air conditioner. Swimming pool, 
tennis courts, club house and a play area. Models 
open daily. Custom Furnishings Plan avail. 
Prairie Ridge is located just south of Higgins Road 
(Rt. 72). about % mile west of Roselle Road on Bode 
Road. In Hoffman Estates. DI. 
529-1408 
894-7294 
VAVRUS & ASSOCIATES 


WATER’S EDGE APARTMENTS 
Immediate Occupancy 
• Walking distance to downtown 
• Close to commuter train 
• Good access to toUroads 


Elevators 
Sauna Bath 
Recreation Room 
Laundry Facilities 
Ample Parking 


Oven & Range 
Refrigerator 
Fully Carpeted 
Individual Heat 
Individual Air Conditioning 


NOW RENTING 2 BEDROOM APARTMENTS 
LEASING AGENT 
GRANT ASSOCIATES, INC. 
133 W. Main Street, Laka Zurich 
438-8808 


400— Apartments for Rent 
WINDSOR 
WOODS 


IN Arlington Heights 
FURNISHED & 
UNFURNISHED 


FAMILY 
GARDEN APTS. 


AND 


ADULTS ONLY 


ELEVATOR 


BUILDINGS 
I, 2 and 3 Bedroom 
Fully Equipped 
Home Style 
Apartments 
Rentals From $210 
Including Full 
Maintenance and 
Custodian Service 
► Heated swimming pool and 
private clubhouse 
» Tennis courts and putting 
green. 
' 2 protected and private 
children’s play areas 
' Fully equipped modern 
kitchens 
1 Free central heating and 
gas cooking 
Wall to wall carpeting with 
matching draperies 
Separate full 
size 
d in in g 
rm. 
Private balcony or patios 


398-0750 
Windsor Dr. ft Hintz Rd. 
Open l l a.m. to 6 p.m. 


400— Apartments for Rent 


S C H A U M 
B U R G -------- 
WALDEN IS... 
STUDIO, ONE AND TWO 
BEDROOM 
APARTMENTS 
• RENTALS STARTING AT 
STUDIO . . . $190.00 
one bedroom . . . $235 
two bedroom . . . $290 
• 
H E A T E D 
U N D E R ­ 
GROUND PARKING IN 
ELEVATOR BUILDINGS 
• PRIVATE BALCONY/ 
PATIO TO VIEW LAKE 
AND LAWNS 
• SWIMMING, TENNIS AND 
RECREATION CENTER 
• FULLY CARPETED AND 
DRAPED 
• FREE TRANSPORTATION 
TO COMMUTER TRAINS 
• 
F I V E MINUTES FROM 
WOODFIELD MALL 
DISPLAY CENTER 
MODEL SUITES 
RENTAL OFFICE 
OPEN DAILY 
IO A.M. TO 7 P.M. 
397-7400 
to Walden: 
located on Algonquin Rd. (Route 
62) . . . take the Northwest toll­ 
way to Route 53 interchange north 
im m ediately exit to Route 62 then 
west A mile. 


Park Place 
of Palatine 
FOR SALE or 
RENT WITH 
OPTION TO B U Y 
Quality built 2-bedroom 
townhomes that really are 
in-town. 
Parks, excellent schools,. 
the C&NW train and all 
shopping just a short walk. 


Wall-to-wall carpeting 
Dishwasher & disposal 
Stove & Refrigerator 
Gas Heat 
Plus space for your 
Own washer & dryer 


PA or 2lA baths available 
Children & pets welcome 


Models open 12-5 
L. F. Draper 
& Assoc. 
358-0454 
359-9644 
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ROLLING MEADOWS 
TWO 
BEDROOMS 


$ 
1 7 0 


PROSPECT HEIGHTS 
WILLOW 
RIVER 


APARTMENTS 


Beautiful clubhouse, swim­ 
ming 
pool, tennis court 
an d children's play a re a 
for exclusive use of our 
tenants. 


Chuck these special features: 


• close-in N orth suburb 
■ • air conditioned 
• free gas, cooking fit heat 
• gas oven-range 
• garbage disposal 
• Frigidaire refrigerator 
• private balcony o r patio 
• carpeting & drapes 


Close to good schools, shopping, 
transportation, churches. 


CHO ICE I & 2 BDRM. 


APTS. AVAILABLE NOW 


Rentals Start A t $ 2 0 5 


by I. S IM O N St S O N , IN C . 


Quality Builders Since 1924 


Open Daily 11 a.m. to 6 p.m. 


PHONE 537-7419 


Easy to reach — On Rt. 45 (River 
Rd.) Vt mile south of Palatine Rd., 
& I mile north of Euclid (Lake 
Ave.) From Edens - west of lake 
Ave. to River Rd., right I mile. 


V.I.P. APARTMENTS 


IMMEDIATE OR SUMMER 
OCCUPANCY 


New elegant I & 2 bdrm. apts, 
with plush shag crptg., 
m arble 
vanities, A/C. 
Relax in cabana, 
pool, 
sauna 
and 
exercise 
rm s. 
Wooded BBQ area. M aster TV an­ 
tenna, soundproof, loads of closet 
space. TV security rn entry. Acres 
of landscpg. 
& 
loads of clean, 
fresh air. Wide variety of profes- 
s i o n a l l y 
c o l o r 
coordinated 
schemes. 2 F ree parking spaces. 
M aintenance staff on prem ises 24 
hours. Golfer’s pitch ’n putt. Ten­ 
nis courts. An apartm ent commu­ 
nity with complete privacy. From 
$190. 


TO SEE OUR MODELS: Take 
Edens or Tri-State to Willow 
Rd., West to Schoenbeck Rd., 
North to Hintz Rd., left VA 
blks. to VIP models. Hours IO 
- 9 p.m. every day. 


394-8700 


Includes: 
Heat 
Water 
Appls. 
Pool 
Park 


.Furnished apts, available 
► 
(Furniture by Int'! Furn. Rental) 


Algonquin Park Apts. 
2 4 0 4 Algonquin Road 
2 5 5 -0 5 0 3 
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ARLINGTON HEIGHTS 
I Bdrm. Deluxe Apts. 
R a n g e , refrigerator, dish­ 
washer, A/C, crptg. Sept. 1st. 
$185 
C. Gra^t Dixon & Sons 
246-6200 
or 
259-8271 


WHEELING 
2 bedrooms, decorated, free 
gas. Air conditioning, heated, 
and parking. Near shopping & 
schools. $195. Shown by ap­ 
pointment only. 
743-8934 
ROLLING MEADOWS 
Three Fountains Apartments 
Sublease 2 
bedroom 
apart­ 
ment with air conditioning, 
carpeting, 
pool, 
appliances. 
Available October I. $265 per 
month. 
392-5811 after 5 p.m. 


A p a r t m e n t 


In f o r m a t i o n 
C e n t e r 


• A FR EE service to help 
you find the right apart­ 
ment. 
• Information and photos 
of 100's of apts, from 
$165 thru-out the suburbs. 
• Professional counselors. 
CALL 279-1423 
Open 7 days. Elmhurst of­ 
fice in shopping canter at 
Route 83 and North Ava. 


Mt. Prospect 
BEAUTIFUL 
RAYWOOD APTS. 
1019 BOXWOOD DRIVE 
Has left several of its I and 2 
bedroom apts, available 
for 
occupancy. You’ll find a cor­ 
dial and pleasant atmosphere 
convenient to North Western 
R.R. (35 min. to Loop), super 
market (I block), and Rand- 
hurst 
shopping 
center 
U A 
blocks). Lovely interior ap­ 
pointments include carpeting, 
ample closets, 
tinted appli­ 
ances, air conditioning, gar­ 
bage disposal and soundproof­ 
ing and you’ll enjoy the swim­ 
ming pool, recreational facil­ 
ities 
and 
parking 
on 
the 
f 
ounds, as well as nearby 
u c I i d 
Lake 
and 
public 
schools. 
Models open daily ll to 7 
3Q4-C5730 
SEAY & THOMAS, INC. 
Accredited Management 
Organization 


MT. PROSPECT 
STJOHNS 
I BEDROOM $189 
MOVE RIGHT IN!! 
• Includes heat, gas, water 
• Swimming Pool 
• Club House 
• Newly Decorated 
• Private Balcony 
439-4151 
Open daily until 7 p.m. 
Sat. ft Sun. 12-5 p.m. 
1500 Busse Road 
I 31k. North of D em pster 
An An van Development 


BUFFALO GROVE 
OFFERING YOU 
FROM $205 
Stonegate 
Garden 
Apartments 
The Finest I and 2 Bedroom 
Apartments in the Area 


• GREAT PEO PLE 
• H eated Pool with Sundeck 
• Walking distance to public golf 
course 
• Wall to wall carpeting 
• H arvest 
Gold 
or 
coppertone 
kitchen 
appliances Including dishwasher 
• Includes gas for cooking & heat 
• Soft w ater conditioners. 


160 So. Buffalo Grove Rd. 
537-1600 
Rental Office 


MT. PROSPECT 
TIMBERLANE APTS. 
Downtown area. 2 blks. to 
train station. 1 -2 bdrm, apts., 
bit.-in breakfast bar, appli­ 
ances, heat, gas and pool. 


603 E. PROSPECT 392-2772 


400— Apartments for Rent 


ARLINGTON Hts.. 2 bedroom, fully 
carpeted, A/C. pool, $195. 593-5085. 
ARLINGTON HEIGHTS. N ear town. 
Modem I bedroom. Heat, 
appli­ 
ances. $170. 358-2390 
WORKING girl will share 2 bed| 
B room apartm ent in Des Plaines 
with same. 593-7660 days. 
ROLLING 
Meadows: 
Sublease. 
bedroom apartm ent, AZC, carpet 
ing. 
pool 
appliances. 
Available 
Sept. 1st. $175 per month. 359-2439 
after 5 p.m. 
HOFFMAN 
Estates. 
large 
3-bed­ 
room. 
heat, 
carpet, 
appliances 
air. pool, clubhouse. Assume iease 
9/1. $330. 882-3843. 
WHEELING. Luxury two bedroom 
Carpeted, appliances. A/C, E xtra 
large rooms. Must be seen. 529-7385 
- 449-8040 
ARLINGTON Heights sublet 10/1. 
bedroom, 2 bath. 439-1325 or 286- 
3686 
MT. Prospect, im m ediate occupancy 
2 bedroom, A/C, com er Central 
Main. 253-4480 
PALATINE. 
Large 
one 
oedroom 
Appliances, carpeting. Im m ediate 
occupancy. 358-2920 
WHEELING — Deluxe I & 2 bed 
room apartm ents irjm $175. A/C, 
carpeted, 
heated, 
appliances. 
966- 
9324 


MOUNT PROSPECT 
IMMEDIATE SUBLEASE 
Deluxe carpeted one bedroom. 
Membership in private clubs 
included. $199-$210. 
437-4200 


ARLINGTON HEIGHTS 
Soundproof building, just 
blks. from 
train station 
shopping. 2 bedroom, $215. 
MARCY APTS. 
202-222 N. Salem 
437-3358 


MOUNT PROSPECT 
Deluxe I bedroom apartment. 
Walking 
distance 
to 
train, 
shopping. Adults only. Beau­ 
tifully landscpd. $190. 
415 E. Prospect Ave. 
259-6249 


I bdrm, apt., private home, 
large liv. rm., din. rm., kitch­ 
en. Enclosed back porch, I 
car gar. Sun room. 2 blocks 
from North Western in Pala­ 
tine. 
359-0138 


WOOD ST. APTS. 
WOOD & SMITH STREETS 
PALATINE, ILL. 


Efficiency, I & 2 bedroom 
apts., balconies, appls. ? car­ 
peting. Dual elevator building, 
cent, air-cond. & heat. Pool, 
gym, and sauna. Across the 
street from the new C&NW 
station & shopping center. 


359-4011 
394-1855 
BAIRD & WARNER 


WILLOW CREEK 
Apartments . 


Studio, I, 2 & 3 bedroom apart­ 
ments. Up to 1,350 sq. ft. of living 
area, soundproof, fireproof, fully 
carpeted, pool & clubhouse and 
many other features. 
IMMEDIATE OCCUPANCY 
C A N B E S E E N D A IL Y 
IO A .M . TO D U SK 
359-5050 
358-3195 
295-2900* 
Serena Blanchi, Rental Manager 
KEIPPER NAGEL, INC. 
225 S. Rohlwing Rd., Palatine 
I Block north of Suburban 
National Bank Bldg. 


NOW RENTING 
ONTARIO SQUARE 
APARTMENTS 
These air conditioned apartm ents 
are designed with m axim um wall 
space, dining area and quiet zoned 
bedrooms. 
Rich shag carpeting, 
ceram ic tile baths ft color coordi­ 
nated 
fully 
applianced 
kitchen 
m akes living easy. Heat, Gas & 
W ater free. 


RENTALS FROM $125 
ONTARIO SQUARE is located on 
Ontarioville 
& 
Church 
Road, 
Hanover Park. 
Just 1% 
blocks 
from the Milwaukee railroad. 


FOR INFORMATION CALL 
PQ7 ooon 
VAVRUS & ASSOCIATES 


ADDISON 


W h e e l in g , 
t w o 
bedroom, 
a / c 
stove, refrigerator, heated. Im m e­ 
diate occupancy. $185. 537-8206 
MT. Prospect - 3 room. I bedroom 
A/C, heat. $159. Take over iease 
10/1/72. After 6:30 p.m. 593-0029. 
PALATINE — Sublet I oedroom, 
9/1, one block train. $195. 359-3633 
P A L A T I N E 2 room efficiency, 
heated, 
garage. 
$130. 
Available 
9/2/72. 359-7060. 
SCHAUMBURG. 2 bedroom Town 
house, fireplace, carpeted through 
out. all appliances. Im m ediate occu­ 
pancy 
pool. 
recreation 
facilities 
available. Many extras. $285. 882- 
6573 
PALATINE, 
3 large looms, 
near train $165. 358-1883 
A/C, 


HOFFMAN Estates. I 
carpet, appls. pool, 
6108. 297-5217. 


bedroom, a/c, 
$172 mo. 824- 


HOFFMAN E states — large 2 bed 
room. see P rairie Ridge Ad. A 
month free. $190. 882-5254. 
MT. PROSPECT. Large 2 bedroom 
separate dining room. 
Available 
im m ediately. $230. 253-3908. 
DELUXE 6 room, furnished, shop­ 
ping, 
transportaUon, 
$62 
week, 
297.3459, 986-1141. 
HOFFMAN E states — one bedroom 
garden 
apartm ent, 
V C. 
appli­ 
ances. $155. 882-4348. 
SUBLET, one bedroom, A/C, carpet 
appliances, 
pool, 
tennis, 
$196.50 
4th Floor, Hoffman Estates. 289-1594 
PALATINE — Spacious 3 bedroom 
2 bath, w/w carpeting, .appliances 
washing facilities. In quiet re3i 
dential area. $255. Im m ediate occu­ 
pancy. 359-5018 


New deluxe 2 Bdrm., fully 
carpeted, colored appliances, 
parking, no pets. $185 


547-9070 


ROOMS unfurnished. $130. Good 
references required. CL 3-3476. Ar­ 
lington Heights. 
( A R L I N G T O N Heights furnished 
basem ent apartm ent, utilities in 
lcluded. Adults, no children, $170. By 
appointm ent only. 255-4592 


PALATINE 
New, large 2-bedroom apt., 
separate dining rm., heated 
garage, near trains & shop­ 
ping. No pets. Tenant pays 
utilities. $190. 
547-9070 


I LUXURY 2 bedroom, 2 bath, Stone- 
bridge Hill 
apartm ent. 
Arlington 
I Hts. Now renting for $282. Suolet for 
$270. 392-7699 
I MOUNT 
Prospect. 
One 
bedroom 
carpeted, A/C, pets allowed. $179 
1439-9869 after 6 p.m. 
(PALATINE. 
Spacious 
3 
bedroom 
apartm ent. 2 baths, central air 
(carpeting, appliances. 167-4832 - 774- 
1666 


IDEAL FOR TEACHERS 
I bdrm. apt., across from Post Of­ 
fice. Heat, water, A/C furnished. 2 
blks. to A.H. High School. 160 per 
month. Security deposit required. 
No pets. M ature adults preferred. 
Call after 6 p.m.. 253-7054. 


[WHEELING. One and two oedroom 
apartm ents. A/C, carpeted, appl! 
lances. $175 and up. 437-4537 after 
p.m. 
IMT. PROSPECT — Sublease two 
bedroom. Excellent location, new- 
jly decorated, im m ediate. $200. 259- 
[3788 


420— Houses for Rent 
M E D . OCCUPANCY 
I & 2 BDRM. APTS. 
Range, 
Refrigerator, 
Heat, 
A/C, 
Carpet. 
$169-$199. 
Mt. 
Prospect. 437-4200__________ 


HANOVER PARK 


Brand New Home 


with carpeting, kitchen appli­ 
ances, and garage. ONLY $200 
PER MONTH. 


LONG VALLEY APTS. 
ONE MONTHS F R E E RENT 
I & 2 BDRMS. 
FROM $185 
IDEAL FOR CHILDREN 
» Swimming Pool 
► Shuffle Boards 
► Putting Green 
► Childrens Playground 
► 
Gas Barbeque Grills 
► 
Dog Run 
All Adult Bldgs. Available 
MODEL OPEN DAILY 10-9 
Just W. of 53 Expwy, on Rand Rd. 
259-7871 
398-1400 


...everything you 
['AV want in a country 
IC 
apartment 


It’s a place where good friends enjoy good things to­ 
gether. Fully carpeted, air conditioned, balconies/ 
terraces, central TV antenna, loaded with kitchen 
appliances, laundry lounges, security controls. Swim­ 
ming pool, country clubhouse, exercise room, saunas, 
gas barbecues. On Dundee Rd. at Arlington Heights 
Rd. Vt mile east of Rt. 53 and Rand Rd. 


^ Call 398-1020, in Chicago 631-4220 


Convertible/studio 
$180 
1-bedroom 
1-bath/1Vi-bath 
from $210 
2-bedrooms 
or 2-bedroom/den 
from $255 


"Barrington West" 


Award Winning rental address for 
town houses and apartm ents in 
the Village of Barrington. 
Continental atm osphere with con­ 
tem porary 
conveniences. 
P ark 
like setting with beautifully land­ 
scaped 
private 
outdoor 
living 
areas. 


Homes vary in size to suit individ­ 
ual requirem ents — all with pri­ 
vate garages. 


Rents begin at $275 mo. 


4 blocks south ft 3 blocks west of 
the center of Barrington in quiet 
residential area, at Russell and 
Lageschulte Sts. 


Call 381-3727 or 381-8826 
or 381-6829 


THIS WEEK 
$225 
New building — 2 BDRM. apt. 
in Mt. Prospect — fully car­ 
peted, 
all 
appliances, 
full 
basement, large storage area. 
Parking. 
Completely 
sound­ 
proof. 


Call 439-9043 Today 
MOUNT PROSPECT 
WESTGATE APARTMENTS 
New Elevator Building 
I & 2 Bdrm. VA baths, built-in 
breakfast bar, pvt. balcony, 
cptd., air/cond., pool, rec. rm. 
280 N. Westgate Rd 
253-6300 
Behind 
Mt. 
Prosp 
Plaza I blk. E. of Rand, I b 
N. of Central, enter from Cen­ 
tral. 


Arlington Heights 
WALK TO TRAIN 
2 BDRM. $230 
Quiet pvt. living in a lovely resi­ 
dential area across from park. 
• E x tra large rooms 
• Air conditioning 
• Carpeting 
• Appliances 
• Sound proof 
• Reserved parking 
Only 24 luxury units in small de­ 
velopm ent w /authentic colonial de­ 
sign. 904 S t Jam es St. 
637-3436 
687-6101 


Arlington (In Town) Villas 
I & 2 bdrm. AZC. zoned heat. 
W/W carpeting. F ro n t/re ar entr. 
Loads of closets ft prkg. space. 2 
stories only. Unequaled in living & 
value. No Pets. Adults. $175 & up. 
Can 
239-5114 
CL 9-2138 


SCHILLER PARK 
FURNISHED, 
new, 
proof & fireproof. I 
parking, no pets, $135. 


547-9070 


sound- 
Bdrm., 


Smart People. 
Thrifty People, 
All Shop Classified. 
Classifieds Work? 


EXEC. APTS. 
& TOWN HOMES 
Full appliance kitchen, shag 
cptg., beam ceiling, built-in 
bar, Spanish brick mterior. 
A/C, soundproof, security sys­ 
tem. Covered parking avail 
able. 
$199-$249 
437-4200 


DES PLAINES 
COUNTRY CLUB APTS. 
$169 per Mo. 
I bdrm, includes appliances, 
heat, gas, pleasant surround- i 
f 
e 
S 
n 
10 Northwestern ; 
f 
t s t C i t e 
Colonial 


Train Station. 


550 E. SEEGERS 
824-0046 
837-5234 


WHEELING 
L a r g e 
2 
bedroom, 
fully 
carptd. Range & refrig. Air 
cond. $205 per mo. 
537-4800 
After 4 p.m., call 537-3059 


ARLINGTON HTS. 
Brandenberry Park East 
I Bdrm, from $210, 2 Bdrm, 
from $245. Crptg., A/C, bal­ 
conies. swimming pool. I mi. 
N. of Randhurst - Rand Rd. & 
Camp McDonald Rd. Free bus 
to train. Zale Realty. 259-2850. 


NORTHWEST HWY. 
CRYSTAL LAKE 
BUSINESS ZONED 
Remodeled older 2 bedrm. 
home & barn. Ideal for hwy. 
sales, boats, trailers-campers, 
veg. stand-produce outlet. 


C-NEAL REALTY 
666 E. NW Highway 


420— Houses for Rent 


WEST OF O’HARE 
RENT OR RENT WITH 
OPTION TO BUY 
Newly decorated, 3 bdrm. bi­ 
level, with cathedral ceiling 
on large lot, close to schools & 


ShOPONLY $245 PER MO. 
Colonial 
Real Estate 
428-6663 
ARLINGTON Heights — 2 bedroom. 
2 car garage. After 5 p m , 394- 
2748. 
________ 
SCHAUMBURG: 3 oedroom. 1 bath. 
garage. 9/1. 
$245. 
438-8378__eve­ 
nings. 
ARLINGTON Heights 
area. 3 bedrooms, 
t a c h e d 
garage, 
lease. $275. 259-5503 


— Hasbrook 
2 baths, 
at- 
Minimum 2-yr. 


ARLINGTON Heights — 3 bedroom 
Georgian. $250 month. Security de­ 
posit. Lease. 392-2866 _______________ 
ELK GROVE Village, 3-4 bedroom, 
partly furnished, A/C, full base­ 
ment. fenced yard. lease/security, 
$375. 437-0899. 
ELK GROVE Village. 
3 bedroom 
ranch, 
1)4 
baths, 
built-in oven- 
range, carpeting, attached garage, 
$285. Septem ber I occupancy. 437- 
0240. 
STREAMWOOD Townhouse. 2 bed- 
r o o m , 
XA 
hath, 
refrigerator, 
stove, carpeting, pool privileges. Im ­ 
m ediate occupancy. 724-7066. 
PROSPECT Heights — 7 room bi­ 
level, 2A baths, 2 car garage, 
basem ent. 
Newly decorated. N ear 
schools 
and 
Randhurst. 
537-2701. 
$400. with lease. 
CARPENTERSVILLE, 
im m aculate 
3 bedroom bilevel, carpeted, base­ 
ment, recreation room, appliances, 
$235. 428-7357. 
ELK GROVE Village. 3 bedroom 
ranch, 2 baths, garage, $275. 439- 
2298. 
ARLINGTON Heights. 
4 bedroom. 
S t o n e g a t e , schools, shopping, 
train. 253-3302. 392.8949 
MT. PROSPECT, five rooms, walk 
to NW depot, basem ent 
fenced 
yard 2-car garage. 9/1 occupancy. 
$260, after 5, 259-7695. 
HOFFMAN E states — 3 bedroom 
ranch. IA baths. Attached garage. 
$285. 832-3755. 
HANOVER Park. 3 bedroom, family 
room. 2 car garage $300, 894-1595. 
ELK 
Grove 
Village. 
3 
bedroom 
ranch. $265. Available Septem ber 
1st. 259-7458 - 439-7410 
HANOVER Park, 3 oedroom ranch, 
redecorated. 
carpeting, 
appli­ 
ances, attached garage, references. 
Security deposit. $275. 837-6499 
MOUNT Prospect — 5 room house, 
A/C, drapes, stove, carpeting, 1A 
c a r garage, $265 per month. Im m e­ 
diate occupancy. 359-2099 
HOFFMAN 
E states 
— 
Tri-level 
townhouse, 
3 
oedrooms, 
family 
room, appliances. $240. September. 
255-8241 
ROLLING Meadows, 
parquet floors, big 
439-2298 


3-bdrm. ranch, 
yard, air, $235. 


ELK GROVE Village 3 bedrooms, 
kitchen/fam ily combination appli­ 
ances. fenced, garage, $285 pius se- 
urity Dale 439-7410. 
ARLINGTON Hts. — 1st floor of 
home, 5 rooms, basement, garage. 
Utilities. N ear everything. $250. 529- 
8550. 
ELK GROVE Village — 3 bdrm. 2 
bath, 
attached garage, 
enclosed 
patio, carpeting, drapes. Oct. 1st oc­ 
cupancy. $275 month. 593-6447. 
OLDER home, JM bedrooms, fufi 
basem ent. $250. 398-0634__________ 
W HEELING: 7 room, split-level, t 
Bedrooms, 1A baths, 2A car ga­ 
rage, 
$300/mo. 
Agent. 537-4300 
rent. 
R. 
Frisch, 


440— For Rent Commercial 


Palatine 
359-1232 


MT. P R O S P E C T 
Timberlake Village 


13 
I ft 2 B edroom A pts. 


• a e ? 
e t 
magnificent 
Innduaped 
grounds with private Me. Rentals ere 
mederete intl, eitre Ige. teems I (losers. 
keel tffh , mr tend., built in breakfast 
bar ie aer lye. batarde! kitchen with win- 
dews, goaf, ret rn., teems feeds, plush 


j Ik ij cpfg tp ti otto! 


1444 S. less* Rd., 4JM1M 
I nile W. af lr. 13 linkers! Id.) betw. 
Dempster A GoH 


Salem Lane Apts. 
Spacious, 2 bdrms., park like 
surroundings, air cond., swim­ 
ming pool, 
close to North 
Western Railroad. Reasonable 
Rentals. 


305 Kaspar Avenue 
Arlington Heights 


392-9188 


PALATINE 
NEW DELUXE APTS. 
I & 2 bdrms. apts. w /deluxe appl. 
& 
interior 
appointments. 
Cptg. 
thruout. 
Located 
on 
residential 
street. Close to train ft shopping. 
Imm. occ. “ Rent from $235.” 


358-0110 


Try a Want Ad 
Buy ft Sell With Want Ads 


BENSENVILLE 
I & 2 bedrooms; air condi­ 
tioned, carpeted, appliances, 
FREE gas for cooking ana 
heating. 
From $185. 
Phone 
595-1288 
or 
971-2587 


3 BDRM. TOWNHOUSE 
Near Randhurst. Will accept 
up to 3 children. Immed. & fu­ 
ture possession. 
From $235 
mo. Call 392-9832. G. Grant 
Dixon & Sons Realtors. 246* 
6200. 


THE NEW 
PALATINE 


TRANSPORTATION 
CENTER 
mmediate 
occupancy. 
Ex­ 
cellent opportunity for a food 
store, liquor store, hardware 
store, drug store, bakery or 
orist. Ample parking & rea­ 
sonable rental cost. 


L. F. Draper & Assoc. Inc. 
119 E. Palatine Rd. 
358-4750 


NEW FACTORY BLDG. 
500 Harvester Ct. Wheeling, 
111. 8 units approximately 3000 
sq. ft. each. Loading docks, 
14’ ceilings, sprinkled, Sept. 
1st, Occupancy. 
724-7326 
BASEMENT with 2,000 square feet 
in Cary. Suitable for storage or 
light m anufacturing. 381-6917. 


441— For Rent Office Space 


HANOVER 
Pk., 
2 
bedroom, 
a /c| 
stove, refrigerator, all utilities ex­ 
cept electric paid. $185 month, 837-1 
6807. 
ROLLING 
Meadows, 
sublease, 
2 
bedroom, $180. Available 9/1, pool| 
privileges. 397-8511. 
PALATINE. 
One 
oedroom 
apart-! 
ment. Close to shopping, A/C, 358-1 
2663. 
ELK GROVE Village, sublet. Oct. 1,1 
6 months 2 bedroom, $225, 439-1 
0725. 


ARLINGTON HEIGHTS 


3-bedroom duplex, C/A, built 
in O/R, dishwasher, disposal, 
refg., bsmt., gar., just redeco­ 
rated. Immediate possession 
2 yr. lease. $320 per mo. Ask 
for Jack Holding. 


KEMMERLY REAL ESTATE 
358-5560 


SUBLET — Lake Louise I bedroom 
apartm ent. October to July. $215. 
394-9648 
PALATINE, 
large 
2 
bedroom. 
2 
bath. A/C, $235. Days 894-9748 eve­ 
nings & weekend 566-3399 
INTERNATIONAL Village — I bed 
room. top floor, Oct. 1st occupan 
cy, $235. 397-7915. 


BARRINGTON SQUARE 
New Quadro in brand new 
area. 3 bedrooms, VA baths, 
C/A, 
carpeting, 
appliances. 
$285 per 
mo. 
Call Marian 
Rieth. 
KEMMERLY REAL ESTATE 
894-1800 


FURNISHED 
Studio 
Apartm ents 
new building Palatine. HA 1-2700 
or 359-1544. 
ROLLING Meadows, I bedroom de 
luxe apartm ent. Im m ediate occu­ 
pancy with complete furnishings op­ 
tional to purchase. 398-0608 or 392- 
8084. 
WHEELING deluxe I bedroom apt 
s t o v e , 
refrigerator, 
carpeting, 
A/C, avail. 9/1, $190. 296-7508 or 956- 
0422. 
WHEELING. 
1-2 
bedrooms. 
$175- 
$220. H eat appliances, AZC. car­ 
peting. 541-6075 
BARTLETT. Large deluxe 2 bed­ 
room townhouse, 1% baths, car­ 
peted, basement. $210. Heated. 837- 
1418. 
2A 
ROOMS 
furnished 
apartm ent. 
Utilities included. Couple only. No 
pets. Elk Grove area. One year m in­ 
imum. 437-4801 


NORTHWEST SUBURB 
RENT OR RENT 
WITH OPTION 
TO BUY! 
Large 3 Bdrm, ranch home 
with shag carpet, bar and 2 
baths, on large lot with ma­ 
ture 
landscaping, 
close 
to 
schools 
& 
shopping. 
ONLY 
$210 PER MO. 
428-6663 
ELK GROVE VILLAGE 
2 different houses. A 3 or a 4 
bdrm, ranch. 1A or a 2A bath. 
One is partly fum isned & A/C, 
with 
full 
bsmt., 
appliances, 
crptg. & many extras. Both well 
landscaped. $295 or $375. Lease - 
security. Available im m ediately. 
437-0899 


READ CLASSIFIED 


PALATINE 
New Custom Appointed Of­ 
fices. 
• led Floor 
• Elevator 
• Central Air 
• Janitorial Serv. Inch 
*• All Utilities Incl. 
300 Sq. Ft. & up to 1000 
359-5015 
VILLAGE OASIS PLAZA 
Northwest Hwy. 


CUSTOM OFFICES 


1st floor new bldg. 250 to 2100 
sq. ft. A/C, carpeted, drapes. 
Partitioned to suit your needs. 
Algonquin and new Wilke Rd., 
Arlington Hts. between 2 toll­ 
way interchanges. 
392-4355 days 
359-2412 nights 


OFFICE SPACE 
180C sq. ft. of new, completed 
space m small office building 
in Mt. Prospect. Separate en­ 
trance. Crptd., A/C. $5.50 per 
sq. ft. For further information 
call 827-4484 
SUBLEASE 
3600 sq. ft. of prime office 
space near O’Hare field, all 
tenant improvement included 
at $5.40 per sq. ft. 
CONTACT MR. CURTIS 
696-1855 
BAIRD & WARNER INC. 
BARRINGTON, 2 offices ft/o r w are­ 
house. A buy. 381-7822 or 729-4981 
Sunday ft evenings. 


TRY A WANT AD! 
Dial 394-2400 


Section 4 
Thursday, August 24, 1972 
THE HERALD 


450— For Rent Rooms 
Palatine Woman 


Elected Bank VP 


Suburban National Bank directors have 
named Carole Halpaus of Palatine assist­ 
ant vice president of the $6 million dollar 
bank at 800 E. Northwest Hwy., Palatine. 
Mrs. Halpaus has been with Suburban 
National Bank since its establishment 
four years ago. She was elected assistant 


Plant Manager 


Named At 
Switchcraft 
Marlin 


Dasso 
Hadley 
Arnold A. Brevick of Prospect Heights 
has been appointed plant manager for 
Switchcraft, Inc., Chicago, it was an- 


451— Wanted to Share 


Beeline Elects 
New President 


Allstate Sales 
Agent Appointed 


Carole 
Arnold 
Halpaus 
Brevick 


Marlin L. Hadley of 702 N. Douglas 
Ave., Arlington Heights, has been elected 
president (rf Beeline Fashions, Inc. it was 
announced by Martin L. Reff, board 
chairman. Hadley, 41, was previously 
president of Jewel Home Shopping Ser­ 
vices, a division of the Jewel Companies, 
Inc. 
As president of Beeline, Hadley will 
serve as chief executive officer of the 
company which markets wearing apparel 
through in-home style shows conducted 
by direct sales representatives. 
Hadley’s background in direct sales op­ 
erations began when he joined Jewel in 
1953, following his graduation from the 
University of Denver with a degree in 
business. He started his career as a 
route salesman and held a number of ac­ 
counting, financial and sales capacities 
before his appointment as vice president 
and general manager. He was elected 
president of Jewel Home Shopping Ser­ 
vices in 1969. 
He is a member of the Economics Club 
of Chicago and is active in the Boy Scout 
Northwest Suburban Council, serving as 
vice president and a member of the ex­ 
ecutive board. 


Paul T. Dasso, 939 Parker Ln., Buffalo 
Grove, has been appointed sales agent by 
the Allstate Insurance Co. His appoint­ 
ment follows the successful completion of 
an extensive training course in the firm’s 
Midwest Zone Office in Skokie. 
A native of Oak Park, Dasso received 
his bachelor of science degree in market­ 
ing from Marquette University. 
Dasso was also named an Allstate 
Safety Crusade Representative for the 
Oakbrook area. He may be contacted for 
the various safety materials made avail­ 
able by the company. 
Headquarters for Dasso will be the 
Sears, Roebuck & Co. building, Oak­ 
brook. 


nounced by Charles Giesow, vice presi­ 
dent-manufacturing. . 
Along with directing all phases of 
manufacturing, Brevick will manage the 
plant expansion program currently under 
way at Switchcraft. 
He brings to Switchcraft broad experi- 
e n c e 
in 
the 
electronic 
and 
elec­ 
tromechanical field having worked for 
Amphenol, Inc., Janesville, Wis.; Cherry 
Electrical 
Products, 
Highland 
Park; 
Cook Electric, Chicago, and Controls 
Company of America, Schiller Park. 
He is a graduate of the State College of 
Iowa. 


Financial Report 


WHEELING TOWNSHIP RUBAL FIRE PROTECTION DISTRICT 
STATEMENT OF RECEIPTS AND DISBURSEMENTS 
FOR THE FISCAL YEAR ENDED APRIL 30, 1972 
Cash balance May I, 1971: 
Checking account — 
Wheeling Trust and Savings Bank .. 
$ 27,OJ 
Receipts: 
TdXPS* 
Cook County Treasurer ..................... $178,007.88 
Lake County Treasurer __________ 
4,667.76 $182,675.64 
General Business 
Appoints Director 


General Business Services, Inc., of 
Washington, D.C., recently announced 
the appointment of James W. Sauer of 
Mount Prospect as the GBS area director 
for Schaumburg and surrounding com­ 
munities. 
General Business Services is a national 
counseling firm that offers professional 
management systems and tax services to 
small business and professional people, 
the type of service that has been saving 
large corporations hundreds of thousands 
of dollars each year. 
Prior to his new appointment, Sauer 
was manager of consumer research for 
Retail Credit Co. 


Oliver Is Named 
Purchasing Chief 


Sale of 1970 Corporate Fund Tax 
Anticipation Warrants 4%% 5 at $5,000 
Maturity of Certificate of Deposit ....... 
Interest ~...................... .............................. 
Celebrates 35th 


Year With Coni Ed 
George M. Oliver of Arlington Heights, 
has been named director of corporate 
purchasing in the administrative oper­ 
ations division of CNA insurance. CNA 
insurance is the insurance arm of CNA 
Financial Corp., a Chicago-headquar­ 
tered management company. 
In his new position, Oliver is respon­ 
sible for centralized purchasing on behalf 
of Continental Casualty Co., Continental 
Assurance Co., and the other companies 
that 
comprise 
CNA 
insurance. 
On 
request, Oliver also provides buying or 
pricing facilities for the management 
company and its non-insurance subsi­ 
diaries. 
Oliver joined CNA in 1951 as adminis­ 
trative manager in Continental Casualty 
Co.’s special risks division. He has since 
held a variety of positions both in CNA’s 
field and home offices. His most recent 
position was Los Angeles regional admin­ 
istrative manager for Continental Assur­ 
ance Co. He is a graduate of Syracuse 
University. 


Disbursements: 
Fire Protection Service: 
Buffalo Grove Fire Dept. ......... 
Village of Wheeling ....... — 


Purchase of Certificate of Deposit 
Payment on equipment purchase 
installment loans ................... ... 
Payment of 1970 Corporate Fund 
Tax Anticipation Warrants 
4V2% 5 at $5,000 ................ 
... 
Interest paid on 1970 Corporate 
Fund Tax Anticipation 
Warrants 4*4% 5 at $5,000 ...... 
Trustee compensation .................... 
Legal 
.............-.................................. 
Audit ......*---------------------— ------— 
Insurance ................ -......................... 
Public official bonds ................ -..... 
Publishing — legal notices ............. 
Printing — warrants ...................... 
Secretarial services ......................... 
Filing fee ........................................... 
Safety deposit box rental ............... 
Rent ...........-...................................... 
Travel 
....................-...............— ...... 


Hans G. Hansson, 180 Selwyn Ln., Buf­ 
falo Grove, observed his 35th service an­ 
niversary with Commonwealth Edison 
Co. on Wednesday, Aug. 2. He started 
with the meter department in 1937 and 
since 1940 has been with the overhead 
department. He was a lineman and crew 
leader before being made overhead fore­ 
man in the Glenbard area. 


Music, gardening, sports and travel 
are Hansson’s favorite hobbies and he is 
a member of choral groups as well as 
the choir of St. Luke’s Lutheran church 
of Park Ridge. He has taken an active 
interest in Boy Scout, P.T.A. and Indian 
Guide work and is a member of the Inde­ 
pendent Order of Vikings of Evanston. 


He and his wife Lillian have been mar­ 
ried 32 years and have two sons and a 
grandson. Gary is employed and Kenneth 
is married and lives in St. Paul, Minn. 


Strom Promoted 


By Allstate Co. 


C. Nelson Strom, 1465 Pepper Tree Dr., 
Palatine, has been named associate ac­ 
tuary of the Life and Health Actuarial 
Department of the Allstate Insurance 
Cos. 
Previously, Strom had been an actua­ 
rial analyst in the Life and Health Actua­ 
rial Department of Allstate’s home of­ 
fice, Northbrook. He started with the 
company in 1965. 
He graduated from Lawrence Univer­ 
sity, Appleton, Wis., with a BA in math 
and the University of Michigan with an 
MAS in actuarial science. 


At Puerto Rico Meet 


John D. Belt of Des Plaines, has re­ 
turned from a week-long, expense-paid 
trip to San Juan, Puerto Rico, where Mo­ 
hawk Data Sciences Corp. honored its 
top sales representatives from across the 
country in * “Winners’ Circle’’ meeting. 


Cash balance April 30, 1972 .....—.......... . 


Checking account — Wheeling 
Trust and Savings Bank ....... 
-.... 


HERBERT LEMKE 
Treasurer 
Published in The Herald of Wheeling Aug. 24. 1972. 


Ordinance No. 72-34 
Bid Notice 


AN ORDINANCE AMENDING THE 
COMPREHENSIVE ZONING ORDI­ 
NANCE OF THE VILLAGE OF 
BUFFALO GROVE, ILLINOIS 
BE 
IT 
ORDAINED 
BY 
THE 
PRESIDENT 
AND 
BOARD 
OF 
TRUSTEES OF THE VILLAGE OF 
BUFFALO GROVE: 
S E C T I O N ONE: 
The Com­ 
prehensive Zoning Ordinance of the 
V i l l a g e of Buffalo 
Grove, 
as 
a m e n d e d , 
is 
hereby 
further 
amended by reclassifying, upon an­ 
nexation, 
from 
R-l 
One 
Family 
Dwelling District to B-2 Business 
District, General Retail, the follow­ 
ing described territory: 
Parcel "A” 
The South 150 feet of the North 200 
feet of the East 901 feet of the North 
half of the Northeast Quarter of the 
Northwest 
Quarter of Section 
9, 
Township 42 North, Range ll East 
of the Third Principal Meridian (ex­ 
cept the East 726 feet thereof), in 
Cook County, Illinois. 
Parrel “B” 
The North half of the Northeast 
Quarter of the Northwest Quarter 
(except the North 50 feet thereof) of 
Section 9, Township 42 North, Range 
ll East of the Third Principal Meri­ 
dian (except the South 150 feet of 
the North 200 feet of the East 901 
feet of said Northeast Quarter of the 
Northwest Quarter; except, also, the 
West 353 feet thereof; and except 
the East 726 feet thereof), in Cook 
County, Illinois. (Except that por­ 
tion taken for the realignment of 
Buffalo Grove Road as per Case No. 
70 L 10028 recorded July 21, 1970 as 
Doc. No. 21215074). 
SECTION TWO: Zoning of said 
territory shall be subject to the pro­ 
visions of Ordinance No. 72-32 being 
“An Ordinance Approving an Annex­ 
ation Agreement” passed and ap­ 
proved August 14, 1972. 
SECTION THREE: This ordinance 
shall be in full force and effect from 
and after its passage, approval and 
publication in the manner provided 
bv law. 
AYES: 5 
NAYS: I 
PASSED 
and 
APPROVED 
this 
14th day of August, 1972. 
R. GARY ARMSTRONG 
Village President 
ATTEST: 
VERNA L. CLAYTON 
Village Clerk 
( 
Published in The Herald cf Buf-1 
falo Grove Aug. 24, 1972. 
, 


The Village of Arlington Heights, T 
Illinois will accept sealed bids for §£# 
p r i n t i A g of Village Information §:; 
Booklets. Specifications are avail- |. 
able from the office of the Village % t 
Clerk. 
Bids will be opened on September g§ 
5. 1972 at 10:00 a.m. in the Confer- | 
ence Room No. 2 of the Municipal f 
4 
Building, 33 South Arlington Heights I 
Road, Arlington Heights, Illinois. 
The Village reserves the light to I 
accept or reject any or all bids and I 
to make awards in the best interest I 
of the Village. 
KENNETH M. BONDER 
Village Clerk 
Published 
in 
Arlington 
Heights | 
Herald Aug. 24, 1972. 


THIS IS A FREE INVITATION TO 
GRAND OPENING III. FOR $23,150 
YOU CAN STAY FOREVER. 


month even with a 
minimum $1250 down 
payment). 
Our models are open 
daily, IO a.m. to 7 p. rn.; 
Saturday, to 6. Sunday, 
to 8. 
Just exit the Northwest 
Tollway at Route 53 
south, drive four miles to 
Biestertield Road and 
turn east to Village on 
the Lake (two blocks past 
Alexian Brothers Medical 
Center) for a 23-grand 
salute. 
Or phone 593-0340. 


Perhaps you don’t think 
$23,150 will get you 
much these days* 
At Village on the Lake, 
it gets you a way of living 
that’s just about perfect. 
It gets you wall-to-wall 
carpeting, airconditioning, 
appliances and your own 
private balcony. 
It gets you right next 
door to Elk Grove Village 
yet a mere 35 minutes 
from the Loop. 
At Village on the Lake, 
twenty-three grand even 
gets you beautiful 
landscaping and a full­ 
time njaintenance crew 
to keep it that way. 
Plus a private 35-acre 
lake (we don’t call it 
Village on the Lake 
for nothing), tennis courts, 
swimming pool and a 
delightfully appointed 
social room. 
Most important, 
$23,150 gets you a 
spacious, attractive, very 
livable one-bedroom 
condominium home. And 
for a little more, you can 
get all of the good things 
listed above in an even 
more spacious two- 
bedroom model. 
But don’t believe every­ 
thing you read in this ad. 
Come out and see for 
yourself during our Grand 
Opening of Building III. 
Get your pick of the 
best views (imagine having 
breakfast on your balcony 
while you look out over 
the lake). 
Poke around. Ask * 
questions (like how much 
equity you’ll build every 


Public Notice 


Notice is hereby given that the | 
stockholders of Schaumburg State 
Bank, Schaumburg, 
Illinois, 
at a | 
regular meeting held January 19, £ 
1972, approved a proposal lo amend Ii 
the charter of the bank so as to in- £ 
c r e a s e 
c a p i t a l 
stock 
from Ii 
$ 4 6 6 , 2 6 0 . 0 0 , consisting of 93252 j| 
shares of which 38362 shares were f: 
issued and 4890 being unissued, of a | 
par value of $5.00 per share, to fe 
$488,355.00, 
to 
consist 
of 
97,671 1 
shares of par value of $5.00 per JI 
share, of w'hich 92781 s.iares shall be rn 
issued and 4890 shares unissued. 
All statutory requirements having |i 
been compiled with, the 
aforesaid || 
amendment to the charter of said p 
bank became effective August 14, rn 
1972. 
Schaumburg State Bank 
By: JANE M. MILLS 
Vice President. 
ATTESTED: 
NORMAN PELHANK 


A c c t 
P a < ; h i p r 
Published in The Herald of Hoff- I 
man Estates-Schaumburg Aug. 17, f 
24, 31. 1972. 


NORTH 


v ftlA G E 
ON T HL LAKE 


ELK J 
GROVE $ 
V IL IA G E 1 
B IE ST ER F E LD 
ROAD 


NILIffiEsWKE 
Condominiums 
in Elk Grove billage 
Notice For Bids 


Bids are being taken for the ac- £ 
quisition of a 1973 Dodge Maxi-Van I 
by the Salt Creek Rural Park Dis­ 
trict, 
Palatine, 
Illinois. 
Spec)fica-1|| 
tions are available at the office of § 
the District, 530 S. Williams, P aia-§ 
tine, Illinois. Bids are due at 9:00 | | 
a m. on Thursday, August a1. 
Published 
in 
Rolling 
Meadows 
Herald and Palatine Herald August | 
24. 1972. 


Bid Notice 


The Village of Arlington Heights, 
Illinois will accept sealed bids for 
printing of a Village Civic Calendar. 
Specifications 
are 
available 
from 
the office of the Village Clerk. 
Bids will be opened on September 
5, 1972 at IO a.m. in Conference 
Room No. 2 of the Municipal Build­ 
ing. 
33 
South 
Arlington 
Heights 
Road. Arlington Heights, Illinois. 
The Village reserves the right to 
accept or reject any or all bids and 
to make awards in the best interest 
of the Village. 
KENNETH M. BONDER 
Village Clerk 
Published 
in 
Arlington 
Heights 
Herald Aug. 24. 1972. 
Legal 59072 


Afford 
in your 
future. 
Legal Notice 


On August 14, 1972, at a meeting 
of 
the 
President 
and 
Board 
of 
Trustees of the Village of Buffalo 
Grove, the following two Ordinances 
were adopted: 
Ordinance No. 0-72-26, an 
ordi­ 
nance providing h r storm water 
detention 
Ordinance No. 0-72-36, 
an 
ordi­ 
nance providing for a Municipal 
Collector 
These Ordinances are available in 
pamphlet 
form 
at 
the 
Village 
Clerk's office, 50 Raujip Boulevard. 
VERNA L. CLAYTON 
Village Clerk 
Published in The Herald of Buf­ 
falo Grove Aug. 24, 1972. 


United Development Com pany 
A Subsidiary of Urban 
Investment and Development Co. 


23-605-1 


\ 


►— r n **** 


An Affiliate Broker of 


The Nation's Leading Homefinding Service, 


■ 


m in i. 
THE EXECUTIVE 
Truly a fine example of home styling and 
workmanship. This lovely Colonial offers 
either 4 or 5 bedrooms depending on 
the use of the first floor den. Charming 
family room with raised hearth fireplace 
and rustic beamed ceiling. Also 216 
baths, full basement, patio, 2-car ga- 


ra9e* 
<61900 


PALANOIS PARK 
Well maintained Cape Cod has 3 bed­ 
rooms, I V2 baths, separate dining room, 
partially finished recreation room in full 
basement. Covered patio easily enclosed 
as family room for year round enjoy­ 
ment. 
$34,900 


SPLIT-LEVEL BEAUTY 
Located in the attractive South Side area 
of Arlington Heights, this 3-bedroom 
home provides every desirable feature. 
Included are a paneled recreation room, 
I V2 baths, central air conditioning, 2-car 
garage. Lovely yard with patio. 
$45,500 


RUSTIC COLONIAL 
This spacious Colonial has 6 bedrooms, 
3V2 baths, 2 car garage, living room 
with fireplace and full basement with 
recreation room. A lovely home featur­ 
ing 
a 
covered 
patio 
overlooking 
spacious well-landscaped grounds. 
$55,900 


JUST LISTED 
PROSPECT HEIGHTS 


Beautiful ranch on V2 acre lot with fenced y a r d a n d screened 


porch. This well-kept h o m e includes 4 b e d r o o m s a n d den, 2 


baths, full basem ent, 2 fireplaces, 2 -ca r g a r a g e . A lso recreation 
ro o m with bar. 
t e a ann 


SURREY RIDGE 
Fine location for this nice 3 bedroom 
split level with 2 
baths, all kitchen 
built-ins, oversize 2-car garage. Attrac­ 
tive family room with wood beams and 
shutters. New central air-conditioning. 
Realistically priced by transferred owner. 
$48,500 


PLEASANT SURPRISE 
This nicely kept 3 bedroom ranch is 
really a bargain package at this price. 
Includes an oversize 2-car garage and a 
fenced yard for complete privacy. Walk 
to schools, shopping and new swimming 
pool. 
$33,900 
BARRINGTON SQUARE 


U n d o u b te d ly the most g o r g e o u s 3 - b e d r o o m T o w n h o u se w e h ave 
ever h a d the p leasure to offer. This lovely h om e is luxuriously 


a p p o in te d th ro u g h o u t with carp etin g, d r a p e s a n d m a n y brilliant 


d e c o ra to r touches. 
Included 
also are 2 V2 
baths, central air 


c on d ition in g, g a r a g e . 
$34 900 


CHOICE IN-TOWN AREA 
Lovely 3 bedroom home located in a 
"walk-to-everything" neighborhood. This 
charming center entrance Colonial with 
separate dining room includes a family 
room as well as a paneled basement 
recreation room. Also 2 car garage. 
Large 88x165 ft. wooded lot. 
$56,500 


DISTINCTIVE COLONIAL 
Charming and gracious with beautiful, 
formal dining room and fully equipped 
kitchen. The cherry paneled family room 
with fireplace leads to a lovely, spacious 
patio, 
overlooking 
beautifully 
land­ 
scaped h acre. 
$63,900 


PALATINE 


This raised ranch is perfect for that la rg e fa m ily b e ca u se it 
includes 4 b e d ro o m s a n d a fa m ily ro o m easily convertible to 2 
extra b e d r o o m s if needed. A lso 2 
baths, 2 -ca r g a r a g e a n d 
park-like fenced y a r d with patio. 
$45 500 


BUSINESS OPPORTUNITY 


This L a u n d ro m a t p ro d u c e s a p rove n a n d attractive net income. A 


profitable business requiring a 
m inim um of time to operate. 


Prime A rlin g to n Heights location. O w n e r must sell quickly. Please 


call for com plete details. 
c t s s o n 


QUALITY PLUS 
Here is a 3-bedroom split-level in the top 
quality construction tradition of Stoltzner 
buildings. Plaster walls, hardwood floors 
and natural woodwork throughout. In­ 
cludes 
paneled 
family 
room, central 
air-conditioning. 2 baths, garage. Ex­ 
cellent location near schools and park. 
$43,900 


IMMACULATE 
This home has had tender, loving care. It 
offers 3 bedrooms, built-in oven-range, 
2-car garage, 
beautiful carpeting 
& 
hardwood floors. Lovely patio overlooks 
private fenced yard. 
$32,900 


SUPER SHARP 
Custom features galore in this beautiful 
4 bedroom ranch home. Central air con­ 
ditioning 
and 
thermopane 
windows 
throughout. 
Rotor color TV antenna. 
Paneled family room. Oversize 2 car ga ­ 
rage. 
$45,900 


RAISED RANCH 
You'll find top dollar value in this 3-bed­ 
room home with full basement and huge 
2-car garage. Maintenance-free brick 
and aluminum construction. Nicely fin­ 
ished family room. 
$35,500 


HURRY, YOUR MOVE 
Less than a year old and still under 
builders' 
warranty. 
This 
3 
bedroom 
ranch is well worth your inspection. In­ 
cludes family room. Transferred owner 
offers immediate possession. 
$34,900 


COUNTRY SQUIRE 
The advantages of the city with country 
atmosphere are yours in this all brick 
ranch located on almost 
Va 
acre of 
grounds. Lovely home with flexible 2 or 
3 bedroom arrangement. Newly remod­ 
eled bathroom and kitchen with built-ins. 
Also 2V2 car garage. 
$34,900 


PERFECTION 
W e believe this ranch to be as complete 
a home as you can possibly find. It 
offers 4 bedrooms, family room, fire­ 
place, 2 baths, central air-conditioning, 
2-car garage. California contemporary 
style kitchen with all appliances includ­ 
ed. Transferred owner offers immediate 
possession. 
v 
$46,900 


South Arlington Hts. 
V 
535 South Arlington Hts. Rd. 
253-8100 
^ 


^ 
Palatine 
j \ 
119 North Northwest Hwy. 
A 
359-4100 
MW 
North Arlington Hts 
550 West Northwest Hwy. 
F A 
392-8100 
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JIGSAW PUZZLES CAN be tricky but fun. Pat 
puzzle together. The Maddens are parents to one 
Madden is the director of the Schaumburg Town* 
and Mike Madden, 1405 Churchill Rd., Schaum- 
natural daughter and one foster daughter. Mike 
ship Library. 
burg, watch as their girls, Ann and Beth, put the 


by MARILYN HEISER 


It was those eyes. The wide open star­ 
ing eyes of a child that spoke of adult 
things, like suspicion and cynicism. Then 
a slight smile, and she opened the door, 
just like any normal elementary school 
child greeting Mommy’s callers. 
Only she’s not just any other child. 
And she doesn’t have just childish 
dreams and memories of happy times 
and loving parents. 
She is a foster child . . . but one of the 
lucky ones, for she has been part of a 
Schaumburg family for a year and a 
half. 
Michael and Pat Madden of 1405 
Churchill Rd., look a bit surprised when 
asked why they took a foster child. “I 
don’t know — we saw a commercial on 
TV or something — and we had extra 
bedrooms and a backyard. . . . ” Mike 
Madden really couldn’t definitely an­ 
swer. 
THE CHILDREN themselves are the 
b e s t a n s w e r . T h e y need homes 
for various reasons. A malnourished 
7-year-old girl, weighing 26 pounds, found 
wandering the streets. Two small chil­ 
dren, homeless, their mother hospitalized 
after a beating she received from her 
common law husband. Two little boys, 
their mother dead, deserted by their fa­ 
ther. 
In Cook County alone, there are more 
than 5,000 children placed in foster 
homes. And requests to place over 200 
more children each month. Spokesmen 
for the Illinois Department of Children 
and Family Services (CFS) and other 
agencies which find foster homes for 
children talk only of those children they 
can’t place. 
‘‘There is a tremendous shortage of 
foster 
homes. 
We’re 
desperate 
for 
homes, and we’d really like homes in the 
northwest suburbs,” said Mrs. Susan Szi- 
geti, home recruiter for CFS. The 
northwest suburbs are ideal sources for 
foster homes, Mrs. Szigeti said. To begin 
with, there are very few foster homes in 
the area — only three or four in each 
suburb. Suburban homes tend to have a 
back yard for the child to play in, and 
extra space, unlike city apartments. 
THE FINANCIAL situation of the fam­ 
ilies is such that often the mothers don’t 
have to work and can stay home with the 
children. 
The Illinois 
Children’s Home 
and Aid Society (ICHAS), a private agen­ 
cy and the state agency point to the ex­ 
cellent schools in the area. 
“The suburbs are ideal locations be­ 
cause the schools have special programs 


for slow learners and children with emo­ 
tional problems,” said Alice James, di­ 
rector of foster care services at the 
ICHAS. 
The kind of school system is essential 
in the process of matching troubled chil­ 
dren with the best possible foster homes. 
‘‘There isn’t a foster child without a 
p r o b l e m . Their life experiences have 
simply created anxiety and confusion for 
them,” Mrs. Szigeti said. 
THE MADDENS are quick to agree 


that foster children are easy to love but 
they aren’t always easy to understand. 
Mike and Pat now attend a weekly coun­ 
seling session to understand their foster 
daughter better. 


They know good schools are important 
to a confused child. “School Dist. 54 has 
just been great. A speech teacher and a 
school psychologist have worked with our 
child. She’s in a special class with only 
eight children. The class is for kids with 
emotional problems, and the teacher 


tries to determine what are the kids’ 
learning problems,” Madden said. 
Such a diagnostic program is similar to 
one sponsored by the ICHAS. The 
agencies continue to help the foster child 
and his parents after the placement. 
The Perceptual and Ego Deficit Pro­ 
gram (PEP) at ICHAS concentrates od 
filling in the experiences foster children 
have missed. The child visits the agency 
weekly in morning sessions which try to 
diagnose and correct his problem. The 


foster parents have group discussions at 
the same time to bolster each other’s 
morale and to understand better the 
problems their children face. 
IMAGINE A 6-yeiar-oki child who 
doesn’t know what a gas station is or an 
elephant. Place this child in a middle 
class suburban community. It’s little 
wonder the child will have learning prob­ 
lems. 
Miss James said the children who par­ 
ticipate in PEP haven’t been played with 


or read to. They often can’t whistle or 
skip. They can’t think in abstract terms. 
The agency goal, Miss James said, is “to 
give these kids a chance.” 
How can parents who want to give 
these kids a chance become foster par­ 
ents? 
The requirements are generally the 
same with the private and the state 
agencies. There should be two parents in 
the home and the mother should not 
work. “The kids are confused over male- 
female roles as it is and need two par­ 
ents and a mother at home,” Mrs. Vir­ 
ginia Ruttan, homefinding supervisor at 
ICHAS, said. 
THE FAMILY’S INCOME should be 
sufficient to take care of their own ex­ 
penses. The agency pays food and cloth­ 
ing allowances for the child, and also 
any extra expenses such as medical bills. 
The youngest natural child should be at 
least two years old. The foster child can 
share a room with a child of the same 
sex. “Every child needs privacy, a room 
he can go to,” Mrs. Szigeti said. 
By law, the parents have to be in rea­ 
sonably good health. 
The state agency, which places the lar­ 
gest number of children, follows a 
simple application procedure, similar to 
that of the private agencies. After mak­ 
ing initial inquiry about foster care, a 
person is invited to a group meeting 
where the various problems and respon­ 
sibilities of foster care are discussed. 
All of the agencies then interview the 
prospective parents and find out what 
kind of child they want. The family hears 
about a particular child from a case­ 
worker and usually will meet the child 
before the placement occurs. 
FOSTER CHILDREN are rarely eli­ 
gible for adoption. Usually there is a nat­ 
ural parent or a relative who will not 
release the child for adoption. 
This creates the hardest problem for 
the foster parent. He can cope with his 
child’s emotional and behavioral prob­ 
lems. But ifs very hard to say goodbye. 
Mrs. Szigeti said foster parents have to 
remember that while the pain of separa­ 
tion is hard for them to bear, “they are 
adults. Think of the child who has been 
shuttled around from home to home. 
Think of his pain. Whenever possible, we 
try to reunite children with their natural 
parents.” 
The child comes first. Mrs. Madden 
said her foster daughter was being 
teased by some children at school. They 
kept calling her “foster child.” 
Mrs. Madden explained to her little 
girl: “It’s not a bad word. Foster means 
to love and cherish.” 


This Kid Needs 


The Foster Child 
Loving. . . And 
Chance 


Suburban 
Living 


Especially for the Family 


• 
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Deaf Child's Potential 


Rests With His Parents 


Who Are The Children In Need? 


by MARILYN HEISER 


Almost every would-be foster parent 
who calls up Catholic Charities, the Illi­ 
nois Children’s Home and Aid Society or 
the Illinois Department of Children and 
Family Services and requests a child has 
a certain picture in his mind: 


A nice, young, healthy child, between 
the ages of 2 and 5, beyond the diaper 
stage but young enough to fill up an emp­ 
ty house when the older children are 
away at school. 


Unfortunately, there aren’t enough of 
these children to 
go around. 
The 
agencies desperately need homes for old­ 
er, white children, teenagers, white sib­ 
ling groups and handicapped children. 


Why white? Mrs. Susan Szigeti of 
Child and Family Services (CFS) said 
she has three to five black families wait­ 
ing for each black child, but many white 
children go homeless. 


All of the agencies try to place chil­ 
dren in homes where the parents will be 
the same race as the child. “Kids have a 
right to know their ethnic and cultural 
background,” said Mrs. Szigeti. 


MRS. VIRGINIA RUTTAN, Illinois 
C h i l d r e n ’ s Home and Aid Society 
(ICHAS), said, “We don’t, for instance, 
place a Spanish-speaking child in an 
English-speaking home. These kids have 
enough identity problems as it is.” 
The ICHAS is starting a new program 
to place groups of pre-adolescent chil­ 


dren, ages IO through 13, in foster 
homes. “These children aren’t neces­ 
sarily related. They need a stable peer 
group and we’d like to place them with 
families with the space and energy to 
take in several pre-teens,” Mrs. Ruttan 
said. 
' 


There are basically three different 
kinds of foster care and each kind re­ 
quires a different sort of home. 


% 
—E m e r g e n c y Protection Service 
(EPS). This is foster care for children 
who are found abandoned or abused and 
need immediate homes. Care lasts for 
only several weeks, and families have to 
be willing to accept a child any time, 
day or night. 


THERE IS A large shortage of such 
homes, particularly in the northwest sub­ 
urbs. The state agency said there are 
presently 101 EPS homes in all of Cook 
County. The state would like 150 more 
homes; hopefully 50 of these would be in 
the northwest suburbs. 


“We like to place a child in the com­ 
munity he previously lived in so he’ll be 
familiar with the schools and neighbor­ 
hood. And economics have nothing to do 
with abused or abandoned children. 
There are fires and other disasters ev­ 
erywhere. Sometimes the child has no 
place to go,” Mrs. Szigeti said. 


To report a child in need of an EPS 
home because he is abused or aban­ 
doned, call 24 hours a day, 341-8492. 


—Pre-adoptive or short-term foster 
care. Small babies waiting for adoption 
need foster homes possibly only for a 
month or two. Single women, as well as 
married ones, who like to care for babies 
are needed. 


—Long-term care. Children ranging 
from 2 through adolescent years who are 
wards of the state and usually not eli­ 
gible for adoption need homes. They will 
remain with a family from anywhere 
from two years up until they are 18 and 
no longer wards of the state. 


W H I L E NATURAL parents are 
allowed to visit these children on a regu­ 
lar (usually monthly) basis, these chil­ 
dren remain with the foster family until 
the natural parents are able to properly 
care for them. 


Why is there a shortage of foster 
homes today? The agencies cite such 
things as inflation, which makes people 
less eager to take on the expense of an 
extra room. Inflation also means that 
more mothers are working today and 
unable to stay home and care for a foster 
child. 


Families are “also less willing to be 
responsible for bringing up kids these 
days of drugs and dropouts,” Alice 
James of ICHAS said. 


For information about foster care, call 
the Illinois Department of Children and 
Family Services at 341-8580, the Illinois 
Children’s Home and Aid Society at 944- 
3313 or Catholic Charities at CE6-5172. 


What Courts Have Rilled On Foster Rights 


by MARILYN HEISER 
It took the unbelievably tragic story of 
Johnny Lindquist, six-years-old, lying in 
a hospital bed unconscious and near 
death, to arouse front page concern over 
the plight of foster children. 
Foster children are wards of the court 
and the state sets the standards by which 
the agencies function. 
But the rights of foster children and 
foster parents are, at best, poorly de­ 
fined. 
As Alice James of the Illinois Chil­ 
dren’s Home and Aid Society explained, 
the rights of the natural parents super­ 


cede those of the child and his foster par­ 
ents. 
“The courts have tended to send chil­ 
dren back to their natural parents when 
there is a good deal of evidence that they 
shouldn’t,” Miss James said. 
Even if a parent has neglected his 
child or is in a mental institution, the 
state places his rights to the child above 
those of the foster parent. 
MISS JAMES SAID her agency doesn’t 
depend on the courts. “We try to work 
with the natural parents to make them 
see their child is better off in a foster 
home.” 


If foster parents want to adopt their 
fosterchild, the law gets even more com­ 
plex. The agency must make every rea­ 
sonable effort to locate the natural par­ 
ents and notify them that a family wants 
to adopt their child. If unsuccessful after 
six months of trying to find parents who 
have deserted their child, the child can 
be released for adoption. 
A recent Supreme Court interpretation 
gives fathers, especially those of babies 
whose parents aren’t married, additional 
rights. If the father can be located, it 
takes additional evidence to show be has 
deserted. 


BOTH THE MOTHER and father must 
sign releases giving up their rights to 
their child. The interpretation said a fa­ 
ther later can change his mind about an 
adoption unless he signs a release. 
Miss James said, “Because of this new 
father ruling, it takes longer now to 
adopt babies.” Many babies who pre­ 
viously could be adopted at two or three 
weeks old, now have to be placed in pre- 
adoptive homes, sometimes for four or 
five months, until the father is located. 
“This is why,” she said, “we need des­ 
perately more homes for pre-adoptive 
babies” 


by GAY PAULEY 


NEW YORK (UPI) - The infant 
doesn’t react when someone claps hands 
sharply nearby. At three months, he 
doesn’t turn his head toward sounds. By 
the time he’s a year old, he doesn’t turn 
toward a whispered voice, the sound of a 
rattle nearby. 
These are a few of the signals of hear­ 
ing abnormality that parents should 
know of and be able to act according to 
the best medical advice. For the respon­ 
sibility of seeing that the hearing-handi­ 
capped child reaches his full potential 
rests with his parents. 
As one specialist has said, “Behind ev­ 
ery deaf child who has learned to speak 
well stands a persistent adult, usually his 
mother.” 
In addition to adjusting to the fact 
their child has a handicap, parents must 
make plans for his education over a long 
period of time. 
THE EARLIER the diagnosis of hear­ 
ing loss, the greater the likelihood that 
with proper training the child can learn 
to speak. And as one specialist says, a 
child can easily be tested by any special­ 
ist any time after birth. 
The problems of hearing loss and deal­ 
ing with it are treated in a new publica­ 
tion, “Helping the Child Who Cannot 
Hear,” from the Public Affairs Com­ 
mittee, a non-profit educational organiza­ 
tion headquartered in New York. Publi­ 
cation author is Samuel Moffat, a writer 
specializing in health and science fields. 
You can get a variety of statistics on 
hearing impairments. In 1971, the Alex­ 
ander Graham Bell Association for the 
Deaf calculated there were 15 million, 
covering the range of impairment from 
very slight to profound. Tile U.S. Public 
Health Service puts the figure at 8.5 mil­ 
lion. 


A BIG PERCENTAGE of hearing 
damage used to be caused by childhood 
illness, after speech and language skills 
had been developed. Immunization now 
prevents many of these illnesses; anti­ 
biotics can control others. 
Today the majority of children with 
impaired hearing are born that way. 
This make the impairment more of a 
problem, because the child never has 
heard others speak, can’t acquire speech 
himself, doesn’t develop the patterns of 
thinking associated with language. 
Part of after-birth prevention lies in 
proper medical care for the child-immu- 
n i z a t i o n against common diseases, 
prompt treatment of earache and other 
infections. 
Deciding the best educational program 
for the hearing handicapped is not easy 
for parents. Moffat says that today some 
educators advocate making every effort 
to teach children orally, to enable them 
to speak, hear and speech-read to the 
best of their ability. 


OTHER EDUCATORS argue that in 
addition to oral, the child also should be 
t a u g h t manual communication-finger 
spelling and sign language. These educa­ 
tors believe the child is at an advantage 
if he has two methods of expressing him­ 
self. 
To decide which approach is best, Mof­ 
fat suggests that each family investigate 
every program, oral and toral commu­ 
nication, available in the vicinity. Judge 
them as best suited to the child based on 
his hearing as corrected with an aid, his 
ability to speech-read, his development 
of speech and language. 
In evaluating a school, Moffat sug­ 
gests: Look for small classes, certified 
teachers and an atmosphere where they 
are encouraged to observe and carry on 
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CLOWNS WILL BE pumping gas and washing wind- 
of Rolling Meadows Junior W om an's Club staging the 


shields at Rolling Meadows Shell Station, Meadow Drive 
annual G as Pump Jamboree. Proceeds go to club phi- 


at Kirchoff Road, all day Saturday and Sunday. Mrs. 
lanthropies. 


Jack Reif and Mrs. Dennis Bernier are among members 
Newlyweds In Schaumburg 


Mr. and Mrs. Scott Blackwood 


Scott Blackwood, Schaumburg, and his 
bride, Phyllis K. Ray, Lodi, Ind., are 
both May ’72 graduates of Bob Jones 
University, Greenville, S.C., now making 
their home in Schaumburg. Married Aug. 
12 in Waterman Baptist Church, Lodi, 
Phyllis is the daughter of Mr. and Mrs. 
Paul Ray Jr., and Scott is the son of Mr. 
and Mrs. Martin S. Blackwood. 


A graduate of Conant High School, 
Scott received his bachelor of science de­ 
gree from the university in business 
management and he is now with United 
States Gypsum Co., Chicago. Phyllis re­ 
ceived her bachelor’s degree in office ad­ 
ministration and until her marriage was 
employed as a bank teller in Newport, 
Ind. 


The couple’s candlelight, double ring 
service took place at 7 p.m. with a recep­ 
tion following in the church basement. 


PHYLLIS CHOSE a floor-length Victo­ 
rian gown of white chiffon trimmed with 
Venise lace with full skirt and train. Her 
veil was attached to an open crown Cam­ 
elot headpiece of Venise lace with satin 
bow and pearl trim, and she carried a 


nosegay of roses, baby’s breath, daisies 
and carnations. 


Phyllis’ sister, Alice Gay Ray, King­ 
man ,Ind., wax maid of honor, and the 
c o u p l e ’ s sisters, Janet Blackwood, 
Schaumburg, and Faith Renee Ray, 
Kingman, were bridesmaids. Alice was 
in light blue chiffon, Janet in a medium 
blue and Faith in pink. The floor-length 
gowns were made with long, 
sheer 
sleeves and high necklines accented with 
lace trim. They carried basket bouquets 
of roses, daisies, carnations and baby’s 
breath. 


The bride’s brother, Alan Jay Ray, 
Kingman, was best man, and Verne 
Biddle, Milwaukee, and the bride’s broth­ 
er-in-law, Bob Brooks Jr., Landrum, 
S.C., were ushers. 


• Convenient 
meter parking 
across street 


• Personalized 
fitting by 
Clarence, Dick, 
Helen and Ruth 


• Complete 
orthopedic 
prescription 
service 


cr n * 
fit 


swots FOR CHHCefN 


• Sensibly priced shoes that look 
expensive but built with a flexible . 
SUPERSOLE 
that 
simply 
w on't 
wear out. 


Boy's monk strap 
Sizes 8 ’/2 -4 
*1 I s® - *12°° 


Girl's service saddle 
Sizes 10-4 
*10>0 - *1100 
WA IRO SHOES 


8 E. Northwest Hwy. 


In downtown Arlington Heights 


Across from railroad station 


259-4575 


Daily 9:30 - 5:30, Friday to 9 


Bank credit cards honored 


Girl's fashion saddle 
Sizes 8 Vi -4 
M O 00- M O 5® 


^ CHASS 'N 
SHUTTER 


AUGUST WHITE 
SALE 
IN THE BEST 
SHADES EVER 
20% OFF 


Spruce 
up 
and 
save 
with 
smart 
WHITE 
shades 
from 


Joanna 
Western. 
You'll 
be. 
amazed at the choice of rich 
textures — from a rugged 
look to the elegant effect of 
silk moire — there s a shade 
for every mood. Take your 
pick 
from 
translucent 
or 
ro o m -d arke n in g, 
too. 
All 
shades of WHITE are on sale 
throughout August. And all 
are individually made for a 
perfect fit. 


B 
0 


t i t 
HADEN 
HUTTED 


1457 I. Palatine Rd. 
One Stop Light 
East of Rand Rd. 


Arlington Heights 
Home Shopper 
3 9 2 -3 0 6 0 


Hours.* 
Monday & Thursday IO to 9 
Tues., Wed.. Fri. & Sat. IO to 5.30 
Closed Sunday 


B irth N otes 


NORTHWEST COMMUNITY 
David Edmund Sickinger’s birth took 
place Aug. 8 for the Robert E. Sickingers 
of 506 Ash Court, Schaumburg. He is a 
brother 
for 
3-year-qld 
Nancy 
Lynn. 
Grandparents of the 6 pound 14 ouncer 
are Mrs. Jane Pierce, Justice, 111., and 
the Clifford Westphals, Fairbank, Iowa. 


Christian Sherman Wathen is a second 
son for Mr. and Mrs. Sherman A. Wath­ 
en. 807 S. HiLusi, Mount Prospect. Born 
Aug. IO at 9 pounds 3 ounces, he has a 
brother, Bryan, 4. Grandparents are the 
Charles Godfreys of Littleton, Colo., and 
the Sherman Wathens of Lombard. 


OTHER HOSPITALS 


Richard Brian Piccolo Neuses carries 
a well known name in the sports world, 
honoring the memory of the Chicago 
Bears running back who died of cancer. 
The baby was born Aug. 2 in Fayette­ 
ville, N.C., to Mr. and Mrs. Richard 
Neuses. Their first child, he weighed 5 
pounds 13% ounces. Richard’s grand­ 
parents are Mr. and Mrs. Edward Be­ 
sauce of Mount Prospect. 


Dry And Dirty Only 


Don’t put damp, soiled clothing in the 
hamper. Dry first. 


O 
N 
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Tuesday thru Saturday nights 
BOB OBIE'S 
JUNCTION 
FUNCTION 
FIVE 


Currently A p pe aring 


IHEHFS MOBIL TOO! 


G o o d food 


G o o d drinks 


G o o d dancing 


and 


G o o d FU N ! 


Beautifully served by those charming GOLDEN GIRLS 


NO COVER, NO M IN IM U M 


S U P P E R C L U B 


O'Hara Inn, Mannheim & Higgins Rd., Des Plaines. 299-6681 
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ISS* 


THE WICKES 
DIFFERENCE IS smi 


P R IC E S G O O D TH RU A U G U S T 30th 
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OW ENS/CORNING FIBERGLASS 
SUSPENDED CEILING PANELS 
PEBBLE 
PATTERN 


I * I - 4 


Handsome pebble texture adds a new 
dimension of beauty to any room in 
the house. Washable vinyl surface. 
Absorbs up to 60% of the noise that 
strikes its surface. Easily installs 
within 2" of your existing ceiling, per­ 
mits access to the ceiling above. 


MESA PATTERN 


2' x 4’ PANEL 
Reg. $1.29 


SAVE 189 


T x 4' PANEL 


Sj&il-i's!- 
'ii'y • - ‘V 7 
wmmmmmsmrnmmmmr 


R u s t i c a p p e a r a n c e . 
Washable, easy to install. 
Fire safe, class 25(A) 
rating. 


SCULPTURED 
PATTERN 


Pleasing sculptured look. 
Fire safe, class 25(A). 


Reg. $1.65 


Reg. $1.59 


^ 1~JZ T 
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ROUGH HEWN 
PATTERN 


Rich, rugged texture. Fire 
safe, class 25(A). 
Reg. $1.54 


building 
insulation 


OWENS/CORNING 
FIBERGLAS® INSULATION 


m " THICK x 15" WIDE w/KRAFT VAPOR BARRIER 


$ 7 29 
Ideal ceiling insulation. 
Keeps your home warm 
in winter, cool in summer. 


45 sq. ft. Bag 


1.000 Sq. Ft. $162.00 


VA" THICK x 15" WIDE w/KRAFT VAPOR BARRIER 


S E M 
Add insulation to your 
walls and lower the high* 
cost of heating & cooling. 


70 Sq. Ft. Roll 


1.000 Sq. Ft. $77.00 


CREDIT AVAILABLE 
• 
INSTALLATION SERVICE 


Wickes 
Lumber 


STREAMWOOD 


*/4 mile west of Barrington Road 
on Lake Street (U.S. 20) 
S37-6000 
Hours: Mon. • Fri. 8-8; Sat. 8-5; Sun. 9-2 


Ba n k A m i: NIC ANC 
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Most people sign 
their names so 
frequently — on checks, letters, rosters, 
petitions, application forms, etc. — that 
the action becomes automatic and is ac­ 
companied by little thought. 
But he who thoughtlessly affixes his 
signature to any sort of legal contract is 
asking for a heap of trouble. 
Never, never sign a legal document un­ 
less: 
1. You understand what it says thor­ 
oughly, especially any fine print; be sure 
you read it yourself. If you don’t under­ 
stand it, have a reliable person — your 
attorney, if possible — explain it. 
2. The merchandise, service or agree­ 
ment is exactly what you want and need. 
3. The contract provides for guaran­ 
tees, repair services, etc., in written 
clauses. 
4. There are no blank spaces. 
The Federal Trade Commission, which 
offers these tips to consumers, also adds 
that you should never allow merchants to 
add new purchases to a contract on 
which you are already making pay­ 
ments, because if you fail to meet the 
additional payments you may lose every­ 
thing. 
Never sign a contract without knowing 
the total price, the FTC warns, and nev­ 
er sign just to get rid of a salesman. 
Always be sure you get a copy of any 
contract you sign. 
In short, take your time. Once your 
name is signed, you* are legally com­ 
mitted. 


* 
* 
* 
Speaking of contract risks, a reader 
has reported to us that representatives of 
the Wes-Ware cookware company are 
currently in operation at Woodfield mall. 
The company, which uses a chain refer­ 
ral sales approach, has been named in a 
suit by the state attorney general charg­ 
ing fraud (see The Herald, Aug. IO). 
However, according to the attorney gen­ 
eral’s office, Wes-Ware has until Sept. IO 
to reply to the charges, during which 
time they are under no operating con­ 
straints. The attorney general’s office 
has asked the court to nullify all Wes- 
Ware contracts sold by the chain meth­ 
od, but a spokesman emphasized that at 
this time there is no way to predict what 
the outcome of the case will be. 


* 
* 
* 
Recycling waste materials is the topic 
of a new film offered by Commonwealth 
Edison Company for presentation before 
school, civic, business, social and church 
groups. Entitled “The Hidden Resource 
— A Report on Recycling,” it depicts the 
scavenging of garbage and rubbish, the 
grinding of bottles, junked autos and old 
newspapers, and their emergence as 
reusable materials. The 22-minute movie 
may be obtained by calling Edison’s 
Jack Stephens at 259-2300. Ext. 222. 


* 
* 
* 
Grocery stores may no longer issue 
“rainchecks” on advertised sales, nor 
can they renege on a sale by announcing 
that “not all items are available at all 
stores,” according to a recent Federal 
Trade Commission ruling. 


^ 
M a x im 's 


A W 
i g & B o u t i q u e 
V 
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( formerly C hang*-* ) 
rn IG rand Opening Sped 


V -f 
a 
_ 
1743 W. Gulf Rd. 
Cerntr •» Golf I Bes to 
Ut. Prospect, III. 
437-1144 


20% Off 
1 All Wigs I Boutique Merchandise 


Doily IO to 5:30, Sot. IO to 5:00, 


IW aK 


The ruling states that retailers must 
have enough goods on hand to meet a 
“reasonable demand.” The agency plans 
to extend the regulation to drug, hard­ 
ware and department stores in the fu­ 
ture. 


Don’t be duped into paying for mer­ 
chandise you didn’t ask for. Only free 
samples and merchandise from a chari­ 
table institution requesting a donation 
may legally be mailed unsolicited. Any­ 
thing else that arrives in your mailbox 
may be considered a free gift, regardless 
of any instructions to pay a certain 
amount or return the merchandise. 


Legion Grant Goes 


To Palatine Girl 


Linda Joan Delmas of Palatine has re­ 
ceived a $500 nurse’s scholarship from 
the Past Presidents’ Parley of the Amer­ 
ican Legion Auxiliary, Department of Il­ 
linois. It was presented during the state 
convention in July. 
The daughter of Mr. and Mrs. Ed Del­ 
mas, 30 S. Pine St., Linda attends Har­ 
per College’s nursing program and also 
works at St. Joseph’s Home, Palatine. 
She is a graduate of Fremd High School. 


IO Tons of Carpeting 
CLEARANCE SALE 


NYLON CARPET 


S h a g s & 
Hi 
Low 
in 
Red, 
Blue, 
Golds, 
Greens & 
Tweeds. Meets 
F.H.A. 
Q u ali­ 
fications. 
^ 


Reg. $ 5.95 
T 
P 
Sq. Yd. 
OPEN SUNDAY 
6f ?2 ,,rubber( r,ddinI 
plus tackless installation & 
Sale G o o d thru Sunday, 
c a r p e t i n g 
- 
c o m p l e t e 
A u g . 27 
$7.50 sq. yd. 
MANY REMNANTS 
OWEN CARPET 


672 E. NORTHWEST HWY. 
PALATINE 


Hours: 
Thurs. 9-5; Fri. 9-9 
Sat. & Sun. 10-5 
358-1500 


50 E. Algonquin Road (Rt. 62) 


Mil* VV est of Rf. 53 or I Mile North of Woodfield 
Schaumburg 


Home 
Line 


by Dorothy Ritz 


Dear Dorothy: We’ve just built on 
some rooms to our home and have been 
invaded by the large black carpenter 
ants. We’ve tried ant sprays and ant 
traps but nothing has helped. Are there 
any potent insecticides still recommend­ 
ed for this type of pest? — Mrs. Fred 
Wolfe 


While ants usually have their nests out­ 
doors, they could be in the house. Try 
tracing the ants’ line of march to see if 
you can locate the nest. If you find it, 
you can use a liquid household in­ 
secticide containing chlordane, diazinon, 
lindane or malathion. Then you should 
treat every area they use with the spray. 
In the kitchen it might be better to apply 
the liquid with a small paint brush. Al­ 
low a few days for the residual effects of 
the insecticide to get the ants. If they 
still appear, you haven’t treated every 
surface that they crawl on. 


Dear Dorothy: We have a good size 
freezer and with company unexpectedly 
dropping in, I’d like to keep frozen ice 
cubes on hand. I’m told you know the 
secret of making commercial ice cubes. 
Would you mind repeating it? — Alice P. 


Sorry. All I can repeat is there is no 
home method to match the clear com­ 
mercial ice cubes. Commercially, the 
water is constantly agitated and the 
cubes freeze from the outside in. The 
minerals and deposits go to the center 
and are drained off. 


Dear Dorothy: What can you do with 
leftover steak? — Abby C. 


If there’s enough, it makes good 
stroganoff. Lightly saute some chopped 
onion, and add the strips of meat, a little 
water and a little meat concentrate. Sim­ 
mer until the flavors are blended and 
add a dollop of sour cream just before 
serving — either over rice or noodles. 


(Mrs. Ritz welcomes questions and 
hints. If a personal reply is required, 
please enclose a stamped, self-addressed 
envelope. Write to her in care of Subur­ 
ban Living, Paddock Publications, Box 
280, Arlington Heights, 111. 60006.) 


MARY ANN'S 
SPECIAL OF THE WEEK 


54 inch W ashable Woolens 


latest Plaids, Solids, and Stripes 
Values to $ 4 .9 9 Yd. 


This Week 
Only 


FROM$ 
YD. 
2.99 
JLmarii Ann 


e) 3> . 
ScCie^a^ui ( 
X 
J 
Free P arkin g 


AR LIN G TO N HEIGHTS: 2 3 0 0 East Rand Road. Brandenberry Park 
Open M on., Thurs. 61 Fri. evenings til 9:30 - Sundays noon to 5 p.m. 


Wendy & 
Storm 


beginning Ju ly 18th 


Not Really! We do have a cozy 
little corner dance floor — or cozy 
little booths for just listening — in 
our cozy little lounge. Doesn't that 
sound just cozy! 


Come see for yourself and enjoy 
the music of Wendy & Storm. 


* > 


Tuesday thru 
Saturday 


2375 S. Arlington Hgt* Rd. 
Arlington Heights, Illinois 
Telephone: 439-1028 


H 5 9 
Ken. $ 2 9 0 WOW 
I 
’ ' * 
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MANY PINT & MAPlt D,N,N 
A e Kitty coroer from 


Route 58 (Coif 
"pee, from -D u n k * Donut.” 
M cDonald's R estaurant Actos 


HOURS: 
Mondays 


<12 Noon to 9 p ™ - 
Wednesday, 
and Saturday 
9.30 a.m. to 5 p-w- 


Thurvday 
9:30 a.m. >° 9 P"1’ 
CLOSED TUESDAY 
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^Fwriihrtzl 


lam bs 


;0Nvess 


b u d g e t ^ 


504 Dundee Ave., Elgin JW S-V7V7 


She Wed The Boy Next Door 


to St. Viator’s. She graduated in ’71 and the Nuptial Mass. 
spent a year at Western Illinois Univer- 
Chris chose a rainbow setting, and she 
sity. 
herself appeared as an old-fashioned 
Steve was a ‘70 graduate of St. Viator, bride. Her gown of dacron organza had a 
where he was chosen “most valuable” full circle skirt nipped at the waist with 
player on the football team. He has a a wide sash. The bodice was topped with 
football scholarship at Washington State a wide yoke of cluny lace edged with a 
University and will be a junior in fall, 
ruffle. Chris wore a headband of lace 
His bride will begin her sophomore year and a floor-length veil of silk illusion 
there. 
edged with lace. 
THEIR DOUBLE ring wedding was 
She carried a bouquet of white roses, 
solemnized by the Rev. Patrick Render 
stephanotis, miniature carnations star- 
of the Viatorian Fathers. He had been 
burst and baby’s breath, 
one of Steve’s high school teachers. Ken 
Her attendants were attired in green, 
Ozimek 
and Joseph Ostermann, 
the blue, yellow and lavender. Their old- 
couple’s brothers, were altar servers for 
fashioned gowns featured colored flocked 
flowers on cotton polyester, styled with 
skirts of three gathered tiers edged with 
lace and a square neckline on the Em­ 
pire bodice. 
The girls wore matching chokers of 
lace at their throats. They carried mixed 
bouquets of cornflowers, daisies, pink 
carnations and ivy. 
MAID OF honor Maureen Pearson of 
Arlington 
Heights 
wore 
green. 
The 
bridesmaids, appearing in blue, yellow 
and lavender, were Diane Kastning, Judi 
Milner and Sue James, also of Arlington. 
Steve chose Mike Wilkin of Mount 
Prospect as best man. Groomsmen were 
Greg Diem, Hoffman Estates, and Denny 
Foreman and Gary Wenzel, both of Ar­ 
lington. 
Following the afternoon ceremony a 
dinner for 52 of the family and wedding 
party was held at Lancer Steak House in 
Palatine. Later the bride’s parents hos­ 
ted a garden reception for 150 guests. 
There, a catered buffet supper was 
served under a tent pavilion. 
Mr. and Mrs. Stephen Ostermann 
THE NEWLYWEDS spent two days at 
Arlington Towers and then left for 
Seattle, Wash., for three days. They have 
an apartment on the Washington State 
campus in Pullman. 
Before the wedding, Chris worked part­ 
time for Arlington Park District 
and 
Steve for Sellstrom Safeguards in Pala­ 
tine. 


The 1300 block of Cottonwood Lane in 
Arlington Heights was a beehive of wed­ 
ding festivities (rn Aug. 5 when Christine 
Anne Ozimek married “the boy next 
door ’ — Stephen Raymond Ostermann. 
The neighboring homes of the Edwin 
John Ozimeks, of 1307, and the Joseph E. 
Ostermanns, of 1305, kept a busy pace all 
day. It began with preparations for the 
two o’clock wedding ceremony in Our 
Lady of the Wayside Catholic Church and 
continued through the evening garden re­ 
ception at the Ozimek home. 
Christine and Stephen have been dat­ 
ing since high school days, even though 
Chris went to Arlington High and Steve 


The Potting Shed 


by Mary B. G ood 


There is something hauntingly exotic 
about mushrooms. 
A search for the forest fungi conjures 
up vivid fantasies of trekking through 
swamp-soaked spaghum moss with a 
hooty owl, a hawk or some other wild­ 
eyed creature of the forest watching your 
every move — waiting. 
The aura of danger, like poison ivy, 
gives mushrooming a Lucretia Borgia- 
like air about it. Mushroom poisoning 
has strange hallucinatory effects. As you 
may know, LSD is fungal in origin. 
Many, many mushroomers will flock to 
the woods during the next few weeks. 
Many more would like to if they could 
identify the good ones from the bad ones. 
MUSHROOM 
IDENTIFICATION 
is 
just as interesting as “flower name-call­ 
ing.” But the greater challenge with the 
mushroom is complete accuracy, espe­ 
cially if you plan to eat j'our decisions 
There is an extreme swing between 
pleasure and pain if you “guess” wrong. 
Some mushrooms are so easy to identi­ 
fy that a mushroom hunter can hardly go 
wrong. Most people stick with these easy 
marks: the boletus family, the wood 
mushrooms, the morels, puffballs are 
among the easiest to identify. 
The greatest danger in eating the 
white, golf-ball like puffballs is that in­ 
stead of a puffball you might miscollect 
the button stage of a poisonous Amanita 
(the angel of death mushroom). In that 
case, it will be the last such mistake you 
ever make. The symptoms of amanita 
poisoning are delayed, making the appli­ 
cation of first aid useless. (Obviously, 
I’m telling you this NOT from fir3t-hand 
experience.) 
THERE ARE A few of the Amanita 
family that are not lethal, yet still poi­ 
sonous. It is believed that the Berserks, 
a group of 12th century Scandivanians, 
ate the Amanita muscaria for its in­ 
toxicating properties just before battle. 
They would be seized by fury and act 
like animals, often going into battle 
dressed only in a bearskin. The onset of 
the poisoning (hallucinatory effect is 
what it is) was accompanied by fits of 
shivering and chills in which their faces 
would swell and change color. 
At the height of their rage, they 
howled, bit their shields and cut down 
their opponents mercilessly. Once the fit 
ended, they were left weak and stupid 
for days on end. One might think the 
Berserks were mad if it wasn’t for the 
fact that in 1123 a law was passed that 
forbid people from going berserk and 
having mass fits of madness. The Ber­ 
serks stopping eating amanita muscaria 
and no violations of the law were report­ 
ed. 
The forest fungus in the Midwest is re­ 
ceiving more intensive study these days, 


BOB Meets Tonight 


Best Off Broadway Players will meet 
at 8 o’clock tonight at Pioneer Park, 500 
Fernandez, Arlington Heights. 
Photographs from previous BOB shows 
will be on exhibit and available to those 
who are interested in them. 
A sing-a-long of music from “The 
Sound Of Music” will follow the business 
meeting. Scores from the show, the next 
one to be produced by BOB, can be pick­ 
ed up by those persons who are inter­ 
ested in auditioning for the musical. 
Tryouts are Sept. IO, ll and 12. Further 
information is available through 381-5371. 


due to the fact that the Center for Forest 
Mycology Research, US Forest Products 
Laboratory, moved to Madison, Wis. 
(from Laurel, Md.), last year. 
FUNGI, ACCORDING to mycology sci­ 
entist Michael Larsen, are the more neg­ 
lected living things in the world. Yet 
they are essential as the forest clean-up 
committee, maintaining biological bal­ 
ance as they convert dead wood back to 
its soil components plus the carbon diox­ 
ide needed for new plant life. Some fungi 
are also indispensible to tree life and 
function. 
If you are interested 
in the wonderful 
world of mushrooms, pick up a good 
book as you head out to the Forest Pre­ 
serve, a book like Alexander Smith’s 
“Mushroom Hunter’s Field Guide”, Uni­ 
versity of Michigan Press, $8.95) or write 
the Center for suggestions. 
The Center for Forest Mycology Re­ 
search is also quite responsive to sam­ 
ples of questionable species which are 
sent to them for identification. 
As a parting word, remember, never, 
never eat a wild mushroom if you are 
not positive that it is edible and nonpoi­ 
sonous. If in doubt, seed it, send another 
sample to the Center and await results. 


ARLINGTON — Arlington Heights — 
255-2125 — “Butterflies Are Free.” 
CATLOW — Barrington — 381-0777 - 
“The Candidate ” (PG). 
MOUNT PROSPECT CINEMA - Mount 
Prospect — 392-7070 “Prime Cut” (R). 
DES PLAINES—“Bedknobs & Broom­ 
sticks” and “Peter and the Wolf” (G)— 
824-5253. 
ELK GROVE — Elk Grove — 593-2255 — 
“Play It Again Sam” (PG) plus “A 
New Leaf” (G). 
GOLF MILL — Niles — 296-4500 — The­ 
ater I: “Duck You Sucker” ; Theater 
2: “Midnight Cowboy” plus “Where’s 
Papa?” 
MEADOWS—‘‘M*A*S*H’* (R) and “Pat­ 
ton” (PG)—392-9898. 
RANDHURST CINEMA — Randhurst 
Center — 392-9393 “The Godfather'* 
(R). 
WILLOW CREEK - Palatine - 358-1155 
“Prime Cut” (R) plus “Dr. Phibes 
Rises Again.” 
WOODFIELD — Schaumburg — 882-1620 
Theater I: “The Godfather” (R); The­ 
ater 2: “The Prime Cut” (R). 
PROSPECT THEATRE — Mount Pros­ 
pect - 253-7435 - “What’s Up Doc?” 
(G). 
THUNDERBIRD - Hoffman Estates 
—“The War Between Men and Wom­ 
en” plus “Dr. Phibes Rises Again!” 


(G) Suggested for GENERAL audi­ 
ence. 
(PG) All ages admitted; 
parental 
guidance suggested. 
(R) RESTRICTED: 
persons under 
16 not admitted unless acconrr 
panied 
by 
parent 
or 
adult 
guardian. 
(X) Persons under 18 not admitted 
under any circumstances. 


8-24 - Thins. 6:00 P.M. to 8:00 P.M. 
8-27 -Sun. 10:00 A.M. to I P.M. 
8-28 - Mon. 6:00 P.M..to 8:00 P.M. 
8-29 - Tues. 6:00 P.M. to 8:00 P.M. 
9-3-Sun. 10:00 A.M. to I P.M. 


Woodfield 
Community 
Hebrew 
School 


For Information Phone: 


885-1776, 359-3559, or 882-3086 


Woodfield Jewish Congregation 


Hebrew 
and Sunday Schools 
664 S. Roselle Rd. 
Schaumburg, III. 60172 


'c i f / o 
s i y ( a / n p 
ALE- 


• A l l c o l o r s j siz.es 
• A1 A N y v e s t CNS 
a A l s o M f T S • c l o s e d m o h d a J- 
through a glass brightly 
OPEN SATURDAY A N D SUNDAY 
CUcA/tenhcXead /ACsln+aLjl 
IO? S . NORTH NEST 


Need a chuckle? You can find 
one every day in “Short Ribs”, 
daily cartoon in the HERALD. 


Floor Model Sale... 
2 0 % to 4 0 % off I 


Now thru September 2nd, Save 20% to 40% on 
our great selection of floor models. Many styles, 
finishes and sizes to choose from. Special savings 
on other clocks on display. 


CHICAGO CLOCK COMPANY 
Over a Half-Century of Service 
Now 2 stores to serve you better 


22 W. Madison (Arcade Fir.) 
Chicago, III. 
CE 6-5100 


• 
Daily 8:30 to 5 
Thurs. to 6 
Sat. (Except July & Aug.) 
from 9 to 3 


1615 Rand Road 


Palatine, III. 
359-5805 f 


Daily 10 to 6 
Friday 10 to 9 
Saturday 10 to 5 
Closed Sun. and M on. 


Wickes 


Where the shopping 
stops... and the 
projects begin!. 


K 
H 
M 
i W 
H I P * 
PRICES IN THIS AD ARE IN EFFECT THROUGH AUGUST 30th 


* .VT Wickes * 
IMAGINATION 
*. MONTH * * 


2"x4” WALL STUDS 


Precision trimmed. Designed to give your 
project added s tre n g th and durability. 
DIMENSION LUMBER 


Clean and straight, association grade 
stamped. Our volume buying assures you of 
low prices. 


EACH 


7 
’ 8 
% 
" 


8' 
10' 
12' 
14' 
16' 


2 " x 4 " 
1.01 
1.34 
1.61 
1.88 
2.52 


2 " x 6 " 
1.60 
2.00 
2.40 
2.80 
3.20 


2 " x 8 " 
2.12 
2.64 
3.58 
4.17 
4.76 


2 " x 1 0 " 
2.72 
3.40 
4.75 
4.96 
6.32 


rx8" 
SHEATHING 
BOARDS 


Strong and sturdy. 
Ideal for roofing and 
flooring projects. 


1 " x 12" 
SHELVING 
BOARDS 


Hundreds of home 
uses. Very versatile, 
ready to paint or stain. 


LIN. FT. 
LIN. FT. 


4'x8' 
QUALITY 
PLYWOOD 


Ic " $ 6 49 


a c " $ 9 4 9 


SHEATHING 
1/2" $1* 4o 
cox 


4'x 8' 
HARDBOARD 


1/8" STANDARD 
$2.49 sHr. 


1/4" STANDARD 


4x4 $1 .89 SHT. 


1/8" TEMPERED 


$ 2 . 8 0 SHT. 


1/4" TEMPERED 
$4.99 SHT. 


1/8" TEMP. PERF. 
$4.80 SNT. 


12"x 16' 
HARDBOARD 
LAP SIDING 


Prime painted, ready 
fo r the finish coat. 
Durable & dent resist­ 
ant. 


IOO SQ. FT. 


5/8" 4'x 8' 
PARTICLE 
BOARD 


Smooth surface, ex­ 
cellent for underlay- 
ment. Resists delami­ 
nation. 
$989 


O 
SHEET 


OWENS/CORNING 
FIBERGLAS® 
INSULATION 


insulate today and 
lower the high cost of 
heating & cooling your 
home. 


3 1 / 2 ” x 1 5 " 


$ 5 .3 9 70 SO. FT. 


$77.00 
i.ooo so. ft. 


6 " x 15" 


$ 7 .2 9 50 sa FT. 


$162.00 1,000 SO. FT. 


GARAGE 
DOOR 
OPERATOR 


Automatic, offers you 
total convenience and 
safety. Easy to install. 


WHITE 
PAINTED 
GUTTER 


Strong 
and mainte­ 
nance-free. 
Beautiful 
b a k e d - o n enamel 
finish. 


IO FT. 
20 FT. 


Inc!. 1 
Portable Transmitter 


so so $460 


REG. $2.70 
REG. $5.40 


CORRUGATED 
FIBERGLASS 
PANELS 


L i g h t w e i g h t , 
y e t 
strong. Excellent for 
carp orts 
& 
patio 
covers. 


8 FT. $2E85 $2.56 


IO FT. S3L85 $3.46 


12 FT. s’, es $4.18 
S4V£ 10% 


CREDIT AVAILABLE 


Wickes 
Lumber 


INSTALLATION SERVICE 


STREAMWOOD 


J ankAmericaro! 
kW bmt Ant 


3/i mil. west af Barrington Road 
en Lake Street (U.S. 20) 


037-6000 


0140-72B (P-27, X-27) 


I 
I 


SERVICE DIRECTORY CLASSIFICATIONS 


id w e s t W 
a t e r p r o o f i n g 


S E R V I C E 


Skokie III 


WANT ADS —A 
PA D D O C K PUBLICATIONS 
Thursdayi August 24, 1972 


CALL 
Serving the 
Northwest and 
Western Suburbs 
with America's 
Most Modern 
Suburban 
WANT-AD 
COVERAGE 
Service Directory 
Des Plaines 298-2434 
FOR A FRIENDLY 
AD-VISOR 
8 a.m. to 5 p.m. 


Tailoring ----- ------------------- 
Tax Consultants ------ - 
Tiling ........................................ 
Tree Care ----------------------- 
Truck Hauling ----------------- 
T.V. and Electric — — - ... 
Typewriters ----- --------------- 
Tuckpointing ............. —— 
Tutoring/Instructions-------- 
Upholstering ..... — 
Vacuum Repairs — ......— . 
Watch S t Clock Repairing 
Wall Papering ---------------- 
Water Softeners --------------- 
Wedding (Bridal) Services 
Welding ...... 
—---------—..... 
Well Drilling — .................... 


W 
i ^ S 
a a ■ I. HT "illli|i|«Tr-TIH li 
—tt ■ rr *■* * M — * *“* 
Window Well Covers 
Business Services ------------ 


Accounting 
__ _______ 
Air Conditioning 
_ 
Answering Service - ___ 
Art Instructions _______ 
Arts and Crafts ...i______ 
Asphalt S ea lin g ________ 
Auction Service _______ 
Automobile S erv ice_ 
Awnings ______ _________ 
Banquets ............................. 
Bicycle S erv ice 
___ - 
Blacktopping ........ 
Boat Service d _________ 
Book S e r v ic e __________ 
Bookkeeping ___________ 
Burglar and Fire Alarms 
Business C onsultant___ 
Cabinets ...___________ 
Carpentry Building 
and Remodeling - __ «... 


Rental Equipm ent------ 
Resume Service ----- — 
Riding Instructions .— 
Roofing ---------------------- 
Rubber S tam ps---------- 
Sandblasting ----- 
. 
Secretarial Service — 
Septic St Sewer Service 
Sewing M achines 
- 
Shades, Shutters, Etc. . 
Sharpening — ------------ 
Sheet M e ta l--------------- 
Ski Binding ---------—— 
.Signs ------------ -------— - 
Slip C overs 
-------— 
Snow blow ers----------— 
Storms, Sash, Screens . 
Sump Pumps ----- ------- 
Swimming P o o ls ------- 


Manufacturing Time O p en ----------156 
Masonry 
------------158 
Mechanical Repairs ------------ 
160 
Moving, H auling 
— 
-------------162 
Musical Instructions------------- 
154 
Musical Instrument R en ta l 
165 
Nursery School, Child Care — — 167 
Office S erv ice s------------- 
170 
Painting and Decorating -----------173 
Patrol St Guard S erv ice 
-------175 
Paving ----------- ----------- — —--------177 
Photography ----------------------------- 179 
Piano Tuning .......—_________ 
181 
Picture Framing ___________ 
183 
Plastering .....— ------------------------- 189 
Plowing (Snow) ________________191 
Plumbing, H eatin g 
------ 
193 
Printing ----- 
_ 194 
Resale Shops ..........- ____________195 


Carpet Cleaning — . 
Carpeting ------------ 
Catering ....------------ 
Cement W ork______ 
Commercial A r t___ 
Computer Service 
Consultants 
------ 
Costumes ...------ ----- 
Custom Cleaning __ 
Dancing Schools___ 
Design and Drafting 
Do-it-Yoursef _____ 
Dog S ervice_______ 
Draperies 
...______ 
Drapery Cleaning — 
Dressmaking 
Driveways — 
r 
Drywall 
_ 
Electric Appliances 


Heating ---------------- 
Home E x terio r____ 
Home Interior-------- 
Home Maintenance . 
Horse Services —__ 
In stru ctio n s_______ 
In su r a n c e 
......... 
Interior Decorating . 
Investigating 
— 
J u n k ______________ 
Lamps Sc S h a d es__ 
Landscaping_____ — 
Laundry S ervice___ 
Lawnmower Repair 
and Sharpening__ 
L in g e rie 
-------- 
Loans — 
— , 
L ocksm ith 
_____ 
Maintenance Service 


Electrical C ontractors----- 
E le c tr o ly sis 
.................. 
Engineering — 
,___ 
Excavating -------------------- 
Exterm inating________ __ 
F e n c in g 
-------- 
Firewood _______________ 
Floor Care St Refinishing 
Flooring ------- 
— 
Fuel O il________________ 
Furniture Refinishing, . 
Upholstering & Repair . 
Garages 
----------------- 
General Contracting — - 
- 
Glazing .................... 
_ 
Gutters St Downspouts _ 
Guns ________ - - - ............ 
Hair Grooming 
. 
- 
Hearing Aids - — 


I —Accounting 
24—Blacktopping 
88—Fencing 
88—Dressmaking 
35—Carpentry Building 
and Remodeling 
43—Cement Work 
39—Carpeting 


ALTERATIONS. 
hemming, 
men­ 
ding, 
etc. 
reasonable. 
Rolling 
Meadows after 6 p.m. 259-2914______ 
GRADUATE South American Fash­ 
ion School designer. All kinds of 
alterations. Expert fittings. Reason- 
able. 358-7791. Marta_______________ 
ALTERATIONS. Experienced in fine 
clothing. 
Reasonably 
priced Air 
conditioned. 
Palatine area. 
Phone 


3 5 8 - 6 5 0 9 .____________________________________________ 
ALBA Dressmaker, wedding gowns, 
any kinds of alterations. Reason­ 
able 
prices. 
22 
West 
Appletree 
Lane, Arlington Heights. 259-9806 
SEWING DONE reasonably. 
Your 
materials. Wheeling. 541-2034. 


NOW 
In the Northwest Suburban area. 
D. C. ACCOUNTING 
SERVICES 
for 
all 
your 
accounting, 
book­ 
keeping and tax work. Phone: 
437-6932 


STOP LEAKY 
BASEMENTS 
Guaranteed in writing 
No harm to shrubbery 
Free estimates 
Years of experience 
We dig our cracks out 
where possible 


CARPET SECONDS 


I n d o o r - O u t d o o r............. 
$1.1 


S c u lp tu r e d n y l o n 
............................................$ 3 . 1 


F o a m B a c k S h a g ....................................................................$ 3 .8 


N y l o n S h a g ................................................................................... $ 4 . 4 


9 x 1 2 F o a m B a c k R u g ..............................................$ 3 7 . 1 


C a n d y S t r ip e F o a m B o c k ................................... $ 4 . 0 
CARPET SECONDS 
3S E. Irving Park, Rosed* 


O p e n 7 d a y s , 5 n ig h ts 
5 2 9 -7 5 5 0 
CARPET SECONDS 
MIW LOCATION 
115 $outh M ilw aukee, Wheeling 


O p e n 6 d a y s 
A A o n .- T h u r s . E v « 
537-7550 


DRIVEWAY BLACKTOP 
PAVINC 


No Waithg 
Reasonable Rates 


24 Hour Service 
7 Days Wiek 


354-712 


N A T I O N 
BLACKTOP PAVING 
Now serving all NIV. Suburbs 
“SUMMER SFECIAL” 
• Residential 
• Commercial 
• Seal Coating 
• Repair Work 
Free Estimates, fall now & 
avoid seasonal dety. 
437-534'. 


Contractors 
Additions — Kitchens 
Family Rooms 
Vinyl & Alum. Siding 


CUSTOM HOME BUILDING 


Financing Available 
licensed — ImM 
Insured 


Portable dog runs, 37 styles 
of CEDAR FENCES, direct 
from our Michigan saw mill. 
Financing available. 
Free 
estimates 


WATERPROOFING. INC. 
DES PLAINES, ILL. 


Air Conditioners 
Electronic Air Cleaner 
Heating Units 
Clea.1 Sc Adjust 
Replacement Specialist 


NEW INSTALLATIONS 


299-4752 
537-5534 


LOOK no further for drywall taping 
or plaster patching. Cadi 358-9018 
DRYWALL 
Taping, 
no 
Job 
too 
smaU. Free estimates. 394-5493 


FOUNDATIONS 
DRIVEWAYS 
WALKS 
13 PATIO STYLES 
25th Year in Business 
Free Estimates 
Financing 
KEDZIE CONST. 
392-5221 


Complete Kitchen Service 


Solid Vinyl Siding 
Ism f. Rec Rooms 


Bofhrooms 
Room Additions 


Custom Homos 
Stores-Officos 
(ommerciol - Industry! 


Route No. 12 between Hicks 
Rd. and County Line Rd. 
Palatine. 
75—Electric Appliances 


37—Carpet Cleaning 
FOR fine service — Dishwashers. 
washers, dryers, room air condi­ 
tioners, refrigerators. CaU E. Rich­ 
ard. 827-0551 
Fences since 1961 


DEEP STEAM EXTRACTION 


Removes soil missed before — 
revives texture — stays deonei 
longer. 15 years of quality work 
monship. 


On Ucotion 
Commercial I Nome Specialists 


C A U 437-7900 


Far Vs OEF Carpet Cleaning 
PAT MURPHY 
CARPET CLEANING 


Furniture (leaning now ovoitoble. 


Your One Stop Builder 
392-0033 
COSKEY CEMENT CONSTR. 
Driveways 
Steps 
Patios 
Stoops 
Walks 
Replacement 
Free Estimates 
Call before 8 p.m. 
439-5090 


77—Electrical Contractors 
PARTS & LABOR 
FEDDERS 
24,000 BTU compt, installed 
$698.00 
MAYBRO ELECTRIC 
Summer special on hookups 
on pod & patio lights, air con­ 
ditioning. New homes our spe­ 
cialty. All jobs — free esti­ 
mates. Licensed, bonded, in­ 
sured. 894-0241 


With each installed job 
(Does not apply to minimum or­ 
ders) 
• Chain link, galvanized 
and vinyl 
• All types of wood fences 
• Expert installation 
or do it yourself 


All Materials In Stock 


41—Catering 
Heating & Air-Conditioning 
437-9134 
24 Hr. Service 
Bank Financing 
COOLING — 3 Ton $819. 2%~$769 in- 
stailed. Six month deferred pay­ 
ment, immediate delivery. 824-1057 
after 6 p.m. 


Lee’s Concrete Co. 
Quality work. Repair work. 
P a t i o s , Walks, Driveways, 
Steps. 


Free Est. 
PA. 9-6181 


Cement Work at its finest. 
Quality work at a reasonable 
price. Immediate delivery on 
all flat work. 
Also 
BASE­ 
MENT LEAKS repaired. 5 
year written guarantee. 


FREE EST. 
437-7787 


BEUTER Catering Service — Hors 
D’oeuvres, 
buffet dinners, 
menu 
suggestions. Help available. Phone 
FL 8-1272 
BLOOMINGIALE 
BLACKTIP 
Is now opening to estimates. 
Put your order o now and 
save later. Special in black­ 
top driveways f. perking lots. 
Repair old d r iv e ls & park­ 
ing lots. 32 years experience. 
All modern equipmct. 
894-2232 
297-5936 


43—Cement Work 
9—Arts and Crafts 
Enjoy the luxury of 
STEAM CARPET CLEANING 
“We remove soil — that’s the 
difference” 


MODERN STEAM 
Carpet Cleaning Corp. 


766-1662 
279-7382 
678-4882 


SLIP-INN 
Ceramics, 
231 
N. 
Mil­ 
waukee. Wheeling. Wholesale and 
retail 
greenware. 
Classes, 
gift*. 
Phone 537-4789. 
L St E CERAMIC Studio 953 Com- 
ell Palatine. Supplies and Green 
ware, Continuous Classes. 359-0991, 
3 5 9 - 4 3 8 3 


E D I T H ’ S Ceramics — evening 
classes — greenware & supplies & 
gifts. Call after 5 p.m. 827-1525. 


KEDZIE CONST. 
For 
all 
your 
carpentry 
needs. No job too small. 
Free estimates. Financing 
available. 


529-6587 
392-5221 


STA-RITE FENCE CO. 
Lowest prices—Highest quality 
• Galvanized 
• Vinyl 
• Privacy 
4394454 


ART Hansen Concrete — Drive­ 
ways, 
sidewalks, 
patios, 
garage 
and shed slabs. For free esUmates 
call 3 9 2 - 9 3 9 1 . ______________ 
CONCRETE work — all types of 
flat work. Patios, driveways, etc. 
Quick delivery. Free estimates. 289- 
3907________ _______________________ 
HARPER 
Contraction 
— 
custom 
concrete work. Patios our special­ 
ty. Driveways, sidewalks. 297-4834 
CONCRETE foundations for addi- 
tions, garages, etc. Call Jack at 
358-1793. 


Largest Discoid Ever 
• New Drives 
• larking Lots 
• Residence 
• (ommercial 
• Sealing 
• latching 
• Resurfacing • Jree Est. 
Call anytime 
253-2728 
CARPET CLEANING 
SPECIAL 


Living room, 
dining room 
hall $25. Steam $45. 


MAGI-KLEEN 
CARPET CLEANING 


437-7733 
437-7175 


17—Automobile Service 


IMPORTS — Sports — Complete re­ 
pair and tuning. Day and evening 
s e r v i c e . Work guaranteed. Jim 
Halverson — 297-8658. 
MINOR 
and 
major 
repairs. 
My 
home. Reasonable. Call evenings 
or weekends 882-1485 or 882-4778. 


LUMBER CO. 
’’HINES DOES EVERYTHING IN 
REMODELING” 
All work insured St guaranteed. 
Kitchens - Dormers • Basements, 
Room Additions • Garages. 
604 W. Central Rd. ML Prospect 
CL 34300 
Free Est. 
7 South Hale - Palatine 
358-0174 
Free Est. 


COMPLETE 
FLOOR SANDING 
Refinishing, 
patching. 
All 
types 
finishes. Reasonable rates. Quality 
service. Free estimates. 
ERNIE’S FLOOR SERVICE 
Day or Night 358-3447 


BLACKTOPFNG 
& SEALC0A1NG 
All work guarantee* Free esti­ 
mates. Call anytime 
Palatine Blackto Paving 
805 W. Dundee,Palatine 
358-4351 


80—Electrolysis 


NEW hair removal — photo-eplla- 
tlon 
without 
discomfort 
Sophie 
Rethis, 207 S. Arlington Hts. Rd.. 
Arlington. Appointment 255-3355. 
24— Blacktopping 
57—Bancing schools 


BUD Faltlnoskt sanding, and re­ 
finishing hardwood floors. Reason­ 
able rates, free estimates. 20 yea n 
experience. CL 5-4247 


CUSTOM CRAFTED 
CARPENTRY BY 
WOLTMAN CONST. CO 
• Aluminum Siding 
• Dormers 
• Room Additions 
• Kitchen Remodeling 
• Recreation Rooms 
• Porch Repairs 
FREE Est. 
824-0460 


STEAM SPECIAL 
20% OFF 
“WITH THIS AD” 
Call now & let the true profes­ 
sionals STEAM CLEAN your 
carpets. 


HYDR-O-STEAM 
CARPET CLEANERS INC. 
299-6720 
392-8609 


81—Engineering 


HOUSE Plans — Complete for build­ 
ing permit and construction pro­ 
fessionally designed and drawn from 
your specifications. 529-2603 


SCHOOL OF DANCING 
Enroll now for fall classes 
If you’re looking br top quali­ 
ty materials ani the experi­ 
ence to do a bet to job call: 


397-136 


On all summer orders — Parking 
lots, driveways, sealcoating. “We 
specialize in resurfacing old driv­ 
es." L et our years of experience 
serve you. 


All Work guaranteed Free Est 


Phone 24-hour 
729-7799 


IOO—Furniture Refinishing, 
Upholstering t Repair 
Patios 
Foundations 
Walks 
Steps 
Slabs 
Drives 
2000 Satisfied Customers 
Free Estimates 
85—Exterminating__________ 


Residential, commercial, in­ 
dustrial exterminating. Spe­ 
cial guaranteed home plan. 
Full year. Ants, spiders, mice, 
etc. As low as $25 per year. 
Phone 
HOUSEHOLD PEST CONTROL 


446 -6 173 


H & S 
Furniture Repair 
• Refinishing 
• Restoring 
Pianos, Antiques, Cabinets 
25 Yrs. Experience 


REGISTER NOW 
For Fall Classes 


Doris Val Dance Studio 
15 N. Arlington Hts. Rd. 
New Modern Studio 
259-2333 


27—Bookkeeping 


EXPERIENCED bdkkeeping in my 
home. 
All phas4 through 
trial 
balance including 3yroll and axes. 
255-5444 
Home Improvement 
Loans 
Loans to $7,500 - 96 
months to repay. Call 
Palatine Savings & Loan 
359-4900 


Buy Locally 
BETTER SERVICE 
CARPET CLEANING 
% PRICE OFF 
(WITH THIS AD) 
DARP CONCRETE CO. 
All types of concrete work 
Driveways—Sidewalks 
Patios 
Carpentry-Remodeling 
Free estimates 
566-9066 


AMERICAN Refinishing Service Inc. 
— Complete furniture restoration, 
caning, repairs, antiquing, touchup, 
regluing, stripping and restyling 358- 
4543.___________ • 
ARTISTIC 
Refinishing. 
Complete 
furniture 
refinishing, 
touch-up, 
caning, repairs, regluing, stripping, 
insurance estimates. Pick-up, deliv­ 
ery. 398-2748. 


28—Burglar and ire Alarms 
THE NAME YOU HAVE COME 
TO KNOW OVER THE YEARS 
Outstanding service, quality work. 
Driveways, parking jots & resur­ 
facing — all machine laid. Patch 
& seal coating. Free est. We are 
fully insured for your protection. 
394-1991 
299-2717 


62—Bog Service 
PROTECT YOUR i me and business 
from burglaries id fires. Install 
“All-secur” Senzor ystem. Call 398- 
0430. 
398-0259 
88—Fencing 
CALL 
THE SWEDISH CARPENTER 
for 
All Remodeling Needs. Over 50 yrs. 
exp. Father to son 


Can 763-1400 
L. C. Hookanson & Co. 
General Contractor 


KAY’S 
ANIMAL SHELTER 
Nice PETS for adoption 
Open daily 1-5 p.m. 
2705 N. Arlington Hts. Rd. 
________Arlington Hts._______ 


FOUR PAWS & A TAIL 
Professional 
dog 
grooming, 
all breeds. Hana dried and 
scissored. 
Very 
reasonable 
prices. By appointment only. 
Buffalo Grove. 
541-5120 


CARPET CLEANING 
Special introductory offer on 
carpets, 
upholstered 
pieces, 
d r a p e s . 
Interior-exterior 
painting. 
Call 253-1694 


CALL US FIRST 
STAN’S CONCRETE SVC. 
Units1 a1 designs also drive­ 
ways, 
walks. 
Buy 
locally. 
Serving area 8 yrs. Licensed. 
Insured. Free ests. 
529-6587 


33—Cabinets 
Quality Blacktop 
30% OFF 
On 
all driveways, 
parking 
lots. 
ALL WORK GUARANTEED 
MODERN EQUIPMENT 
CALL NOW & SAVE 
FREE EST. 
729-3180 


WOOD Kitchen ealnets refinished. 
like new. severafcolors to choose 
from. 259-3413. CaU ny time. 
"C" RALPH — C )lnets refinished 
with 
formica. Custom 
counter 
tops, vanities. 
Fie 
estimates 
— 
Phone 438-2013. 


107—General Contracting 
America's Finest 


Installed 
or 
Material Only 


Stop ly — Coffee's On! 


B a n k Fin a n c in g 
N o p a y m e n t fo r 6 0 d a y s 
Atria 
529-2222 
529-8676 
West Irving Park Rood 
Aeron horn Schaumburg Airport 


"CONCRETE OF ALL KINDS" 
Taking orders now — so beat thi 
rush. 
• PaUos 
• Driveways 
• Stoops 
• Foundations 
• Walks 
• Retainer walls 
• Patchwork of aU kinds 
2,000 Satisfied Customers 
IO Years Experience 
Free Est. 
359-201C 


larpentry, 
Heating 
To 
sub-contract 
Cl 
Masonry, 
Roofing, 
and Sheet metal work. 
35—Carpentry I tiding 
and Remojling 


TINA’S GROOMING SALON 
“PROFESSIONAL 
GROOM­ 
ING OF ALL BREEDS” 
I 
Tina & John Sarullo 
I 1410 Prairie 
Des Plaines 
(Prairie & Lee) 
297-5497__________ Open Daily 


[ TERRIER Grooming. Giant, Stan­ 
dard 
St 
Miniature 
Schnauzers, 
I Welsh, Westles, Airedales, our Spe- 
{ctaity. Reasonable rates. CL 9-1145 
POODLE — Schnauzer grooming. 
Reasonable rates. Bring in ad and 
[save a dollar. Call Lucy. 827-0231 
[PROFESSIONAL all breed groom- 
ing. 
Framed 
photo 
with 
first 
grooming. Pick-up, delivery. Reign­ 
in g Cats Dogs. 894-4625_____________ 
POODLE and Schnauzer grooming. 
Call 255-2570 


109—Glazing 
LOW COST W A N T ADS 
We specialize in residenUal, com­ 
mercial St Industrial. All modern 
equipment, 18 years experience. 
We also sealcoat Free estimates 7 
days a week. 
439-1794 


MARMAX 
Glass k Mirror Co. 
358-3088 
Furniture tops glazing, rescreen­ 
ing, storm windows & doors in­ 
stalled, mirrors made to order. 
Auto glass, new and used wind­ 
shields instaUed. 


• Room Addil 
• Rec. Room! 
• Home Repa 
• Garages 
• Concrete Wi 
• FreeEstimi 
SUMMER SPECIAL 
25% off 
Chain link fencing, also vinyl 
colored fences. Guaranteed IO 
years. 


GET FREE ESTIMATES 


BEFORE YOU BUY 


STANDARD FENCING CO. 


BLACKTOP PAVING 
New driveways & parking lots, 
patching, resurfacing, seal coat­ 
ing. Free esUmates, work fully 
guaranteed. 
CALL ANYTIME 
298-4070 
IID —Gutters t Downspouts 


SEAMLESS 
Aluminum 
Gutters, 
many 
colors, 
baked-on 
enamel. 
Also, soffit, fascia and siding. Insur­ 
ed. 392-9695._________________________ 


GUTTERS and downspouts, cleaned, 
repaired and replaced. Call after f 
p.m. 392-6497 


Builder 
Harold G. Cl 
"Bufidin 
Complete rod 
shell, remodJ 
and aitis 
Reslden tiaJ-lnL” 


additions or 
, Rec. rooms 
BLACKTOP 
Specializing in residenUal St com­ 
mercial paving. Also se ai coating 
and patchwork. Fully guaranteed. 
Free esUmates 7 days a week. 
858-2638 


68—Dressmaking 
Ask For Kay or Lois 
Service Directory Advisors 


Lg-Hiing 
Insured 
Support your Service 


Directory Merchants 


CUSTOM Designing — wedding par- 
| 
ties, formals, tailoring suits, alter- 
aUons. Near Rand hurst. Loretta 256- 
0348 


J 
V , 
C A L L 
394-2400 


Des Plaines 298-2434 
FOR A FRIENDLY 
A D V IS O R 
^ 
8 a.m. to 5 p.m. 


Thursday, August 24, 1972 
P A D D O C K PUBLICATIONS 
W A N T AD S 
Wetcofne, tty tk& utondmful u/o/tld/ 
'Paddock, 'PubfaatiottA 
Service Directory 


T h e 


J 
Serving the 
Northwest and 
Western Suburbs 


with America's 
Most Modern 
Suburban 
WANT-AD 


COVERAGE 


SERVICE D IR E C T O R Y C L A S S IF IC A T IO N S 


Accounting — — —--------- 
I 
Air Conditioning------------ —-----------2 
Answering Service ..------- 
& 
Art Instructions -------- --——------ 7 
Arts and Crafts ....---------------- --------9 
Asphalt Sealing------- —— 
l l 
Auction S erv ice------------------------ 13 
Automobile Service ---------------——17 
Awnings --------------- 
19 
Banquets ___ 
OO 
Bicycle S ervice_______ ■-__- — ...-23 
Blacktopping ___ _____ ._________ 24 
Boat Sendee "..--- -------------------—25 
Book Service ___ 
26 
Bookkeeping ____ ___— _________27 
Burglar and Fire Alarm s---------— 28 
Business Consultant — — -----------29 
Cabinets ___ 
33 
Carpentry Building 
and Rem odeling 
—— 
35 


Carpet Cleaning 
Carpeting _____ 
Catering _____ 
Cement Work 
Commercial Art „ 
Computer Service 
Consultants 
Costumes . 
Custom Cleaning 
Dancing Schools 


.37 
39 


Design and Drafting 
Do-it-Yourseif 
Dog Service 
Draperies — 
Drapery Cleaning 
Dressmaking 
Driveways _ 
Drywall . 
Electric Appliances_________ — 75 


Electrical Contractors--------------—77 
E lectrolysis--------------------------— 80 
Engineering -----—----- — —. . . — 81 
Excavating — ...—....—.................... 83 
Exterminating------------ 
85 
Fencing ------- 
88 
Firewood —---------------- 
89 
Floor Care A Refinishing 
90 
Flooring -------------------- 
94 
Fuel O il 
..... 
96 
Furniture Refinishing. 
Upholstering A Repair 
Garages 
General Contracting — 
G lazing 
.................... 
Gutters A Downspouts 


JOO 
....105 
—107 
—109 
-1 1 0 


Hair Grooming 
Hearing Aids — 


-111 
-115 
.116 


Heating 
Home Exterior -__ _ 
Home Interior------- 
Home Maintenance - 
Horse Services ------ 
Instructions 
Insurance --------- - 
Interior Decorating 
Investigating------- 
Junk ____________ 
Lamps A Shades _ 
Landscaping 
Laundry Service — 
Lawnmower Repair 
and Sharpening - 
Lingerie — 
Loans ----- 
Locksmith 
Maintenance Service 


—118 
Manufacturing Time Open — — 156 
...122 
M asonry_________________ — — 158 
—124 
Mechanical R epairs 
_______160 
— 126 
Moving, Hauling______ —....— 
162 
—.130 
Musical Instructions 
— 
164 
.133 
Musical Instrument Rental ..,— 
165 
—135 
Nursery School, Child Care 
167 
—137 
Office Services__________— 
—170 
—138 
Painting and Decorating _______ 173 
140 
Patrol A Guard Service — 
--------175 
-.141 
Paving __________ — 
------------- 177 
—143 
Photography 
.—— — 179 
—144 
Piano Tuning ...— 
— 
-------- .181 
Picture F ram ing 
—_____183 
145 
Plastering ...... 
. — —— 
— 
189 
...149 
Plowing (Snow) ...... 
191 
151 
Plumbing, Heating — ---- - ___193 
Printing ___ 
194 
.154 
Resale Shops -.........- ___________195 


Rental Equipment 
Resume Service — 
Riding Instructions 
Roofing --------------- 
Rubber Stamps — 
Sandblasting------ 
Secretarial Service___ 
Septic A Sewer Service 
Sewing Machines ------ 
Shades, Shutters, Etc. . 
Sharpening --------------- 
Sheet M etal-------------- 
Ski Binding__________ 
.S ig n s------------- 
Slip Covers 
Snowblowers 


.196 
. ...197 
198 
200 
202 
...205 
207 
209 
213 
.214 
...2215 
— 217 
— 218 
219 
221 
222 


Tailoring ------------- 
Tax Consultants — 
Tiling ----------------— 
Tree Care ------------ 
Truck Hauling —— 
T.V. and Electric — 
Typewriters -----—- 
Tuckpointing .......— ------- 
Tutoring/Instructions —— 
Upholstering .......— — 
— 
Vacuum Repairs —.......— 
Watch A Clock Repairing 
Wall Papering -------------- 
Water Softeners ...— . 


.—233 
__234 
.—236 
238 
__ 242 
— 244 
- 
246 
........248 
__ 250 
.251 


Storms, Sash, Screens 
Sump P um ps----------- 
Swimming Pools 


.223 
.225 
.227 


Wedding (Bridal) Services 
Welding .................... ............ 
Well Drilling ----------------- 
W ig s 
.......... ..................... 
Window Well Covers— 
Business Services 


.....254 
257 
258 
........259 
260 
.—..261 
.......263 
...265 
,_269 
,.275 


1 -Accounting 


NOW 
In the Northwest Suburban area. 
D. C. ACCOUNTING 
SERVICES 
for 
all 
your 
accounting, 
book­ 
keeping and tax work. Phone: 
437-6932 


2—Air Conditioning 


REPAIR SERVICE 
• Air Conditioners 
• Electronic Air Cleaner 
• Heating Units 
• Clea*i & Adjust 
• Replacement Specialist 


NEW INSTALLATIONS 


CIRCLE AIRE INC. 


Day & Night 
359-0530 


24—Blacktopping 


A R C 
DRIVEWAY BLACKTOP 
PAVING 


No Waiting 
Reasonabte Rates 


24 Hour Service 
7 Days Week 


354-7121 


5 YR GUARANTEE 
PARTS A LABOR 
FEDDERS 
24,000 BTU compl. installed 
1698.00 


COMFORT KING 
Heating A Air-Conditioning 
437-9134 
24 Hr. Service 
Bank Financing 
COOLING — 3 Ton $819. 2% $769 in 
stalled. Six month deferred pay 
ment, immediate delivery. 824-1057 
after 6 p.m. 


9—Arts and Crafts 


gifts 


SLIP-INN Ceramics. 
231 
N. 
Mil 
Waukee, Wheeling. Wholesale and 
retail 
greenware. 
Classes, 
Phone 537-4789. 
e a E C e r a m ic studio 953 com- 
ell Palatine. Supplies and Green 
ware, Continuous Classes. 359-0991. 
359-4383 
E D I T H ’ S Ceramics — evening 
classes — greenware A supplies A 
gifts. Call after 5 p.m. 827-1525 


17—Automobile Service 


IMPORTS — Sports — Complete re­ 
pair and tuning. D ay and evening 
s e r v i c e . Work guaranteed. Jim 
Halverson — 297-8658. 
MINOR 
and 
major 
repairs. 
My 
home. Reasonable. Call evenings 
or weekends 882-1485 or 882-4778. 


24—Blacktopping 


CROWN BLACKTOP 
30% DISCOUNT 
On all summer orders — Parking 
lots, driveways, sealcoating. "We 
specialize in resurfacing old driv 
es." Let our years of experience 
serve you. 


AU Work guaranteed Free Est 


Phone 24-hour 
729-7799 


NATIONAL 
BLACKTOP PAVING 
Now serving aU N.W. Suburbs 
“SUMMER SPECIAL” 
• Residential 
• Commercial 
• Seal Coating 
• Repair Work 
Free Estimates, CaU now & 
avoid seasonal delay. 
437-5347 


CUSTOM BLACKTOPPING 
30% off 
AU Driveways, parking lots, Sc 
sealcoating. Resurfacing old 
drives. For fast service Sc 
quality 
WORK 
IS 
FULLY 
GUARANTEED. 
CaU now Sc Save 
Free Est. 
CaU anytime 
724-8920 


BLOOMINGDALE 
BLACKTOP 
Is now opening for estimates. 
Put your order in now and 
save later. Specialist in black­ 
top driveways f-. parking lots. 
Repair old driveways Sc park­ 
ing lots. 32 years experience. 
All modern equipment. 
894-2232 
297-5936 


Diamond Blacktop 
Largest Discount Ever 
• New Drives 
• Parking Lots 
• Residence 
• Commercial 
• Sealing 
• Patching 
• Resurfacing • Free Est. 
CaU anytime 
253-2728 


BLACKTOPPING 
& SEALCOATING 
All work guaranteed. Free esti­ 
mates. Call anytime 
Palatine Blacktop Paving 
805 W. Dundee, Palatine 
358-4351 


35—Carpentry Building 
and Remodeling 


R C 
Contractors 
Additions — Kitchens 
Family Rooms 
Vinyl tic Alum. Siding 


CUSTOM HOME BUILDING 


Financing Available 


licensed! — Bendel 
Insured 


537-5534 


($ u a lit|| C r a f t s 


Complete Kitchen Service 


Solid Vinyl Siding 
Ism !. Rec Rooms 


Bathrooms 
Room Additions 


Custom Homes 
Stores-Offices 
Commercial - Industrial 


d 
- 
S 
. 
d < td e 
Your One S top Builder 
392-0033 


HALT! 
You've chosen the right od for 
R EM O D ELIN G 
Rm. Additions 
Kit.-Bath 


R e c . R m j .- O f f i c e i - S t o r e i - A l l T r o d * * 
DESIGNING I DRAWING 


o n 
s c h m i d t 
253-9119 


I 
J 


35—Carpentry Building 
and Remodeling 


GENERAL Carpentry by Richard 
Luslak, all types. 3r>9-4014 
LOCAL carpentry — porches, base­ 
ments paneled, partitions, drywall 
lng, tiling, repairs, etc. Free est! 
mates. 
Expert workmanship. 
894- 
5341. 
kitchens and bath 
Free estimates 595- 
KEMODE1.ING 
our speciality. 
0540 
CARPENTRY RemodelingTGeneral 
Contractor, Quality Workmanship 
Plumbing, electrical, cabinet work. 
437-7592 
R & R Remodeling 
tions, 
bathrooms, 
kitchens. All trades. 
Bob 296-5764. 


— Room addi­ 
c e . 
rooms 
Insured. 
Call 


EXPERT carpenter, 
specialist in 
general home repairs, remodeling 
You’ll be pleased with my work and 
price. Call Ron 392-6724. 
B&J Home Improvements. Free es­ 
timates. Home repairs, 
special 
izing In paneling. Bob at 437-0424 
John at 437-6530. 


37—Carpet Cleaning 


DEEP STEAM EXTRACTION 


Removes soil missed before — 
revives fixture — slays cleaner 
longer. 15 yeors of quality work­ 
manship. 


On lacation 
(•mmercial I Home Specialists 
CALL 437-7900 


Ear % OFF Carpet Cleaning 
PAT MURPHY 
CARPET CLEANING 


Furniture (leaning now available. 


CALL NOW 
KEDZIE CONST. 
For all 
your carpentry 
needs. No job too small. 
Free estimates. Financing 
available. 


529-6587 
392-5221 


BENSENVILLE 
BLACKTOP 
THE NAME YOU HAVE COME 
TO KNOW OVER THE YEARS 
Outstanding service, quality work. 
Driveways, parking lots & resur­ 
facing — all machine laid. Patch 
& seal coating. Free est. We are 
fully insured for your protection. 
394-1991 
299-2717 


Quality Blacktop 
30% OFF 
On aU driveways, 
parking 
lots. 
ALL WORK GUARANTEED 
MODERN EQUIPMENT 
CALL NOW & SAVE 
FREE EST. 
729-3180 
DON’S BLACKTOP 
We specialize in residential, com­ 
mercial & industrial. All modern 
equipment, 18 years experience. 
We also sealcoat Free estimates 7 
days a week. 
439-1794 


JERRY’S 


HOFFMAN PAVING 


If you’re looking for top quali- 
ty materials and the experi­ 
ence to do a better job call: 


397-1296 


27—Bookkeeping 


EXPERIENCED bookkeeping in my 
home. All phases through 
trial 
balance including payroll and axes 
255-5444 


EDWARD HINES 
LUMBER CO. 
HINES DOES EVERYTHING IN 
REMODELING" 
Al) work Insured & guaranteed 
Kitchens • Dormers • Basements 
Room Additions - Garages. 
604 W. Central Rd. ML Prospect 
I 3-4300 
Free Est. 
7 South Hale - Palatine 
358-0174 
Free Est. 


CUSTOM CRAFTED 
CARPENTRY BY 
WOLTMAN CONST. CO 
Aluminum Siding 
Dormers 
Room Additions 
Kitchen Remodeling 
Recreation Rooms 
Porch Repairs 
FREE Est. 
824-0460 


28—Burglar and Fire Alarms 


PROTECT YOUR home and business 
from burglaries and fires. Install 
‘All-secur’’ Senzor System. Call 398- 
0430. 


33—Cabinets 


WOOD Kitchen cabinets refinished. 
Uke new. several colors to choose 
from. 259-3413. Call anytime. 
"C" RALPH — Cabinets refinished 
with 
formica. 
Custom 
counter 
tops, vanities. 
Free estimates 
Phone 438-2013. 


35—Carpentry Building 
and Remodeling 


BLACKTOP PAVING 
New driveways A parking 
patching, resurfacing, seal 
lng. Free estimates, work 
guaranteed. 
CALL ANYTIME 
298-4070 


lots, 
coat- 
fully 


EVANS & SON 
BLACKTOP 
Specializing in residential it com­ 
mercial paving. Also sealcoating 
and patchwork. Fully guaranteed. 
Frea estimates 7 days a week. 
________ 858-2638__________ 
Try a Want Ad 


CALL US FIRST 


ALLEN CONSTRUCTION 


Room Additions 
Rec. Rooms 
Home Repairs 
Garages 
Concrete Work 
Free Estimates 
392-9351 


Home Improvement 
Loans 
Loans to $7,500 - 96 
months to repay. Call 
Palatine Savings Sc Loan 
359-4900 
CALL 
THE SWEDISH CARPENTER 
for 
All Remodeling Needs. Over 50 yrs. 
exp. Father to son 


Call 763-1400 
L. C. Hookanson & Co. 
General Contractor 
CONSTRUCTION craftsman for 20 
years, can remodel or fix Just 
about anything. All trades. Satisfac­ 
tion guaranteed. Corra Carpentry. 
289-2494 — 358-6131. 
EXPERT Carpenter - Call Ken 169- 
1459 
C A R P E N T R Y work. Wholesale 
prices. Remodeling, additions, etc. 
Quality work guaranteed. 894-6564. 
Ask for Mike DeShon. 
ROOM 
Additions 
— 
from 
$2,595j 
(shells) to $4,995 — 16x20 com-j 
plete. Six month deferred payment 
824-1057 after 6 p.m. 


Enjoy the luxury of 
STEAM CARPET CLEANING 
“We remove soil — that’s the 
difference” 


MODERN STEAM 
Carpet Cleaning Corp. 


766-1662 
279-7382 


678-4883 


39—Carpeting 


CARPET SECONDS 
Indoor-Outdoor............................... 
S I .1 9 
Sculptured nylon...........................$3.88 
Foam Bock Shag...........................$3.8 8 
Nylon Shag......................................... . $4.44 
9x12 Foam Back Rug.......................$ 37.88 
Candy Stripe Foam Bock............. $4.00 
CARPET SECONDS 
SSE. Irving Park, Rosed* 
Open 7 days, 5 nights 
529-7550 
CARPET SECONDS 
NKW LO CATIO N 
115 $outh Milwaukee, Wheeling 
Open 6 days 
Mon.-Thurs. Eves. 
5 3 7-75 5 0 


43—Cement Work 


STOP LEAKY 
BASEMENTS 
• Guaranteed in writing 
• No harm to shrubbery 
• Free estimates 
• Years of experience 
• We dig our cracks out 
where possible 
“AQUA” 
WATERPROOFING, INC. 
DES PLAINES, ILL. 
299-4752 


CARPET LAYER PAID OFF 
In carpet — will sell to you at 
lowest prices: shags, plushes 
and kitchen carpets. Since 
do the installing, you also 
save on labor. 
FREE EST. 
724-6257 
EXPERT carpet laying, new and 
used. 20 years experience. Call Al 
894-3463 after 6 p.m. 
CARPET and tile installation, walls 
and floors. CaU Pat 437-0090. 
CARPET Specialist — all types of 
professional carpet work. Also call 
for new carpet sales. 437-4438 
DIRECT! 
Get one more bid In 
stalled. Local installer looking for 
side work. Bill 394-3846 7 p.m. 


41—Catering 


BEUTER Catering Service — Hors 
D’oeuvres, buffet dinners, menu 
suggestions. Help available. Phone 
FL 8-1272 


43—Cement Work 


CARPET CLEANING 
SPECIAL 


Living room, dining room, 
hall $25. Steam $45. 


MAGI-KLEEN 
CARPET CLEANING 


437-7733 
437-7175 


STEAM SPECIAL 
20% OFF 
“WITH THIS AD” 
Call now & let the true profes­ 
sionals STEAM CLEAN your 
carpets. 


HYDR-O-STEAM 
CARPET CLEANERS INC. 
299-6720 
392-8609 


BETTER SERVICE 
CARPET CLEANING 
% PRICE OFF 
(WITH THIS AD) 
299-7897 
Free Est. 
398-0259 


CARPET CLEANING 
Special introductory offer on 
carpets, upholstered pieces, 
d r a p e s . 
Interior-exterior 
painting. 
Call 253-1694 


Stop 
Leaky 
Basements 
WRITTEN GUARANTEE 
Order Now at Low 
off season prices. 


Work dona at your convenience. 
Coil Jim Heavey 


Inspection 
Estim ate 
679-5970 


i i iowest waterproofing 


S E R V I C E 
Skokie III 


SUMMER SPECIAL 
FOUNDATIONS 
DRIVEWAYS 
WALKS 
13 PATIO STYLES 
25th Year in Business 
Free Estimates 
Financing 
KEDZIE CONST. 
392-5221 


COSKEY CEMENT CONSTR. 
Driveways 
Steps 
Patios 
Stoops 
Walks 
Replacement 
Free Estimates 
Call before 8 p.m. 
439-5090 


Lee’s Concrete Co. 
Quality work. Repair work. 
P a t i o s , Walks, Driveways, 
Steps. 


Free Est. 
PA. 9-6181 


Cement Work at its finest. 
Quality work at a reasonable 
price. Immediate delivery on 
all flat work. Also BASE­ 
MENT LEAKS repaired. 5 
year written guarantee. 
FREE EST. 
437-7787 


ART Hansen Concrete — Drive­ 
ways, sidewalks, patios, garage 
and shed slabs. For free estimates 
call 392-9391. 
____ 
CONCRETE work — all types of 
flat work. Patios, driveways, etc. 
Quick delivery. Free estimates. 289- 
3907 
______ 
HARPER 
Contruction 
— 
custom 
concrete work. Patios our special-] 
ty. Driveways, sidewalks. 297-4834 
CONCRETE foundations for add! 
tions, garages, etc. Call Jack at 
358-1793. 


57—Dancing schools 


68—Dressmaking 
38—Fencing 


ALTERATIONS, 
hemming, 
men-1 
ding, 
etc. 
reasonable. 
RoUing| 
Meadows after 6 p.m. 259-2914 
GRADUATE South American Fash- 
lon School designer. AU kinds of 
alterations. Expert fittings. Reason- 
able. 358-7791. Marta_______________ 
ALTERATIONS. Experienced in fine! 
clothing. 
Reasonably priced Air 
conditioned. Palatine area. 
Phone! 
358-6509. 
ALBA Dressmaker, wedding gowns,! 
any kinds of alterations. Reason-! 
able 
prices. 
22 
West 
Appletree|j 
Lame, Arlington Heights. 259-9806 
SEWING DONE reasonably. Your|| 
materials. Wheeling. 541-2034. 


72—Drywall 


LOOK no further for drywaU taping) 
or plaster patching. CaU 358-9018 
DRYWALL 
Taping, 
no 
job 
smaU. Free estimates. 394-5493 
too 


75—Electric Appliances 


FOR fine service — Dishwashers,! 
washers, dryers, room air condi­ 
tioners, refrigerators. CaU E. Rich­ 
ard. 827-0551 


ACCURATE FENCE 
REDWOOD 
CEDAR 
CHAIN LINK 
Portable dog runs, 37 styles 
of CEDAR FENCES, direct 
from our Michigan saw mill. 
Financing available. Free 
estimates 
FENCE SALE 
NOW IN PROGRESS 


SHOWROOM 
Route No. 12 between Hicks 
Rd. and County Line Rd. 
Palatine. 
FL 8-0530 
Fences since 1961 


77—Electrical Contractors 


MAYBRO ELECTRIC 
Summer special on hookups 
on pod Sc patio lights, air con­ 
ditioning. New homes our spe­ 
cialty. All jobs — free esti­ 
mates. Licensed, bonded, in­ 
sured. 894-0241 
AARON Electric. ucensea and Insur 
ed, 24 hour service. No job too 
large or small. 394-3070 
LICENSED 
Electrical 
Contractor. 
Ail types Remodeling or Construc­ 
tion. No Job too small or large, 394- 
5621. 
ELECTRICAL work. 
No Job too 
small. Fixtures, range, dryer, air 
conditioner, outlets, garage. 253-4792. 
537-3253. 
ELECTRICAL wiring, repair and in­ 
sinuations. All work guaranteed. 
Reasonable 
rate. 
Free 
estimates. 
298-2695 
* L ELECTRIC — All type* of 
electrical work. Commercial and 
ResidenUal. Free Estimates. Satis­ 
faction guaranteed. 679-6370 


FREE 
I WALK GATE 
With each installed job 
(Does not apply to minimum or­ 
ders) 
• Chain link, galvanized 
and vinyl 
• All types of wood fences 
• Expert installation 
or do it yourself 


All Materials In Stock 


ESTATE FENCING 
433-0630 


ELECTRICAL work, all types, very 
reasonable. No jobs too small. 
Commercial, residential. Free esti­ 
mates. 398-1081. Available Electric, 
Arlington Heights. 
NEED Electrical work? Free esti­ 
mates, 24 hour service. Licensed 
electrician. Call 894-1919 


0—Electrolysis 


NEW hair removal — photo-eplla 
Hon 
without 
discomfort 
Sophie 
Rethis, 207 S. Arlington Hts. Rd., 
Arlington. Appointment 255-3355. 


Call Us First 
ALLEN CONCRETE 
Patios 
Foundations 
Walks 
Steps 
Slabs 
Drives 
2000 Satisfied Customers 
Free Estimates 
392-9351 
Buy Locally 


DARP CONCRETE CO. 
All types of concrete work 
Driveways—Sidewalks 
Patios 
Carpentry-Remodeling 
Free estimates 
566-9066 


CARPET Cleaning from $8.00. Mov­ 
ing 
and 
Installation. 
Furniture 
cleaned $3.00 and up. Wall washing. 
296-6365. 
RESIDENTIAL, Industrial — Call 
Highland’s for Carpet Cleaning &| 
Janitorial Service-Free Estimates — 
CaU now! 437-3225. 


Smart People. 
Don’t Spin Your Wheels! 
Double Payoff: Want Ads 


CALL US FIRST 
STAN’S CONCRETE SVC. 
Unus’ a1 designs also drive­ 
ways, 
walks. 
Buy 
locally. 
Serving area 8 yrs. Licensed. 
Insured. Free ests. 
529-6587 
"CONCRETE OF ALL KINDS" 
Taking orders now — so heat the 
rush. 
• Patios 
• Driveways 
• Stoops 
• Foundations 
• Walks 
• Retainer walls 
• Patchwork of all kinds 
2,000 Satisfied Customers 
IO Years Experience 
Free Est. 
359-2010 


DELORES EILER 


SCHOOL OF DANCING 
Enroll now for fall classes. 
CL 3-3500 


81— Engineering 


REGISTER NOW 
For Fall Classes 


Doris Val Dance Studio 
15 N. Arlington Hts. Rd. 
New Modern Studio 
259-2333 


62—Dog Service 


KAY'S 
ANIMAL SHELTER 
Nice P E T S for adoption 
Open daily 1-5 p.m. 
2705 N. Arlington Hts. Rd. 
Arlington Hts. 


LOW COST WANT ADS 


Harold G. Carlson, Builder 
"BuUding Specialist" 
Complete room additions or 
shell, remodeling, Rec. rooms 
and attics finished. 
Resldentiai-IndustriaJ-CommerdaJ 
Rooflng-Sidlng-TUlng 
Free estimates 
Insured 
255-7146 


HERALD WANT ADS 


HOME remodeling, additions, Rec. I 
rooms, custom built-lns and canl i 
nets. Some painting. CaU Russ Gold-1 
en — 358-0408 
BIIX'S Home Repairs. Remodeling, j 
carpentry work, tile floors. Free! 
estimates, day or night. Phone 
lim . 
• 
MR. FIXIT — all home repairs, 
di tions, 
remodeling. 
Quick 
flcient service. CaU 392-4845 for 
estimate. ______ 
CARPENTRY, also painting, 
trlcal work, plumbing and o 
home repairs. SmaU jobs OK — 
358-4051 
CARPENTRY. 25 years experience. 
John Go it, 394-0028. 
BILL’S Construction, General home! 
improvements it remodeling 
C a r p e n t r y . Concrete a Asphal 
work-free estimates. 437-3777. 
CARPENTRY by Harold Swenson.I 
Work we’U both be proud of. 
6484. 


SERVICE DIRECTORY 
1 DEADLINE 


4 p.m. Thursday 
For The Sunday Edition 


CALL 
394-2400 


Ask For Hay or Lois 
Service Directory Advisors 


FOUR PAWS & A TAIL 
Professional 
dog 
grooming, 
all breeds. Hand dried and 
scissored. 
Very 
reasonable 
prices. By appointment only. 
Buffalo Grove. 
541-5120 


TINA'S GROOMING SALON 
“PROFESSIONAL 
GROOM­ 
ING OF ALL BREEDS” 
Tina Sc John Sarullo 
1410 Prairie 
Des Plaines 
(Prairie Sc Lee) 
297-5497 
Open Daily 


HOUSE Plans — Complete for build­ 
ing permit and construction pro­ 
fessionally designed and drawn from 
your specifications. 529-2603 


STA-RITE FENCE CO. 
Lowest prices—Highest quality 
• Galvanized 
• Vinyl 
• Privacy 


439-4454 


90—Floor Care I Refinishing 


COMPLETE 
FLOOR SANDING 
Refinishing, 
patching. 
All types 
finishes. Reasonable rates. Quality 
service. Free estimates. 
ERNIE’S FLOOR SERVICE 
Day or Night 358-3447 


BUD Faltlnoskl, sanding, and re­ 
finishing hardwood floors. Reason­ 
able rates, free estimates. 20 years 
experience. CL 6-4247 


85—Exterminating 


Residential, commercial, in­ 
dustrial exterminating. Spe­ 
cial guaranteed home plan. 
Full year. Ants, spiders, mice, 
etc. As low as $25 per year. 
Phone 
HOUSEHOLD PEST CONTROL 


446 -6 173 


88—Fencing 


TERRIER Grooming. Giant, Stan­ 
dard 
it 
Miniature 
Schnauzers, 
Welsh, Westles. Airedales, our Spe­ 
cialty. Reasonable rates. CL 9-1145 
POODLE — Schnauzer grooming. 
Reasonable rates. Bring in ad and 
| save a dollar. CaU Lucy. 827-0231 
jPROFESSIONAL aU breed groom­ 
ing. 
Framed 
photo 
with 
first 


I 
grooming. Pick-up, delivery. Reign­ 
ing Cats Dogs. 894-4625 


Chain Link 
Wood 


America's Finest 


Installed 
o r 
M a te r ia l O n l y 


Stop By — Coffee's Owl 


B a n k Fin a n c in g 
N o p a y m e n t fo r 6 0 d a y s 
Atria 
529-2222 
529-8676 
Weft Irving Park toad 
Aeron from Schaumburg Airport 


IOO—Furniture Refinishing, 
Upholstering I Repair 


H & S 
Furniture Repair 
• Refinishing 
• Restoring 
Pianos, Antiques, Cabinets 
25 Yrs. Experience 
894-6025 


AMERICAN Refinishing Service Inc. 
— Complete furniture restoration, 
caning, repairs, antiquing, touchup, 
regluing, stripping and restyling 358- 
4543. 
ARTISTIC 
Refinishing. 
Complex 
furniture 
refinishing, 
touch-up, 
caning, repairs, regluing, stripping. 
Insurance estimates. Pick-up, deliv­ 
ery. 398-2748. 


107—General Contracting 


WANTED 
To 
sub-contract 
Carpentry, 
Masonry, 
Roofing, 
Heating 
and Sheet metal work. 
358-7956 


109— Blazing 


I POODLE and 
CaU 255-2570 
Schnauzer grooming. 


168—Dressmaking 


[CUSTOM Designing — wedding par­ 
ties. formals, tailoring suits, alter* 
'ations. Near Randhurst, Loretta 255- 
0348 


SUMMER SPECIAL 
25% off 
Chain link fencing, also vinyl 
colored fences. Guaranteed IO 
years. 


GET FREE ESTIMATES 


BEFORE YOU BUY 


STANDARD FENCING CO. 
529-0122 


MARMAX 
Glass Sc Mirror Co. 
358-3088 
Furniture tops glazing, rescreen­ 
ing, storm windows & doors In­ 
stalled, mirrors made to order. 
Auto glass, new and used wind­ 
shields instaUed. 


110—Gutters I Downspouts 


SEAMLESS 
Aluminum 
Gutters, 
many 
colors, 
baked-on 
enamel. 
Also, soffit, fascia and siding. Insur­ 
ed. 392-9695. 


GUTTERS and downspouts, cleaned. 
repaired and replaced. Call after $ 
p.m. 392-6497 


Support your Service 
Directory Merchants 


B— WANT ADS 
PADDOCK PUBLICATIONS 
Thursday, August 24, 1972 
Service Directory 


(Continued from Previous Page) 


116-Hearing Aids 


AAA-1 Hearing Ald Repair Service. 
Free loaner. Home — Office. Call 
392-4750. 109 South Main, ML Pros­ 
pect 


118—Heating 


CX)NTE Heating — Service all fur­ 
naces, 
power 
humidifiers, 
elec­ 
tronic air-clean ens, central air-condi- 
tioners. 24 hr. service. 392-2433. 
HEATING St air conditioning. Oil to 
gas conversions. Em ergency ser­ 
vice. J&M. N.W. 259-1571, N.E. 677- 
5096 


119— Household Sales - Service 


H O U S E H O L D — estate sales. 
Priced and sold to your satisfac­ 
tion. Consultant services available. 
AL-LEE Sales. 359-6842 


122— Home, Exterior 


ALUMINUM 
SIDING 
10% 
above m aterial 
and labor 
costs. 
EX PERT INSTALLATION 
Inspect homes in your area bv 
stalled IO years ago. 
F ree E stim ates . . . Local Refers. 
Deal directly with the m an who 
does the work. O verhang/ storm 
windows / gutters 
234-5784 
or 
967-6667 


143— Landscaping 


BUCK DIRT 
SAND & GRAVEL 
894-9114 


QUALITY CARE 
LANDSCAPING 
• COMPLETE SERVICE 
• DESIGN — PLANTING 
• MAINTENANCE 
• BLACK DIRT 
• NO JOB TOO SMALL 
BILL MAULDING 
FREE EST. 255-4844 
MERION BLUE ciOD 
WHOLESALE 
Specializing in grading for 
the do-it-yourselfei. 
WALTERS 
824-5440 
824-5464 
439-3269 


158— Masonry 


MASONRY construction — residen­ 
tial and commercial, also custom 
built fireplaces designed for your 
home. 392-4162. 
FIRST class brick work — brick re­ 
pair and glass block. Free esti­ 
m ates. 282-1832, 725-4947 6 - 9 p.m 
BRICK and stone work. Fireplaces 
and Repairs. Flat cem ent work 
Free estimates. Financing available 
FL 8-6913. 


162—Moving, Hauling 


“HUNT” THE MOVER 
IS BACK IN BUSINESS 
Ready for new Jobs. City St suburb 
moving. 15 years exp. In Ben- 
s e n v 111 e . Have your furniture 
moved the right way, reasonably 


CaU HUNT 
766-0568 


ALUMINUM SIDING 
Alcoa-Reynolds-Kaiser 
Storm windows & doors 
We cover eaves, fascia, etc. 
Expert installation & repairs. 
Free est. 20 year guarantee. 
AAA CO. 
529-7133 
ALUMINUM siding, storm windows, 
doors/ gutters. Siding and gutters 
repaired. 
Free 
estim ates. 
Eckert 
Construction. 438-7774 


126— Home, Maintenance 


WALL WASHING 
CARPET CLEANING 
(By m achine) 
NO DRIP 
NO MESS 
ONE DAY SERVICE 
Our 16th Y ear — Free Est. 
ALL BRITE 
CLEANING SPECIALIST 
394-0893 
286-7372 


B&G CLEANING SERVICE 
438-7512 
General 
house 
cleaning, 
expert 
floor m aintenance, all types. Win­ 
dows 
& 
walls 
washed, 
carpets 
cleaned. 
References 
furnished. 
Call for free estim ate. 
THANK YOU 


H O M E 
M aintenance, 
Reasonable 
prices. Free estim ates. Washing, 
painting, carpentry, plumbing, elec­ 
trical, any repairs, 725-0338, 725-0314. 
HANDYMAN Carpentry, 
plumbing, 
electrical work, 
etc. 
Specializing 
In 
faucets, 
paneling, 
basements, 
storm windows. 255-8849 


CHUCK JONES LANDSCAPING 
Tractor Work 
Lawn Grading 
Planting 
Light excavating 


WILL do llgnt hauling or help yuu 
move. Basements, garage or attic 
clean-up. 358-5359 
RUBBISH removal — dig out drive­ 
ways, patios, sidewalks, etc. Stone 
and black d irt Gloudeman Truck 
ing. 455-5920 


(312) 223-6148 
Landscaping, Stone Gardens, 
Trees, Shrubs, Sod Planted, 
Fencing, Stone Patios, Yard 
Maintenance. 


Call 398-2251 
Reasonable Rates 
Dependable Performance 


Autumn Special on Sodding 
Call for free estimates. Roto- 
tilling, tractor work, power 
raking, top soil and lawn 
grading. 
B & E LANDSCAPING 
894-6554 


BLACK DIRT 
PULVERIZED 
• Sand & gravel 
• General hauling 
529-1210 


MOVING and light hauling. 
Also 
trash. Local only. Budget movers 
Save money, call us. 358-1619. 


164— Musical Instructions 


OPENINGS for class piano students 
ages 8-9. Also private lessons. MM 
degree — Schaum burg — 894-2578. 
EXPERIENCED piano teacher now 
accepting students for the fall and 
winter term . Call 537-2140 evenings. 


167— Nursery 
School, 
Child 
Care 


LEARNING IS FUN! 
F a l l 
opening. 
MONTESSORI 
SCHOOL for 
to 5% years. 
304 W. Palatine Rd. Pros. Hts. 
In 
carefully 
prepared 
environ­ 
m en t children joyfully learn lan­ 
guage, math, music, a r t science, 
sensorial and practical life 
ef­ 
fortlessly. 
433-4675 
272-2537 
CHILD care in my licensed home, 
Hourly, Dally, Weekly. Infant 
Pre-School. 
Loving 
care. 
Mount 
Prospect, 827-8946 


For Good BLACK DIRT 
STONE Call LUIGI, lf it rains 
we cover your dirt with 
plastic cover. 


956-0808 


ATTENTION LANDSCAPERS 
SPECIAL 
YR.-3” Peat 
Ground Covers 
Potted Hardy 
- In quantity 
D. Iverson Gardens 
253-6575 
359-3269 


137— Interior Decorating 


PROFESSIONAL consultant for all 
interiors on hourly basis; color 
planning, room arranging, accesso­ 
rizing, etc. 394-3264 


140— Junk 


JUNK CARS TOWED 
• Prom pt Service 
• We buy late model wrecks 
• Low prices on used auto parts 
CALL RICHIE 
766-0120 
JUNK cars towed away. Free if 
complete. 526-7215 
DON’T cuss, Call RUSS. Will tow 
away your old cars. 255-9527. 
JUNKERS & Klunkers $$ Top Dollar 
Paid IS 1965 and up, also cycles, 
9-9 p.m. 259-3586. 


141-Lamps & Shades 


PULVERIZED 
BLACK DIRT 
8 yds—$23.00 
4 yds—$12.00 
SAND AVAILABLE ALSO 
2 yds.—$15,00 
$5.00 for every tx tra yard 
F ast Deliver 
358-8095 


BLACK pulverized dirt, $23 a load 
Sand Sc gravel, railroad Ues, also 
concrete work. 668-1724 
RUBBISH Removal — dig out drive­ 
ways, patios, sidewalks, etc. Stone 
and black d irt Gloudeman Truck­ 
ing. 455-5920 
GARTEN M aintenance — grass cut­ 
ting, fertilizing, bush trim m ing St 
lawn 
m aintenance, 
power 
raking 
Des Plaines, 827-1958 
FR E E esUmates on all landscaping 
- sodding is our specialty. All 
work guaranteed. 
Mike-Ron Land­ 
scaping 358-2597. 
PULVERIZED top soil, 
$25. Vz loads 
very. 358-3555. 


7 yards — 
available. F ast dell 


LANDSCAPING St fencing, all types 
fence, sodding, seeding, roto til­ 
ling. No job too small. 653-5903 


LAMP shades, large selection, also 
recovered. Lamps rewired, repair­ 
ed. Lam p St Lighting Studio, 212 
E ast Rand Road, (near Randhurst), 
394-2900. 


143— Landscaping 


COMPLETED DESIGNING 
& PLANTING SERVICE 
Let us design your home ex­ 
terior needs. 


• Complete landscaping 
• Walks, patios St retaining 
walls. 
• Wood decks, redwood or stained 
pine. 
• Rock gardens St waterfalls 
Installations have a I year 100% 
guarantee. Call for tree estim ates. 


593-0764 
LAKE COOK 
L • NDSCAPE CONTRACTORS 
KOLZE 
LANDSCAPING 


• Landscape Design 
e Planting e Sodding 
# Trees e Evergreens 


e Maintenance Service 
Abo Re-landscaping. 


Serving Northwest Suburban 
area over 23 years. 


CL 3-1971 


BLACK dirt. sand and stone dellv 
ered. Driveways and landscaping 
Phone 894-6274._____________________ 
A&R Landscaping — rototilling, sod­ 
ding, lawn m aintenance. For free 
estim ates call 543-7183 
BLACK 
top soil, 
loads available, 
381-3194. 


% load and full 
Prom pt delivery 


BLACK soil, fill, stone and gravel 
General hauling free concrete esti­ 
m ates. 299-6355 after 4:30 p.m. 
\ 


145— Lawnmower Repair 
and sharpening 


RAMCO Machine — Tune-up, 
re­ 
pairs, welding, lawnmowers, gar­ 
den tractors — Equipm ent new 
and - used - for sale. 259-0490. 


152— Locksmiths 


COMPLETE Loeksmithing — Locks 
repaired, 
replaced 
St 
Installed, 
combinations changed, keys made, 
MobUe Locksmith. 299-7980. 


153— Maid Service 


L. BUSKE & SONS 
LANDSCAPING 
Debris rem oval, rototilling, power 
raking, 
trim m ing, 
sod. 
Tree 
St 
stum p rem oval. Trees Sc shrubs. 
Landscaping design. 
PULVERIZED TOP SOIL 
SAND AND STONE 
253-4384 
259-2921 


(Give yourself a Holiday) 
CALL HOLIDAY 
HOUSEKEEPING SERVICE 
Transportation and supplies 
included. Insured. 
255-1439 


“ENJOY THE SUMMER” 


Let IMPERIAL MAID SER­ 


VICE bring a Maid to you. 


568-8099 


MISS Honey’s Pre-School. 
Buffalo 
Grove. Register now for Septem­ 
ber. 2 or 3 m om ings/aftem oons. 537- 
8090, 966-6695. 
CHILD care in licensed home. Hour­ 
ly, daily, weekly. Music, fun and 
games. Prospect Heights. 298-2046, 
827-5222. 
CALVARY Children’s Campus. 1280 
Algonquin Road Des Plaines. 827- 
5406. Ages 2% to 5. Library trips, 
swiming. 
SCHAUMBURG 
N ursery 
school 
(Bethel Baptist Church). Morning 
and afternoon sessions. 529-3230 or 
894-1733. 
CHILD Care in my licensed M t 
Prospect home. Hourly, 
weekly, 
daily rates. Call anytime. 139-2573. 
NAZAR ENE Nursery School. 
Bus 
service. Ages 2 thru 5. 1501 Llnne- 
man, Mt. Prospect. 439-3405. 
Visit 
anytime. 


173— Painting and Decorating 


AMERICAN 
PAINTING & DECORATING 
Ex tenor/In terior Painting 
“No job too big or too small” 
Guaranteed. 
Imm. 
service. 
Exterior house washing. 
359-0993 


RAINBOW PAINTING 
INTERIOR—EXTERIOR 
Very reasonable prices. 
Fully insured 
O’Brien Paint used. 
646-3591, 
after 6, 795-8877 


194—Printing 


FAST PRINTING 
ALL KINDS 
call 
PRONT-O-PRINT 
595-8787 
2474 Delta Lane 
Elk Grove Village 
With this ad 10% discount 


TONY’S DECORATING 
INTERIOR PAINTING 
EXTERIOR PAINTING 
• PAPER HANGING 
Highest quality work. 
Fully insured. Phone 
296-3924 


ROLAND E. JOHNSON 
PAINTING & DECORATING 
Interior-Exterior Painting 
St 
P a­ 
per Hanging. 
Conscientious workmanship at a 
reasonable price. 
Insured 
Free Estim ates 
221 Peach Tree 
Elk Grove 
437-9214 


CUT RATE 
EXTERIOR PAINTING 
WINDOW WASHING 
WALL WASHINGS 


Lowest rate In Northshore area. 
Free est. Call 223-6434 between 9 
a.m. and noon or 6-9 p.m. 


PAINTING 
WALLPAPERING 
Free SAH Green Stamps 
437-7733 


FELLER’S 
Home Decorating Service 
“You can’t get a better feller'' 
PAINTING • CLEANING 
• DECORATING 
Quality Workmanship 
RON FELLER 
344-5631 


WALLPAPERING 
Specializing in all types of pa­ 
per including murals. No job 
oo big or too small. Interior 
and exterior painting. Days 
766-2179 Evening 766-5514. 


E. HAUCK & SON 
PAINTING CONTRACTORS 
INTERIOR - EXTERIOR 
G uaranteed Work 
Fully Insured 
824-0547 


173— Painting and Decorating 


H & S 
PAINTING & DECORATING 
F i n e s t Q u a l i t y Work­ 
manship. All walls sanded 
— All cracks repaired. We 
use the MOST DURABLE A 
H I G H L Y 
WASHABLE 
PAINTS. A more practical 
and beautiful finish for your 
home. 
VERY REASONABLE 
RATES 
INTERIOR-EXTERIOR 
Days—-392-2300 
Eves. 259-6626 
Free Estimates 
Fully Insured 


$20 PAINTS MOST ROOMS 
Interior — exterior painting, 
wallpapering, kitchen cabinets 
refinished. All cracks repair­ 
ed. 
NORTHWEST DECORATING 
259-5847 
eves. 381-8497 


200— Roofing 


All seal roofing and insulation. 
Hot roofing, shingle and wind 
damage, chimney tuckpoint- 
ing, cutters cleaned and re­ 
paired, blown and batted in­ 
sulations. Day or night for 
free est. 
741-4915 
837-1524 


J St R ROOFERS, top quality roof­ 
ing at reasonable prices. No job 
too small. 259-3897 


251— Upholstering 


HEUP HOLS TE RY 
A SLIP COVER SALE 
reuph. sofa $49 plus fabric 
Chair $27 plus fabric 
Sectional $36 plus fabric 
Call 677-6350 
CHESTERFIELD INTERIORS 


WANT-ADS 


GENERAL 


C L A S S IF IC A T IO N S 


KITCHEN and Office chairs recov 
ered to look like new. Free Est! 
mates, pick-up St delivery. 253-8551 


254— Vacuum Repairs 


REROOFING and repairs a special­ 
ty. All work guaranteed. 20 years 
experience. E. Ogurek Construction 
253-0154. 
SPECIALIST: 
Missing 
shingles, 
leaks, re-roofing, carpentry. Guar­ 
anteed work 
and 
savings. 
Marty 
Hertz. CL 9-3206 after 4 p.m. 
REROUTING and repairs. All work 
guaranteed in writing. Free esti- 
mates. Van! loom Roofing. 359-3235 
FRITZ Roofing Service, 
rerooflng 
and repairs, all work guaranteed. 
Free estim ates. 297-4459. 


Kirby Vacuum Sales 
KIRBYS 
HAVE BEEN REDESIGNED 
FOR SHAG CARPETING 
17 N. Addison Rd.> Addison 
279-5400 


HOOVER St m ajor brands serviced. 
Free pickup and delivery. New and 
used vacuums for sale. BAR Sen 
vice. 541-0313 


HOOVER Vacuum Service — Com­ 
plete tuneup $6.95. Free pickup St 
delivery. M ajor repairs also. Call 
259-0145 


258 
Wallpapering 


213— Sewing Machines 


ALL m akes machines repaired. Spe­ 
cial-cleaning, 
oiling, 
adjustm ent 
$3.50. Vacuums repaired. Balas rug, 
furniture. 837-3113 


221—Slip Covers 


NOW taking orders to m ake perfect 
fit slipcovers. Excellent selection 
fabrics. Call for appointment 815- 
784-2675 


227—Swimming Pools 


ANTHONY Swim Pavallion Pools 
We handle a complete line of in- 
ground vinyl lined pools, equipment 
and accessories. J errs’ Botker, Gen 
eral Contractor, 272-7755 


NEED A 
PAPER HANGER?? 
SCHLENK PAPER HANGERS 


685-9463 


I SPECIALIZE in banging waiipa 
per. All workmanship guaranteed. 
Free estim ates. Call Jam es E. Lind­ 
quist. 439-0706. 


AUTOMOBILES: 
Antiques Sc Classics 
Auto (Demo) - , — 
Auto Supplies ........... 
Automobiles Used — 
Bicycles 


>546 
>520 


500—Automobiles Used 


•72 IMPALA. 2-dr. hardtop, air. vin­ 
yl top, $3250. 8-5 p.m. 297-2478. at. 
ter 6 P-rn. 397-1489._______ 
_ 
1967 DODGE Polar*. 4 dr., H/T. air. 
power, extras, beautiful. $795. 394- 
0796 
________ __ 
— 
convertible. 


Foreign and Sports__ 
Motorcycles, Scooters, 
Mini Bikes _______ 
P a r t s 
_ _ _ _ _ 


_543 
..500 
.554 
.522 


Rentals . . . 
Repairs _ _ 
Snowmobiles 
Tires ______ 


.552 
.542 
.558 
.544 
.556 


Transportation 
, 
Trucks and Trailers 
Wanted __ _________ 


.550 
.545 
-540 
.548 


GENERAL 
Antiques 
Antique Auctions 
----- 
Auction S a le s 
- - 
Aviation, Airplanes 
. 
Barter, Exchange Sc Trade 
Boats Se Yachts _ ............— 
Books ____ 
— 
Bielding Materials 
........ 
Business Opportunity _— —— 
Business Opportunity W anted 
Cameras ................... 
Camps ---- ------------ ------------- 
Christmas Specialties 
Christmas Trees 
Clothing (New) . 
Clothing, Furs, Etc. (Used) 
Dogs, Pets, Equipment _ _ 
Entertainm ent 
..........—— 
Farm Machinery 
Found 
Franchise Opportunity — 
Furnaces ------------ 
Furniture, Furnishings .. 
G arage/Rum m age Sales 
Gardening Equipm ent _ 
Home Appliances 
Horses, Wagons, Saddles 
In Appreciation ..... 
— ■ — 
Juvenile F u rn itu re _____ 
Lost ..._ ............_ , i.,.,—,— 


236— Tiling 


Zygowicz Tile & Carpet 
Ceramic Tile 
Vinyl and Linoleum 
Carpeting 
Bathroom 
and 
Basement 
remodeling 
Repairs 
»Free Est. 
255-5337 
Dick’s Tile Service 
WALLS AND FLOORS 
Remodeling and Repairs 
437-4093 
FREE ESTIMATES 


CHECKMATE DECORATORS 


EXTERIOR & INTERIOR 
PAINTING 
Surfaces properly prepared plus 
caulking. No one will beat our 
prices. Call Jim 
358-0014 
or 
359-3341 


QUALITY exterlor/lnterlor painting 
By Norm, 8 years experience, col­ 
lege student. Surfaces properly pre- 
p a r e d . 
F ree estim ates. 
Special 
rates. 359-9256 


Lauritz 
JENSEN 
Decorators 


A Three Generation 
Tradition of Quality 


CL 9-0495 


BJORNSON BROS. 
SPECIALIZING IN FINE 
Interior & Exterior 
Painting St Decorating 
3 Generations In NW Suburbs 
• Expert Paper Hanging 
• Wood & Cabinet 
Refinishing 
• Fully Insured 
• Free Estimates 
537-0737 


INTERIOR & Exterior, painting and 
decorating, free estim ates, reason 
able rates. 437-4898 
PART tim e decorators — 7 years 
! 
experience, low prices Call Mike 
359-3341 
Co l l e g ia t e 
painting. 
Expert 
enced 
workmanship. 
Reasonable 
rates. 
Free 
estim ates. 
Exterior 
work only. CaU 255-5140. 


JERRY’S FLOOR & WALL 
TILE SERVICE 
• Ceram ic Tile Specialist 
• Vinyl • Linoleum 
• Carpet 
• Complete Bath Remodeling 
• Repairs 
• Free Estim ates 
439-5105 


NEVER SCRUB 
OR WAX AGAIN 
Seamless 
vinyl .chips 
quartz floors* 
and 
and 
industrial 
residential. Why get second 
best? Get the best. Free est. 
437-7787 
___ 
WALLS repaired, plasUc/m etal tile 
removed. 
Ceram ic installed, 
re­ 
paired/regrouted. Tub enclosures in­ 
stalled. CL 3-4382. 
SLOW season special on Installation 
of all types of tile, linoleum and 
ceram ic. 359-0340 


Please Check 
Your 
Ads! 
Advertisers are requested to 


I check the FIRST insertion 
of their advertisement and 
in case of error to notify the 
Classified 
Department 
at 
once in order that correction 
can be made. In the event of 
error or omission, the news­ 
paper will be responsible for 
ONLY the first incorrect in­ 
sertion and only to the ex­ 
tent of the space that the ad 
requires. Errors will be rec­ 
tified by republication for 
one insertion. Please check 
your ads and notify us at 
once. Corrections and can- 
I collations are accepted by 


I phone if received by 


Fri. ll a.m. Cor Sun. Ed. 
F it 4 p.m. for Mon. Ed. 
Mon. ll a.m. fu r Tues. Ed. 
Tues, ll a.m. for Wed. Ed. 
Tues. 4 p.m. for Thurs. Ed. 
Wed. 4 p.m. for Fri. Ed. 
Call 


(312) 394-2400 


M achinery and Equipm ent 
Miscellaneous 
- - 
Musical Instrum ents 
Office Equipm ent _ 
Personal 
- 
Pianos, Organs 
— 
Poultry 
■ 
- - - 
Produce _______ — 


-760 
-761 
-690 
-656 
-652 
...620 
..674 
...686 
...660 
...662 
—676 
-621 
-680 
...681 
.682 
.684 
.610 
.658 
..630 
—672 
— 664 
— 750 
700 
605 
632 
720 
-.612 
-.655 
— 710 
— 670 
-.628 
— 600 
741 
...634 
-654 
-740 
-616 


65 PONTIAC 
engine. P/S, 
4238 


24-2 
P/B, 
A/T. $475. 
421 
529- 


1962 CHEVY BelAlr. $100- 393-9219 
1971 DODGE Demon, good eondi- 
low 
mileage, 
brand 
new 
clutch, linkage, new tires, .140 barrel 
stock engine, 
C rager mags, 
lime 
yellow color. Call after 5 P ® - oB7- 
2846 
____________ _ 
P/B, 
P/S. 
1966 FORD LTD. 
new tires, good condition, 
best offer. 358-6086 


A/C. 
$575 or 


1970 
GALAXIE 
500, 
factory 
air. 
Loaded. Good condiUon. $2000 - of- 
fer. 428-1011______________ 
^ 
OLDS ’71, Delta 88, 2 dr., vinyl top. 
air, stereo, automatic, P/S, P/B , 
$3400. 439-4451____________ 
'SI 
GTO. 
Good 
condition. 
Mag 
wheels. $950 or offer. 253-3035 after 
6:30 p.m. 
| 
*71 CAMARO Blue, 350hp. 4 speed 
post, 
wide ovals 
and 
stabilizer 
bars. $2400. Call Ron 8-5 p.m . 724r 
9952 
_______________ 
1969 BUICK E lectra convertible, air. 
loaded, new tires, excellent condi­ 
Uon. $2350 ? 359-0688 
4 bar- 
1967 MUSTANG GT 390 CX 
reb $800 or best. 594-5655._________ 
Call after I 
1962 FORD. Very clean 
p.m. 439-0877. 
1967 MUSTANG, 8 cyL, A/T, tow 
mileage, 
beige, 
excellent 
condi­ 
tion, 392-3679. 
_________________ 
clean. 
1969 
PLYMOUTH 
wagon, 
A/T, 
P/S, 
R/H, 
tow 
m ileage, 
$1800. 253-8095. 
_______ _________ 
*59 CADILLAC. Needs starter. $75 or 
best offer. 298-4271. 
62 CADILLAC 
noon, 437-7754. 
$125. Call before 


65 PONTIAC 9 D issenter, station 
wagon, good shape, $375, 253-4206. 
68 DART, A/T, new rubber, 
Alt. 
w ater pump, fuel niter, $850. 255- 
2658. 
I 
1967 FORD Country Squire wagon 
passenger, A/C, P/S, P/B , A/T, 


Radio, T.V., Hi-Fi __________ 
School Guides Men St Women 
Sporting Goods 
......... 
.Stamps St Coins 
— 
Toys 


-MO asking $800, 439-3041. 
*730 '66 CATALINA 


Trade Schools-Female 
— 
Trade Schools-Males ......— 


I Travel Se Camping Trailers 
Travel Guide 
-........- 
[Wanted to Buy 
■ - 
(Wood, Fireplace 
— .... 


-810 
-618 
-673 
-678 
-800 
-805 


PonUac, good run- 
nlng condition, $550, 359-0830. 
1963 DODGE. 4-dr., V8, automatic^ 
dependable 
transportation. 
$95. 
882-4187 after 5:30 p m . weekdays: 
all day weekends. 
622 vg? CAMARO 4 speed, L60 tires, 353 
824 
V8, all high perform ance parts. 
650 $1,200 or best offer. 297-6871. 
.688 


JOB OPPOBT U HITOMI 
I Help Wanted Female — 
Help Wanted Male 
.tao 


[ Help Wanted Male St Fem ale —„ 
Moonlighters Male Sc Fem ale 
I Situations Wanted — 
— 
— mi 


—830 
. 840 
-900 
-860 


[BEAL ESTATE—FOR 8ALE: 
Acreage __ 
I Business Opportunity 
Cemetery Lots — _ 
Commercial 
r-rr 
Condominiums 
-- 
Farm s — 
— — 
— 
Houses 
.... - 
Industrial 
— 
— 
. 


f 9 7 0 
BUICK 
GTS., 
P/B. 
P/S. 
A M / F M 
stereo 
tapes, 
rally 
wheels, red with black Interior, low 
miles, excellent condition. $2800. 358- 
2173, after 6 p .m .__________ ______ 
1963 
CHEVROLET 
Bel Air. 
P/S. 
P/B , A/T, 6 cyl., $175. 394-3871 af­ 
te r 5:30 p.m. 
_ 
•69 CHRYSLER NY. P/S, P/B, fac- 
. . . 
tory air, low mileage, 
$1,850 or 
15 offer. 3 5 9 - 9 1 2 6 . 
_ 
.346 1962 OLDS, autom atic transm ission, 
.357 
power brakes and steering, $100. 
.320 255-7431._______________ ____________ 
-330 1970 OLDSMOBILE 
68 Luxury se- 
•300 
fuji 
power, 
seats, 
P/S, 


Industrial, V acant 
Investment-lncome Property 
Loans St M ortgages — 
Mobile Classrooms 
Mobile Homes — 
I Office and Research 
Property Vacant — . 


I Out of state Properties 
Resorts 
................... 
Vacant Lots ■■■ ----------- 
Wanted 
.................... - 


dan, 
2 brakes, etc., m int condition. $2700 or 
best offer. 398-0608 ; 394-0048.________ 
“375 1968 CHEVY 
Im pala, 
convertible. 
I 
A/C, P/S, P/B, AM/FM, nice. 359- 
5932. 
_____________________ 
,1966 RAMBLER 6 cylinder, 2 door. 
radio, 
h ea te r.' good trans- 
$250. CaU after 5:30. 439- 
.354 
P/S, 
J390 I portation 
.380 
.342 
-3 6 5 
I W anted to Trad* 
.369 


4217 
CH­ 
O ­ 


REAL ESTATE—FOR BEET: 
Apartments for Rent — — — 
For Rent C om m ercial 
- 
For Rent Industrial _ _ _ _ _ 
For Rent Rooms - 
For Rent Farms _ _ _ _ _ _ _ 


238—Tree Care 


GUTTERS peeling? Let m e scrape 
and p ain t G uaranteed not to peel 
Interior, exterior painting 792-8292 
BOB Cappelen St Son — Painting 
a n d 
w allpapering 
G uaranteed 
work. Fully insured. CaU 882-5366 or 
824-0505. 
$28 PAINTS m ost rooms Paint and 
labor 
included. 
Free 
estim ates 
Triple P Painting, 358-1759. 
EXTERIOR — $400 paints average 
house. Complete labor, m aterial 
Highest quality paint. Also interior 
work. 259-8829. 537-7084. 
PAINTING — Expert work done at 
reasonable rates. Free estim ates 
Fully insured. Call John. 278-6797 
nights. 378-2491 days. 
EXTERIOR — Interior — Quality 
workmanship. Fully Insured, rea­ 
sonable. 259-1039. Ken’s Painting St 
Decorating. 
________ _ 
TEACHER- available to do quality 
painting. Free estim ates, quality 
m aterial. Knight Painting Co. 529- 
48S3 
________________________ 
BAST In Painting and Decorating. 
Interior and Exterior. CaU Wil­ 
liam MacPhaU. FL S-0091. 


PULVERIZED TOP SOIL 
8 YARDS $25 
4 YARDS $15 
S a n d & gravel 
available. 
Prompt delivery. 
437-2181 


get fast action— 
call a REALTOR today! 


HOUSEKEEPERS — Day workers. 
Mothers helper. Im m ediate place­ 
ment, live In or go. Fannie's Em ­ 
ployment. 864-2808. 


154— Maintenance Service 


CUSTOM 
window 
cleaning, 
com­ 
m ercial, residential. DaUy, week­ 
ly, monthly service. 7 days a week 
phone 837-0199 


156—Manufacturing Time lpm 


Look No Further 
We’re the DECORATOR you 
have been looking for. CaU 
us today for a free estimate. 
We Aim To Please! 


Lawrence H. Duffy 


358-7788 


$20 Paints Most Rooms 
FOR QUALITY 
& RECOGNIZABLE 
DIFFERENCE CALL 
PEASE BROS. 
PAINTING 
Exterior/Interior 
358-7014 
MANUFACTURER will run Screw 
Machine work at very reasonable 
prices. 
Your M aterial. 
AU 
secon­ 
dary. Short runs preferred. 129-3885 
or 894-1335 after 6 p.m. 


Tomorrow’s Forecast; 
Classifieds Bring 
"Green Cash!* 


SEM I-retured 
pro 
Jobs a specialty. 
639-4507 after 7 p.m. 


painter, 
small 
Fully Insured. 


181— Piano Tuning 


YOUR piano Tuned and Repaired, 
by professional pianist. Ned WU- 
Hams. 392-6817. 


HAVE your piano tuned by Ray Pe­ 
terson. Expert tuning and repair. 
Also sell pianos. 965-0152 


189—Plastering 


HAVE Trowel will travel. No Job too 
small. 
Drywall 
repairing. 
Dan 
Krysh. 255-3822 


KELLY Tree Expert Co. Quality 
work. Reasonable rates. Call for 
fall or winter work. 394-1607 after 
p.m. 


248— Tuckpointing 


OLSEN TUCKPOINTING CO. 
• Tuckpointing 
• Chimney repairs 
• Brick cleaning 
. 
Fully Insured 
255-1030 


TUCKPOINTING and plaster repair 
work. Stone work our specialty 
Prom pt service. 469-2896.___________ 
TUCKPOINTING, leaky chimney re­ 
pair, glass block and brick work 
CaU 392-6697 or 824-7179. 


Last yeas; 
all John Benson 
saved 
was $5432 
This yeas 
he joined the 
Payroll Savings 
Plan. 


Hall, Banquet, Meetlnc Rooms 
Houses for Rent 


.400 
.440 
.442 
.450 
.460 
.480 
.420 
Miscellaneous, Garages, 
Barns. Storage 
Rental Service - -- 
Ai l 


1961 BUICK Electra, good body, 
gine. Needs brake work, $100 
3-8964 
1966 MUSTANG, 
A/T, 
6-cyL, 
low 
mileage. Candy Red. Im m aculate. 
392-4576 after 4 p. im___ 
NOVA '70 SS 396. 375 HP, posh 4 
speed, m any extras, original own­ 
er, Very sharp. 
5:30 p.m. 
$2,050, 272-5253 after 


1969 COUNTRY Squire, IO passen- 
ger, P/S, PZB, A/C. 437-1409 
FALCON, "1965. 2-dr.. 6 cyl., auto.T 
radio, heater. Low mileage. One 
owner. 392-9166 
____________ 


Vacation Resorts, Cabins, E tc _48S 
W anted to R ent — — 
**»» 


Automobiles 


500—Automobiles Used 


11964 OLDS ’98’ Luxury 2 dr. Hardtop. 
This one family garage kept car is 
[in great shape both Inside St out. Air 
Conditioned. 6 power windows plus 
Power Seats, Brakes, Steering and 
Antenna with Reverb speaker radio. 
Buckets, Console, Tach., Automatic, 
Almost new tires, alternator starter 
motor etc. Repainted Just 2 years 
ago. Would m ake a great 2nd ca r It 
looks worth a $.1000, but m ake me 
a offer. CaU 815-459-5152 anytime. 


'68 NOVA. 6 cyl., P/S, good gas 
mileage. $625. 253-8945________ _ 
1965 FORD $200. 1965 CHEVY $300. 
259-5084____________ ______________ 
BUICK Le Sabre. P/S, P/B , A/T. 
$475 or best offer. 
*65 
Just painted. 
CL 5-6612 
new 
m ust 
paint 
seU. 


1970 BARRACUDA, $1500. 398-2205 
11966 
BUICK 
Riviera, 
P/S, 
P/B, 
seats, windows, A/C, radials, low 
jmUeage, $1295, 298-3961. 


251— Upholstering 


r e-upholstery sale 
Sofa Lorn $45 plus fabric 
Chair from $25 plus fabric 
ALL WORK DONE IN OUR OWN 
SHOP. FULLY GUARANTEED 
Slipcovers — Draperies 
10% TO 30% OFF 
♦♦CARPET** 
Warehouse Clearance 
Remnants-Rollends 
HOME SHOPPER SERVICE 
Free Estimate 
359-9500 
Howard Carpet St Upholstery 
(Showroom) 2150 Plum Grove 
Plum Grove Shopping Center 
Rolling Meadows, IU. 


193--Plumbing. Heating 


PLUMBING 
- 
Heating. 
24 
hour 
em ergency service. Rodding • re­ 
modeling • repairs. Pump, heaters 
repaired. Work guaranteed. 824-1304 


R. LEDIG Plumbing. Repairs of aU 
types. Drains electrically rodded, 
w ater heaters replaced. 392-2300. 


WANT ADS 
BRING 
RESULTS 


LARRY’S 
UPHOLSTERING 
Free Estimates 
Free pick up & delivery 
Large selection of fabrics. 
All w ork guaranteed. 


837-2415 
or 
593-1705 


RAYMOND'S 
10% Summer Sale 
• Free pickup & delivery 
• We do our own work 
• Free est. & arm caps 
296-3216 
437-5366 
463-9858 


Poor John. Money just seemed to slip 
right through his fingers. Every time 
lie planned to stash something away, 
there wasn’t anything left. 
Then John decided to join the Pay­ 
roll Savings Plan where he works. 
Now, an amount he specifies is auto­ 
matically set aside from his check 
before he gets it. And invested in 
U.S. Savings Bonds. 
Because John has become web a 
systematic saver, he’s almost forgot­ 
ten about it. When he gets around 
to remembering, he’s going to have 
quite a nest egg laid away. 
And now there’s a bonus interest 
rate on all VS. Savings Bonds—for 
£ Bonds, 5J4% when held to matu­ 
rity of 5 years, IO months (4% the 
first year). That extra 
payable 
as a bonus at maturity, applies to ag 
Bonds issued since June 1 ,1 9 7 0 ... 
with a comparable improvement tor 
all older Bonds. 
If you keep forgetting to save 
something out of your check, join 
the Payroll Savings Plan and let 
somebody else do the remembering 
tor you. 


11969 FORD Galaxie DOO, 4 dr., pow­ 
er, 
air, 
radio, 
good 
condition. 
| Must sell. Evenings. '.37-8044. 
11967 CHEVY wagon, A/T, P/S, fac­ 
tory *air, $800. 438-7453 
PONTIAC Grand i*rix. Air, 


1961 RAMBLER. 4-dr., 
job, new carburetor. 
$125. 358-5100_____________ _ _ _ _ _ 
1966 PONTIAC Catalina, 4-dr. sedan, 
power, 
air, low mileage, clean. 
Best offer. 255-6083 __________ 
1962 CHEVY, 
3S. 
327 
P/S. 
A/T, Buckets. 437-9058 before 3.30 
p.m. 


T v a 


’68 OLDS 98, 2 door. Loaded. Low 
m ileage. Best offer. 358-6978. 
1971 CADILLAC Sedan-de-Ville, AM- 
FM stereo, low mUes*f?> 
^ ireU1 
tires, excellent condition, 392-2296. 
CADILLAC convertible, 1970, fully 
equipped, one owner, low m ileage. 
$4500. 439-0843 after 6 p.m 
’71 PONTIAC Catalina, blue, 4-dr., 
P/S, P/B , air, low m ileage, $2800. 
398-1686 
____________________ 
’68 PONTIAC, Catalina convertible, 
P/S, P/B , air, low m ileage $1150, 
259.9030 
_ _ _ _ _ 


•69 
ex­ 
cellent condition. 289-4477 
I’62 FORD Falcon window van for 
sale, best offer. 537-0514. 
(1969 MUSTANG Grande. Automatic, 
P/S, P/B , good running condition. 
1696-7104 
11969 NOVA. Setup for strip, 
clean. Must see. 397-8712 
Very 


4 
sp. 
19 
CHEVELLE 
Malibu, 
396/375, best offer, 439-4214. 
11969 DODGE Polara. 1967 Opel Ka- 
dette, 1965 Ford Econoline, 894- 
17482 
11967 BONNEVILLE, ~4 dr. HT, A/C, 
F /P . New shocks, brakes. Low 
| mileage, excellent condition, $1200, 
255-1241. 


66 COMET. $200 or best offer. Must 
sell. 359-6380__________________ 
69 VW Fastback AM-FM radio A/C. 
$1400, 394-1085______________ 
66 MERCURY 2-dr. H/T, P/B , P/S, 
A/C. Only $550. 824-3599___________ 
Sport 
1 9 6 7 
PLYMOUTH 
AM/FM, P/S, 318 cc. 
mileage. $660. 3924)666. 


Fury. 
W/W, low 


1964 CHEVY Im pala 4 dr. H/T, P/S, 
P/B , 
one owner. 
Runs p erfect 
$250. 2554)155 
1964 CHEVY 4 dr. sedan, A/T, 6 cyl~ 
$300, 882-6228. 


|1971 GOLD Cadillac Sedan deVille. 
AM/FM stereo, 
excellent condl- 
|tion. $4,950. 359-5466 
11969 CHEVY K ingw ood E state sta­ 
tion wagon. P/S, P/B, radios A/C, 
hike new tires. $1,450. 359-5466 
11971 
MERCURY 
Marquis 
Broug­ 
ham, low mileage, fully loaded. 
I $3595. 255-9218. 
11966 DODGE Coronet 2 door H/T. 
A/T, P/S, A/C, $700. 392-7704. 
11971 OLDS DELTA 88, red with white 
vinyl top. Full power, radio. $3, •O O ® . or best offer. 398-1584 
call after 5 p.m. 792-3150. 


S w a b '* talc. lf lag, reotra, mr lh— y d , 
** rrpl*ce Atm. W)*m iw iM , they o n be 
•feheil at your blab. Ta* alay be defcrml 


TRY A WANT AD 


aalii redemption. And alwayi KBC*ber, V * w«$ 
■anda are a praod aa? ca tart. 


Take stock in America. 
Now Bonds payaboous at maluritjt 


M E s s Z E S S f f i S S S 


I MUST sell 69 FORD LTD. 2 dr. HT, 
P/S, P/B, F/A, 255-7930, after 5 
(p.m. 
I’71 TRIUMPH G76 AM/FM radio, 
whitewalls, 
wire 
wheels, 
near 
[mint condition. 887-4891 after 5 p.m. 


1971 RED Pinto, excellent condition, 
2000cc engine, 
radio, $1400. 537- 
7930 
1964 FORD wagon. Best offer. 359- 
5246 
1964 FORD Country Sedan wagon. 
V8, suck shift. $225. 259-5289 
TORONADO, '67 deluxe. E x tra tine 
condition. Pow er everything. Air, 
medium-low m ileage. $1295. 291-5377 
or 541-1536. 
1967 CHEVROLET, automaUc. Good 
condition. $650. 394-1854 
’63 OLDSMOBILE 
Station 
wagon, 
good condition, $150. 255-1583 
’64 OLDS, very clean. $375 or best 
offer. ’62 Olds, running condition. 


1962 
CHEVY 
Im pala, 
autom atic. 
runs good, brand new spare, good 
tires. Best offer. 894-5075 
1966 FORD Thunderbird, beautiful 
condition, low miles, 824-0576 
BUICK 
' 65 BUICK Sedan $400, 1117 Bur­ 
goyne (S.E. Corner H arvard) A E 
64 PONTIAC! catalina Tow mileage PLUSH 1972 Oldsmobile 4 door Cut- 
New tires and muffler. Body fair 
I condition, $125. 894-6903 
[1970 FORD Galaxie, 2 dr. H/T, A/C, 
P/S, P/B. A/T. radio, $1500. 631- 
[0757 days, 394-9013 nights or week 
ends. 
1965 MUSTANG. P/S, P/B AM/FM 
radio, very good condition. $600. 
! 437-7611. 


lass. 3 months old. CL 9-2724. 
T96^- PONTTAa- LeM ariir^U ?C~?7B^ 
P /S, Call 437-5482. 
CADILLAC^ '72, Sedan de Ville, low 
mileage, fully equipped, m any ex­ 
tras. $6700. 815-436-2161. 
196$ OLDS F-85, 
seats, 
console, 
1498. 


P/S, P/B, bucket 
reasonable. 
259- 


Thursday, August 24, 1972 
PADDOCK PUBLICATIONS 
WANT ADS — C 
Automobiles 


600— Miscellaneous 
600— Miscellaneous 


500— Automobiles Used 


'•6 FORD Galajde XL, 2 dr., radio, 
P/S, best offer. 541-5375. 


'ftTcHEVY 2 dr. H/T, Excellent en­ 
gine. Needs muffler. 255-8107. 
77 PLYMOUTH Duster, excellent 
condition, vinyl cop, P/S, radio, 
whitewalls, reasonable. 777-6704 be­ 
tween 5 p.m. - 7 p.m. 
'69 OLDS 
98 Luxury Sedan 
Air, 
power seats, electric windows. Ex­ 
cellent condition. 12400 or best offer. 
358-5336. 
62 DODGE convertible, now top, 
good engine, 
Excellent train or 
school car. Call after 6 p.m. 358- 
9078. 


546— Antiques I Classics 


’47 
FORD Super Deluxe 
4-door, 
R e b u i l t engine, 
new clutch, 
shocks, tires, chrome, exhaust, body 
good condition. Just painted black. 
1975 or trade. CL 3-6192 after 6 p.m. 


550— Tires 


FIVE 
G78-15 
belted 
tires, 
miles. 320 each. 593-1134. 
Low 


FOUR F70-14 white letter tires on 
dark center mag wheels to fit 
Ford. $175 or best offer. 358-5336. 


’64 
CONTINENTAL, 
betge, 
F /P 
A/C, leather interior, immaculate 
$900. 394-2600. 
1971 LESABRE custom. 4-dr. H/T, 
Air, vinyl roof, interior. Low mile­ 
age. 537-6168. 
*63 FAIRLANE. Best offer. ’67 Olds 
98 
coupe, 
fully 
powered, 
$500 
Jack’s Marathon. 398-9664, Palatine 
at 83. 
1966 
AMBASSADOR. 
DPL. 
2 dr. 
H/T VS. A/C, P /a 
P/B, 
runs 
great, very clean $800. 382-5052. 
1970 
MONTECARLO, 
dark 
green 
with black cordovan top, excellent 
condition, low miles, must sacrifice, 
$2250, 639-5427. 
1968 DODGE Charger, loaded, exc. 
cond. $1,050 — or offer. 297-8090 


552— Motorcycles, Scooters, 
Mini Bikes 


HONDA 
Factory trained Honda me­ 
chanic will do time ups and 
repairs on all models at my 
home. Reasonable rates. All 
work guaranteed. After 6 p.m. 
259-2627 
’69 
TRIUMPH 
Bonneville. 
Custo­ 
mized. Extended iront end. Ex 
celient condition. $1300. 397-1084 
HONDA *71 CL175 K4. Super clean. 
Seldom ridden. Very low mileage. 
$550. 358-0346 


522— Foreign and Sports 


1965 VW BUS. Good running cond., 
low mileage, new paint, like new 
Interior. Must see to appreciate. 
$1,000. See in Des Plaines. 426-6145 


1970 KAWASAKI Mach HI 500cc, 
6000 miles. 
Extras, 
best offer. 
741-8086. 


AUCTION SALE 
SATURDAY AUGUST 26th, IO A.M. 
24\X 600 St. Charles Rd, Wheaton 


Large collection of antiques, household furnishings and 
miscellaneous. ANTIQUE FURNITURE: Estey Pump Or­ 
gan. Round Walnut Pedestal Table, Cane Seat Chairs k 
Rockers, Horn Chair, Burl Walnut 5-drawer Chest Victo­ 
rian Chest Bed, Carved Settee, Walnut Marble Top Table, 
Walnut Slant Front Desk, Marble Top Teakwood fable, 
Wash Stands, Ice Cream Chairs k Tables, Spinning Wheel, 
Drop Leaf Tables, Oak China Cabinet k Pie Cupboard Oak 
Secretary China Cabinet, 3-drawer Chest, Many Nice Occa­ 
sional Tables & Chairs & Other Items. 
OTHER AN TIQUES include Lincoln Bell Hanging I .a m p , 
Leaded Shade Hanging Lamp, Leaded Shade Table Lamp, 
Gone With The Wind Lamp, Other Fine Lamps Stained 
Glass Windows, Painting k Frames, Lots of Brass k Cop- 
E;r, Primitives, Satsuma, Swords k Bayonets, Oriental 
Hugs, Oriental China, China k Glass & Lots of Mis­ 
cellaneous. 
HOUSEHOLD FURNISHINGS include French China Cabi­ 
net k Buffet, Maple Bedroom Set, Maple Hutch, 2 Stereos, 
Patio Furniture & Other Items. 
ANIMALS: 3 Male & 3 Female Peacocks, Young Appaloosa 
Pony, Large Variety of Chickens, Ducks, Geese & Pigeons. 
Viewing Day of Sale 
HAROLD D. ROOK, OWNER 
DUNNING'S AUCTION SERVICE 
Elgin______________________________________741-3483 


605— Garage/Rummage Sale 


'71 HONDA 750. Call Mark after 
p.m. 392-3783 


1969 CORVETTE Coupe, 350 - 300 
hp. air, P/S, P/B, P/W, automat­ 
ic, new tires. Excellent. $3500 or of 
fer. 359-5853 after 6 p.m. 
V O L V O 
7L 
144S, 
automatic, 
AM/FM, excellent condition, $2700 
or best offer. 437-7945. 


SPEEDWAY Mini, 14” wheels, cost 
$330, one month old, $210. 394-2781. 


1969 CORVETTE convertible, P/S, 
P/B, 4-spd. 350 hp. Good mileage. 
Many extras. $3400. 439-0257 
’68 
PORSCHE. 
912-5SP, 
AM/FM. 
Ziebarted. Dunlops, excellent con­ 
dition $3,600. Must sell. 439-3057, af­ 
ter 4 p.m. 
1968 VW Bug: Automatic, radio, low 
m i l e a g e . Excellent condition. 
$1,050. CL 3-3889. 


HONDA Mini-trail 50. Good condi­ 
tion. $100. 358-3174. 
MINI-BIKE 3% HP. shocks 1% yrs. 
old. Perfect condition. $S5. 439- 
0094. 
_______________________ 
*71 HONDA, cb350, adult owner, low 
mileage, excellent condition, 541 
5759 after 6 p.m. 


’72 NORTON 750. Accessories. Lost 
license have to sell quickly. Best 
offer. 439-6279. 
1970 KAWASAKI 500 Mach III, $725 
firm. Call anytime. Bob. 529-4935. 
SUZUKI TS-125, 1971, $500. Hop-up 
kit available. 439-0540 


CORVETTE ’67 — 327 Convertible. 
Maroon, Saddle interior, AM/FM 
radio, $2,000. 394-4880 or 541-3924. 
'70 FIAT convertible-green, AM/FM 
radio. Excellent condition. Must 
sell. $1200 or best offer. 824-9879. Af­ 
ter 7 p.m. 882-7245. Sundays 956-7194. 
VW Squareback, ’68, new tires, new 
paint, excellent condition, inside 
and out. $1275. 394-2300. Ext. 271 
days; after 6 p.m., 359-1139. 
71 DATSUN, 240 Z. green, 1-speed, 
air, $4,200. 837-4051. 
1967 OPEL. Great gas mileage, tape 
player, heater. $700. 392-5579 


1970 HONDA 750, many extras. Ex­ 
cellent condition. 
$1200. 
259-5360 
evenings. 
71 HONDA CL350. Excellent condl- 
tion-helmet/shield. 
392-3397. 
Asking 
$700. 


69 HONDA 350, 541-4311. 


Homes — Rentals — Vacant — Commercial — Farms 
Buying, Selling, Renting 
SEE OUR SPECIAL 
REAL ESTATE SECTION 
of This Paper 
. . . for Every Real Estate Need 


1969 BSA, lightning, 650 cc, $950 
Firm. 259-7923. 
’72 MACH IV 750 Kawasaki, low 
miles, 
still under warranty 6-6 
$1200 
or 
offer. 
Must 
sacrifice 
437-5364 
TRIUMPH, 
TR3, 
1959, 
completely 
overhauled, new paint, 1st $500 
takes, CL 3-8964. 
1956 BSA 650cc. $500 or best offer 
827-2206 after 6 p.m. 


1963 VW. engine needs repair, $180, 
259-7375. 
*66 TR4A, wire wheels, low mileage 
engine, runs well, $595. 526-6496 
*67 VW Fastback. One owner. New 
rubber, paint. Radio, gas heater, 
stereo cassette. $650 firm. 394-2707 
1967 VW. clean, good condition. $785 
or best offer. 392-1124 
*69 V O L K S W A G E N , sunroof, 
AM/FM, radial tires, 529-3158. Call 
before noon. 
1966 VOLKSWAGEN, rebuilt engine, 
one owner, good condition, $600, 
289-1321. 


1971 HONDA Trail 70, low miles 
1966 Honda 305 Dream, low miles 
$275 each. 894-3356 after 5 p.m. 
1971 SUZUKI 120ce. Dirt bike. Li 
censable. Low mileage. $400. 837 
2756. 
’70 450 HONDA 15” Springer, cus 
tom paint, all chrome motor, I’ 
rake frame, Hog rear wheel. $2200 
invested, asking $1600. 593-5891. 
HONDA 
*66: 
305 
rebuilt, 
semi­ 
chopped, street/trail. Offer. 537 
2724. 


1966 VW bug, good condition $600 
best offer 537-0553. 
or 


'64 VW, $250 or best offer. CL 3-7494 
DRAGSTER 
chassis A body, 
in 
eludes quick change Old s rear 
end. Fuel tank, axle housing, front 
axle, extras. $275 or best offer. Af­ 
ter 5 255-8106 
1971 MGB convertible. Radio. 
Ex 
celient 
condition. 
Low 
mileage 
$2,450. 394-0020 - 265-1519 
*71 SAAB, 4-dr., 99E AM-FM radio, 
radials, vinyl roof $2750, 834-8256 
1968 VW. good condition, radio, new 
tires, $775 — offer. 398-1489 
1951 
MG-TD. 
Excellent 
condition 
engine like new, must sell! $2695 
251-5932. 
196G 
CORVAIR 
2-door 
Monza, 
speed. 140hp. Buckets. Good condi 
lion. $495. 259-3397, after 6 p.m., 
weekends. 
’69 VW Bug. very low mileage, ex 
celient condition, $1200. 882-3423 
1967 VW bus. New battery, muffler 
generator. Insulated. Gas heater 
Snow tires. Excellent rtart. Ideal 
camper. $850. After 7 p.m., 253-3194 
TR-3A 
1960. 
Needs 
transmission 
Best offer. 824-8235. 
1969 CAMARO SS 396, 4 speed, ex 
celient condition. 695-3846 after 
i. weekdays. 
VW gas heater, 
new tires 
brakes, 
etc. 
excellent condition 
$600 or best offer, 259-8116. 
1971 MG Midget. Sacrifice 
$1800 
Need money for school. 894-6090. 
1968 VW Beetle, clean, low mileage. 
Owner. $760. 359-7106. 


540— Trucks and Trailers 


1969 DATSUN pickup with camper 
Best offer. 435-2053 
>8 FORD % ton pickup. 
Camper 
special. Fully loaded. With A/C 
ow mileage. $1600. 358-4514. 
1965 CHEVROLET % ton 
pickup 
truck, good condition $650. 359* 
0548. 
1969 
SCOUT, 
four - wheel 
drive, 
4-cyl. good cond, best ofter. 297 
4389, evenings. 


542— Parts 


CHEVY PARTS 
2 Crager SS Mag Wheels, fits Che- 
velle and GTO and most General 
Motors cars. Plus lug nuts. Per­ 
fect condition. Asking $60. Also 
have Crower cam which fits 396, 
427 blocks. 510 lift, 280 duration. 
Brand new, still In box. Asking 
$50. 894-9432 
WING — Set of 5 Goodrich W/S 
55-X-15 tubeless tires, 4 are 25% 217 
rn, I new $110. Set of 5 Firestone 
S H78 x 15 tubeless tires. 4 are 
i worn, I new $125. 358-3586 after 
.rn. please. 


1970 KAWASAKI 350 Big Horn, $500 
or best offer. 359-6416 after 5 p.m. 
1972 H-D (74). AM/FM, tour pack, 
extras. $2450. Evenings, 428-5206. 
KAWASAKI 70, 500cc, windshield. 
low 
miles, 
excellent 
condition. 
$775. 894-8126. 


554— Bicycles 


TANDEM bike, good condition. Best 
offer over $60. 392-2611. 
NEW Schwinn varsity, 10-speed plus 
lock/chain, worth $105 for sale $90 
after 6 p.m., 256-1143.______________ 
BOY’S medium weight Schwinn 24” 
bicycle like new, $40 or best offer. 
Call 259-8350. 


AUCTION SALE 
SUNDAY AUG. 27 12:30 p.m. 
830 Olive St. 
Elgin 
Large Selection of household 
furnishings, appliances, acces­ 
sories & miscellaneous. 
DUNNING’S 
AUCTION SERVICE 
Elgin 
741-3483 


SOFT water $5 a month. Angel Soft 
, Water Conditioning Company. Call 
358-6000 today. 
F I V E s p e e d burgundy men’s 
Schwinn Collegiate bicycle. 
Ex­ 
cellent condition. $50. After 6 p.m., 
359-7777. 


“EXCITING BARGAINS” 
Violin, baby items, crib & 
high chairs, golf carts & bag, 
bowling 
bali, 
dog. kennel, 
clothing, many more Fri. k 
Sat. 9 to 5 p.m. 
2108 N. Elizabeth 
(GREENBRIER) 
Arlington Heights 
MUST SELL SUNDAY 
HOFFMAN ESTATES 
3 As. furniture, paintings. New 
$1200 couch - sell $350. New $400 
American 40 vol. enc. - sell for 
$85. Walnut $600 bdrm set - sell 
$150. $300 kit. set $85. 1970 Monte 
Carlo like new $2250. Many, many 
others. AU must go by Sunday. 
CaU Barrington 639-5427 
SUPER GARAGE SALE 
Furniture, 
kitchen 
sets, 
living 
room set, various tools, electrical 
appliances, household Items, cloth­ 
ing (men’s size 36) odds & ends. 
AU reasonably priced. Aug. 25, 26, 
37. 701 Lance Dr., Des Plaines. 9-5 


HOUSE Furnishing Sale, everything 
must go! Tues., Wed., Thurs. 2401 
Ballard Rd., Des Plaines. 298-4691. 
BEDROOM, kitchen set, antiques, 
miscellaneous. 
2332 W. 
Palatine 
Road, Palatine. 
THURSDAY, Friday. 
250 Winston 
Dr., 
Hoffman 
Estates, 
Winston 
Knolls. Multi-family sale. 
GARAGE sale. 
Aug. 
24, 
25, 
26. 
Aquariums, 
fishing 
equipment, 
chUdren’s clothes, oaby things and 
miscellaneous. 
126 
Prairie 
L/i., 
Prairie View, 634-3339. 


Want Ad 
Deadlines 


Sunday Issue • l l a.m. Fri. 
Monday Issue - 4 p.m. Fri. 
Tuesday Issue • l l a.m. Mon. 
Wed. Issue • l l a.m. Tues, 
ftiursdsw issue - 4 p.m. Tues. 
Friday Issue • 4 p.m. Wed. 


PHONE: 
Main Office: 
394-2400 
Des Plaines 
298-2434 


FREE to good home, AKC. German 
short hair. Needs plenty room, DU 
1-4079. 


605— Garage/Rummage Sale 


LAWN mower, portable organ, radio 
control, much miscellaneous. 118 
Cedar, Palatine. Aug. 24, 26. 9 - 
5. 
AUGUST 24th - 25th - 26. 1466 Joan 
Drive. Palatine. Garage sale. Au­ 
gust 24th - 25th - 26th. 1466 Joan 
Drive. Palatine. 


C H I L D R E hf ’ S 
clothing, 
mis­ 
cellaneous. antiques, 205 W. Or­ 
chard Place, Mt. Prospect. Thurs­ 
day, Friday. 
ENORMOUS, spectacular, 5 Family, 
Wed-Fri., 1416 E. Lillian. Arling­ 
ton Hts. 
NEIGHBORHOOD sale, 609 S. Sa­ 
lem, Schaumburg, Thursday - Fri­ 
day 9-4. 


ANTIQUES AND 
FURNITURE STRIPPED 
(Also a master refinisher on 
premises) 


THE RED GAVEL 
575 Lee St., Des Plaines 
CaU 824-5020 


AQUARIUM, guitars, chairs, rotis­ 
serie, free kittens, electric scrub­ 
ber. 902 S. 
Maple, ML Prospect 
Aug. 23 - 25. 
3 FAMILY — Thursday, 
Friday, 
Saturday, 9 - 5, 212 E. Monterey, 
Schaumburg. 


TWO jalousie windows with storms 
and screens. 32x74”. Kenmore gas 
range. Calcinator gas Incinerator. 
$20 each. 32” storm door; white la 
vatory with faucets, $5 each. 392- 
6034. 
8 
JALOUSIE 
windows. 
36”x75” 
Storms A screens. Best offer. 253- 
5040 
GENUINE, lovely large amethyst 
$25. 537-1613. 


BLUE SPRUCE 
& EVERGREENS 
50% OFF 
Thousands to choose from. Fresh­ 
ly dug. Open every day ’til dark. 
FAITH NURSERY 
% mile west of Gary Ave. on 
North Ave. and Wheaton 
LIGHTING FIXTURE 
CLOSE-OUT 
I of a kind sales samples. Kitch­ 
en, dining 
r a r a , den, $27.90 to $60 
less 50% plus a few decorative flu­ 
orescent $86 to $127 less 50%. 
AL GROSSMAN ASSOC. 
717 Vermont, Palatine 
359-3131 
Weekdays 8:30 a.m. — 5 p.m. 
Sat. 8/26 ONLY, 9 a.rn. — I p.m. 
WEIGHT LIFTS and bench set 225 
lbs. $10; snow blower Yardman 
$170; Christmas trees, silver A green 
$8 & $4; baby car bed, $2; baby 
chair, $2; bassinet $10; facial’beauty 
mist $2; net playpen $2; 3—2”xlO” 
planks 16 ft. Ion, $6; baby bottles A 
sterilizer $8; maternity dresses size 
18—$10; Royal typewriter $18* Brook 
lure outboard motor 7 hp, $7b; steel 
frame portable bed (without mat­ 
tress) $2 
Tel. 
255-8890 


600— Miscellaneous 


A d d r e s s i n g 
S e r v i c e 
THE NORTHWEST SUBURBS 
MOST MODERN, 
EFFICIENT, 
UP-TO-DATE 
We Can Give You 
Coverage 
Of; 
• Arlington Heights 
• RoUing Meadows 
• Mount Prospect 
• Prospect Heights 
• Hoffman Estates 
• Des Plaines 
• Schaumburg 
• Barrington 
• BensenviUe 
• Wood Dale 
• Elk Grove 
• Wheeling 
• Addison 
• Roselle 
• Itasca 
• Palatine 
. 
. and aU rural areas 
We are equipped for rapid ad­ 
dressing and mailing service 
for the above and many other 
areas. Check with us for 
FREE information on your 
area. No obligation. 
Paddock Publications 
Inc. 
W. CampbeU 
ArUngton Heights 
394-2300 


TWO Sears best air conditioners, 
8,000 BTU, three speed, tr.ermo- 
statlc control. Used three months. 
$100 each. 882-6645 
BRUNSWICK 
Pool table. 
V’, 
ex- 
cellent condition. $275. 437-7611. 
GE 9,000 BTU window air condi­ 
tioner, $100. 882-6834 
BED Spreads king size & regular, 
white 
couch 
- 
plastic 
covers, 
marble top cocktail tables - fruit- 
wood, dining room set, bookcase, 
love seats open lo beds $20 each, 
chair, miscellaneous. 676-3526 after 6 
p.m. and weekends. 
DUNE Buggy, good condition; 14 ft. 
Traveler aluminum fishing boat; 
P.A. 
equipment 
including 
Bogen 
amplifier, turntables, speakers; har­ 
vest table; black leather couch. 259- 
0845. 
FOUR pair custom made antique 
satin lined drapes, celery shade, 
58”x60”, $5 pair; one beige nylon 
fun. 12’6”xl5\ $25. 158-6651 


JUKE box, pool table, guaranteed 
good condition, 9 - 5 Chuck, OR 
3-0666. 
WURLITZER 
organ 
model 
4300 
Sears stereo console. Like new. 
299-7572. 
YOU saved and slaved for wall to 
wall carpet. Keep it new with 
Blue Lustre. Rent electric shampoo­ 
er 
$1. 
Schaumburg 
T-V 
Hdwe. 
Weathersfield Shop Ctr. 
MOVING Sale — 204 N. Pine. Pros­ 
pect Heights. 8/25, 8/36. 8/27. 
MOVING. 
Dining 
room 
set; 
ex­ 
pandable desk, seats 12 with pads; 
boy’s A girl’s bedroom sets; round 
occasional chair; miscellaneous. 358- 
5927 
ENCYCLOPEDIA 1971 20 volumes. 
Original cost $250. Sacrifice $35. 
251-2187. 
MOVING sofa bed, matching drap­ 
es, tape recorder with radio, type­ 
writer, study lamp, all good clean 
under $35. 359-6399. 
CANDY scale $10. Candy case 6’ 
wide, metal bins - glass top. $25. 
Adding machine $25. Beige custom 
drapes $30. Cabinet sewing machine 
$40. Coat (size 12) $10. Or offers. CL 
5-3758. 


NEIGHBORHOOD garage sale, Aug. 
23rd - 25th. Preview Wednesday, 7 
to IO p.m. 425 White Pine, Buffalo 
Grove. 
GARAGE Sale. 515 S. Dwyer, Ar­ 
lington Heights, 
rhursday, 
8-24. 
10-4. Chest, $15; Sunbeam mower, 
$35. Misc. 


LARGE assortment of leather, an­ 
tiques galore, 
some 
furniture, 
m a n y 
Interesting 
objects. 
2305 
School Dr., Rolling Meadows. Thurs­ 
day - Friday. 
GARAGE sale — 512 N. Russell. Mt. 
Prospect, Friday A Saturday. 
MOVING sale — furniture, antiques, 
rugs, aquarium, knick-knacks. Fri­ 
day, Saturday, Sunday, IO - 5. 105 S. 
Maple, ML Prospect 


610— Dogs, Pets, Equipment 


DALMATIAN 
Pups, 
AKC. 
males 
only. 7 weeks to 3 months. $75. 
526-2902. 
______ 
POODLE pups - 
10-wks.. AKC, 
7324. 


- silver miniature. 
shots. MAF. 392- 


DOG Run. Chain Link. 3 sided with 
gate. 16x6x4. $65. 437-0056.________ 
BOSTON Terrier, male, AKC, shots, 
$100, 358-3717 after 6 30 p.m. 


620— Boats 


AKC. old English S leep Dog pup­ 
pies. For information, 
call 593- 
5078. 256-3647. 
____ 
TOV Poodle, apricot male, AKC. 
Puppy shots. $80. 537-3894. 
FOR Sale - I dog runner. Best 
358-7879. 
offer 


ADORABLE, litter-trained. 6 week 
kittens. Free. Part Siamese. 258- 
8650. 
IRISH Setter for stud AKC, Cham 
pion blood line, 392-2271. 
BEAGLES, pets and hunting dogs. 
AKC. private party. Trial here. 
381-4171. 
GOLDEN 
Retrievers. 
AKC. 
bom 
7-15. Excellent field, show, com­ 
panion. Fox Polnt-Barrington. 381 
5987. 
B R I T T A N Y Spaniel puppies, 
months, female, sire: field cham­ 
pion. Excellent hunting background, 
wormed, $75, 742-4584. 
POODLES. 
Elegant 
black 
stan­ 
dards, MAF, whelped 7-14. AKC- 
OFA, 
champion 
bloodlines. 
Pet, 
field or show. $125. 394-2415. 
FREE, darling, healthy, female kit­ 
tens. love kids. 394-1187 


612— Horses, Wagons, Saddles 


REGISTERED 
Quarter 
norse. 
4 
year old. Chestnut gelding. Good 
Leo 
breeding. 
Excellent 
western 
pleasure and conformation. $1,100. 
359-2529 - 439-0548. 
GARAGE sale. Miscellaneous Items 
214 Mulberry Ln., Elk Grove VU 
lage. Friday, Saturday, Sunday. 
SEVERAL famUy garage sale. Fri 
day, Saturday, 9 - 4. 504 S. Lin­ 
coln, Arlington Heights. 
THURSDAY. Firday, 9 - 6. 309 N 
B e n t o n . 
Palatine. 
Antiques 
clothes, appliances, books, etc. 
GARAGE Sale, Thursday. Friday, 
2 7 0 3 
N. 
Kennicott, 
Arlington 
Heights (Berkley Square) 


THREE 
Family 
Garage Sale — 
Thursday, 
Friday, 
Saturday, 
a.m. - 5 p.m. 341 N. Schubert, Pala­ 
tine. Clothes; toys: baby mattress 
and clothes; dryer; miscellaneous. 
CHINA cabinet, benches, maple din­ 
ing 
room 
set, 
some 
antiques, 
m u c h 
miscellaneous. 
107 
West 
Noyes, Arlington Heights. Wednes­ 
day. Thursday, Friday. 9-5. 
W E D N E S D A Y — Friday, 10-5. 
Clothing, (children’s women’s lg.). 
Evergreen Terrace. Near Windsor A 
toys, bikes, miscellaneous. 2054 North 
Evergreen Terrace, Near Windsor A 
Palatine Rd., Arlington Heights. 
FANTASTIC Sale — Thursday-Sat- 
urday, 9-7, 1031 S. Belmont, Ar­ 
lington Heights. Clothing, Furniture, 
Antiques, 
Baby items, 
Boutiques. 
Much miscellaneous. 
EIGHT Neighbors. bOOO items; baby 
accessories, 
clothing, 
furniture, 
stereo, 
tape 
recorder, 
toys. 
2003 
Kiowa 
(River 
Road 
A 
Euclid) 
Mount Prospect. Friday-Sunday, 9-8. 
THURSDAY, Friday, 219 Firestone 
Drive, Hoffman Estates. Winston 
Knolls Subdivision. 
TWO Family. Thursday, Friday. 13 
and 
16 
Countryside, 
Prospect 
Heights. Northeast corner Palatine 
and 83. 


THREE 
Generation 
Garage Sale 
August 24 - 27, IO a.m. - 5 p.m 
128 Coral Ln.. Wheeling. Fireplace 
equipment, snowblower, lawn sweep, 
er A more. 
FURNITURE, 
appliances, 
dishes 
misc. 9-7. Saturday 8/26, 94 Kes­ 
wick, Elk Grove. 
MOVING Sale. Miscellaneous, furni­ 
ture, clothes, household. 172 Mey­ 
er Road, Hoffman Estates 
(High 
Point). 
Friday-Saturday. 
IO 
till 
dusk. 


SIO— Dogs, Pets, Equipment 


PET CORNER 


This is a “Pet Lovers” column 
where all kinds of pets are listed 
as well as things to make your 
pets happy. Look it over now and 
let us help y 
needs 


t j J j • L U U IV I v VV C I H u n 
U U U 
lp you with all of your pet 


605— Garage/Rummage Sale 


GARAGE SALE 
AUGUST 24-27 


Motors, plumbing, tods, dish­ 
es, household odds and ends, 
clothes, large hand tooled cop­ 
per 
sign. 
“BEACH 
COM­ 
BERS.” Large coal hot water 
heater, Rest. charcoal broiler. 
Many miscellaneous items. 


(NW 
Palace) 


DEYNZERS 
754 W. Baldwin Rd. 
Highway east of Cow 
Palatin 
Palatine, HI. 


ADDING A porch? Have partitions 
with storms & screens. $75. Infor­ 
mation - CL 5-4606 
EVERYTHING must go. Best offer 
takes. Lawn furniture, 
breakfast 
nook, dining, bedroom set buffet 
sectional, Rya rugs. 1324 Virginia, 
Palatine, 358-4267. 
POOL, 24’x4\ deck, heater, 
filter, 
misc. equipment. $500. 392-3280. 
UPRIGHT Hoover vacuum cleaner 
$29, 
Filter Queen 
vacuum, $69, 
Boy’s bike 26” $20. 437-2109. 
THREE Brunswick bowling balls- 
perfect condition. I is Black Dia­ 
mond $10 each. Call 537-1628. Ask 
for Vince. 
LUGGAGE: New top-grain cowhide 
2 suiter. Original carton. Value 
$150. Priced at $70. 392-7734. 
SEARS 
Electric 
snowblower 
S35. 
Hot point electric dryer, good con­ 
dition $25. 358-2406 
REGULATION 8’ pool table w/table 
tennis top. Like new. $70. 437-1298. 
I STE REO tape recorder, $50. Large 
p i n k 
W h i r l p o o l 
r e f r i g 
erator/freezer, very good condition, 
$95. Shadow box mirror, $25. 3-pc. 
bedroom set $50. Heath tuner and 
amplifier, $60. 882-5454. 


ANTIQUE BASEMENT SALE 
17 round oak pedestal tables, 
(4 w/claw feet), 26 sets of oak 
chairs, 3 roll top desks, hall 
trees, 
drop-lid 
desks, 
hat 
racks, commodes, fern stands, 
ice boxes, rockers, trunks, 
brass bed, odd chairs and 
misc. furn. 
1255 Doe Road 
Palatine, 111. 
(Off 14 near junction 68) 
358-4543 


PROSPECT 
Heights 
— 
420 
W. 
McDonald Road, like new trundle 
bed. $65. August 24, 25, 26. 
INVERNESS — 1922 Palatine Road, 
Friday * & 
Saturday. 
CoUectors 
items and wicker accessories. 
BARGAINS. Fri.. Sat. Bikes, furni­ 
ture, misc. 415 S. Donald, Arling­ 
ton Heights. 
GARAGE — moving sale. Thursday, 
Friday, Saturday, Sunday. 10-5. 72 
East Cunningham, Palatine. 
ARLINGTON Heights. 1281 S. Chest­ 
nut 
8/24, 
8/25, 
9-7, 
“Soup 
to 
Nuts.” 
PALATINE — 131 Bede. August 24- 
25, IO a.m. 
miscellaneous. 
Furniture, clothing, 


AUG. 25-26, 10-4. Wool carpet, vert. 
blinds, boy’s and girl's clothes, 
misc. 604 S. Maple, M t Prospect 
FOUR Family garage sale. August 
25 and 26. 186 Forest Place, Buf­ 
falo Grove, 9-6. 


ARK PETS 
"Complete Department 
Store For Pets" 


1412 W. Northwest Hwy. 
Arlington Heights 
Cl 5-4434 


Doily f a m. • 4 p m. 
Friday evenings 'til 9 p.m. 


KAYS 
ANIM AL SHELTER 
2705 N. Arlington Hts. Rd. 
Arlington Heights 


Nict Pet* for ADOPTION 
Hours: 1-5 p.m. 7 doys a week 
Animals accepted doily 7-5 
Sat. & Sun. 7-1 p.m. 


GARAGE SALE 
Good summer, winter clothes. 
Jr. girl’s, ladies, men’s. Fur­ 
niture, 
misc. 
South 
Plum 
Grove to West Hellen to 
Smith, turn to 225 West Kenil­ 
worth, Palatine. August 25th- 
26th-27th-28th. 


ALL DAY STANLEY SALE 
Win $50 - Friday August 25, 
9 a.m. - 5 p.m. 
297 Parkchester 
Elk Grove Village 


437-5653 


THURSDAY — Saturday. 8-5, 720 
South Vail, Arlington Hts. Chil- 
d r e n 
& 
adult 
clothing, 
coats, 
Schwinn bikes, golf clubs, toys, sofa, 
miscellaneous. 
THURS.-Sat. Good furniture, house- 
hold items. 1367 King George, P t^ 
atine. 
FIVE 
Families. 
Boat, 
car, 
mo­ 
torcycle, 
much 
miscellaneous. 
24th-25th-26th. 
607 
Andrew 
Court, 
Schaumburg. 
414 KINGSDALE Rd. Hoffman Es­ 
tates August 25-26. Many books, 
toys, 
various 
items. 
Everything 
priced to sell. 
662 S. MERLE Ln., Wheeling, An­ 
tiques and little of everything, 
Aug. 25th, 26th, 27th. 
TOYS, books, trains, hobbies, bunk. 
beds, lots more. 215 S. Waterman, 
ArUngton Heights. Friday - Satur­ 
day - Sunday. 


SHASTA PET 
CENTER 


Dogs & Cats Now Available 
2306 E. Rand Rd., Ari. Hts. 


"Newly opened" 
255 2233 


GARAGE sale, 8/24-8/25. furniture, 
clothing, misc. 2025 Westview, Des 
Plaines IO - 4 p.m. 


KIMBA PETS 
AH Fab Tanks 
25% r n 
Also Hedgehogs, Agouti, 
Armadillos, Matamto Turtle, 
plus all the Usual Pets. 
3 9 8 -1 2 70 
9 3 S W. Algonquin Rd., AH. Hts. 
(Surrey Ridge Plaza Bt. 62 at 58) 


GENTLE ponys, bridles, lsaddle. 
Very good with children. $100 to­ 
tal. 398-0467 


BOAT SALE 
15’ Tri-Hull. 55 HP, irlr. canopy — 
ready to go. Only — -------- $2,494 
16* Outboard Charger 186. 120 HP. 
trlr, full canvas. 
$4,544 List ------------------Now $3,695 
IT Courier, 120 HP. trlr, loaded 
with extras, full canvas. 
$5,250 L is t___________ Now $3,995 


15’ Bass Runner with 20 
auto electric engine, trlr. 
Only ------------------------------$1,650 
All prices incl. frt.. and completa 
rigging. 
Financing Available 
Service on most Makes A Model* 
VIKING CHRYSLER MARINE 
11-9 p.m. weekday* 
9-5 p.m. Sat A Sun. 
5294511 
319 E. Main 
Roselle, 111 
LARSON 16%’ fiberglass, Johnson 
80 HP motor, tilt-traller. Extras. 
ExceUent condition. 439-2644. 
12’ RUNABOUT. Johnson 33, Tilt 
Trailer, excellent condition. 394- 
2315. Evenings. 
____ _ 
23’ CHRIS Craft, speed boat, trailer, 
motor 40 MPH, revarnished '72, 
$1600. 815-436-2161. 
26’ OWENS 1961, engine overhauled. 
New canvas A cushions. 255-8241 


1967 NORRISCRAFT, 17’ flberglaaa 
boat with 80 HP Mercury motor, 
electric starter and battery, trailer, 
$750. 537-5972. 


622— Travel and Camping 
Trailers 


618— Sporting Goods 


TENNIS racket stringing, pro, 24-hr. 
service. Aspen Ski A Sport, 201 
West Wing, Arlington Heights, 394- 
2232. 


620— Boats 


19* TRAVEL TRAILER 
Asking 
$1,750. 
1965 
BANNER. 
Fully self-contained, extra lg. pro­ 
pane 
tanks, 
switchover 
valves, 
anti-sway Reese hitch & side can­ 
vas canopy. New tires, used only 
one summer, brakes, travel cano­ 
py. Immaculate condition. 
437-7581 9 a.m.-6 p.m. 
437-1137 after 6 p.m. 
1971 TENT trailer. Sleeps six. $1195. 
359-3951 


19’ CLASSIC. Full canvas lop and 
Mooring cover. 165 Mere I/O, with 
trailer. 255-9086. 
15%*’ Mirocraft with 35 HP Evtn- 
rude & trailer, accessories Includ­ 
ed, 259-2827 evenings. 
13’9” 
SCORPION sailboat. 
Fiber­ 
glass hull. Crated — never used. 
$600. 439-6098. 
5 ’ 
FIBERGLASS 
Starcraft” 60 
horsepower Johnson motor, can­ 
vas cover. Gator tilt trailer, all ski 
equipment. 253-4445 after 4:30 p.m. 
TWO 14’ fiberglass runabouts. Trail­ 
ers, motors, covers. 358-2674. 


1972 25’ ON tandem, fully self-con­ 
tained, A/C, twin beds, tub, show­ 
er. Must sell, 882-2018 evenings. 
1970 COACHMAN 23-ft sleeps 6, self 
contained, a/c, spotless. 882-8546. 
1970 
STARCRAFT 
Starm aster 
6, 
stove, ice box, sink, closet. 392- 
4096. 
SELF-Contained travel trailer. IT. 
Bathroom, heater. Excellent con­ 
dition. $1400. 394-8194. 
1971 TENT Camper, sleeps 4, exc. 
cond, eau 296-5995. 
18’ MONITOR self-contained, sleep* 
6, A/C, extras, 358-6926, Palatine. 
’69 APACHE Eagle. Fantastic condi­ 
tion. $595 or best offer. 392-6077. 


623— Recreational Vehicles 
623— Recreational Vehicles 


GROOMING ALL BREEDS 
BOARDING - Dogs or Cots 
W e feed your home diet 
Individual 19 ft. runs 
Joy's Doggie Parlor 
Pickup & delivery available 
5 3 7 - 5 9 6 8 


MARQUISE engagement and wed- 
■ ding band set, 3/4K, $200 or best 
offer. 
(Insurance appraised, $500 ) 
332-7994 before 5 p.m. 


NEW 
Paxton 
super 
Ford. 359-1109. 
charger 
for 


ITS, 383 high rise manifold 
ly Roadrunner or GTX. An- 
int mags, $5 each. Hurst 4 
nkage. Call 637-3476 ask for 


THERMO-KING 
tioner, used I 
5960 after 4 p.m. 


auto 
air 
condi- 
summer, $65. 394- 


AUTO air conditioning compressors 
Tecumseh, 
complete, 
used, 
$10. 
358-4553 


544— Repairs 


TRAINED MECHANIC 
do tune-ups, oti changes and 
mechanical work. Also does 
ng out and simonizing & blue 
ling in my garage. Will also 
tailing and touchup work. All 
guaranteed. Phone after 5 


" W A N T A D S " 


8’ CABINET kitchen 
$75. 
Spray 
gun. 
FREE 
with this ad 
I Gallon of 
CEILING LATEX 
with any $25.00 
WALLPAPER PURCHASE 


Discount Prices 
on 50,000 
current patterns 
DECORATOR’S 
PAINT CENTER 
394-0630 
Open Mon. A Fri. eves, ’til 9 
Corner of Palatine A 
Windsor Rds., Ari. Hts. 
one ad per customer 


sink complete, 
$90. 
439-2298. 
PING pong table. 5/8” regulation. 
Like new. $30. After 4 p.m., 359- 
2156. 
TWO Early American chairs; kitch­ 
en chairs: one Imported crystal 
candelabra. 392-3769. 
LINDSAY water softener, 
rebuilt. 
$95. 358-4553. 
GE Refrigerator-60 lb. freezer $60. 
Whirlpool 
washer $15. 
Sectional 
sofa $50. Sofa $35. Lawnmower $40 
[C L 3-9365. 


GARAGE SALE 
Dining rm. set, dresser k 
chest, end tables. 6-yr. crib. 
Dishes, glassware k much, 
much more. Thurs. Fri., Au­ 
gust 24th, 25th, IO a.m. - 6 
p.m. 113 E. Long Grove Rd., 
Barrington. 


FOUR FAMILIES 
Home accessories, misc. A ma­ 
ternity clothes. Books, toys, chU­ 
dren’s furniture, gerbils A acces­ 
sories. Rug remnants. 
704 Slingerland Drive 
Schaumburg-(Weathersfield) 
3-5 Fri.-Sat.-Sun. 


AUGUST 24th - 25th - 26th. Furni 
tore, toys, light fixtures, clothing 
household items. 223 Tlmberhill Rd 
Buffalo (Strathmore) 
HOUSEHOLD 
items 
A 
furniture 
some antiques, Aug. 26, ll a m. - I 
p.m. 281 S. Warrington, Des Plaines. 
MULTI Family. Friday - Saturday 
10- 4, 103 W. Freeman Rd., Win 
ston Knolls, Hoffman Estates. 
103 WILDWOOD, Elk Grove Village 
Much furniture, Friday, Saturday 
five family sale. 
_ _ _ _ _ _ _ _ 
EVERHTING must go. Furniture 
apt. size refrigerator. 8/24, 8/25, 
8/26. 
169 
Glendale 
Rd., 
Buffalo 
Grove. 
THURSDAY to Saturday 
clothes 
misceUaneous items. 515 N. East­ 
wood, M t Prospect. 
__________ 


KENMORE console sewing machine 
$40, 45 piece set Noritakc China 
$60. Portable Honeywell Elec. Air 
cleaner $65. boy’s 3 sp. Schwinn 
bike. $45. Table lamps, end tables.l 
much miscellaneous $7.50 - $25. All 
excellent condition. 255-5540 
SET of 24 Colliers Encyclopedias, IO 
Jr. Classic books, 4 Child care A 
Guidance books. 3 year* old, $300 or 
best offer. 541-2455 
20” LAU window fan, wagon wheel 
lamp, Honda 160cc with extras, 
Woodard wrought iron porch furni­ 
ture, one studio couch. 397-1086. 


MOVING SALE 
Sofa, white wrought Iron dineete 
set. 12’ round olive green rug, 3 
bedroom chests, 3 captains chairs, 
washer, 
dryer, 
refrigerator, 
ce­ 
ramic 
coffee 
table 
and 
mis­ 
cellaneous. August 25th, 6 p.rn. - 9 
p.m. August 26th, 9-3. 439-2059 - 
439-8497. 


August 24th, 25th, 9-5, 
804 W. Busse Ave., 
Mt. Prospect 
Wicker bassinette, dressing table, 
other baby items. Size 5 matern­ 
ity, regular clothes. Eureka vacu­ 
um. Swim pooL Polaroid camera, 
jewelry, pictures, artificial flow­ 
ers, greenery, misc. 


BA SEM EN T sale — many usable 
household goods, clothing, snow­ 
blower, ping-pong table. You name 
your price. 105 Essex, Tower Lake. 
Barrington, 526-6461._____________ 
M ULTI-fam ily. Fri. Sun. 9 - 5. 715 
Jill Ct. Des Plaine*. 
COMPLETE 
Aquarium 
including 
fish, tables, misc. Aug. 25. after­ 
noon. All day August 26. 27. 1337 S 
Evergreen, Arlington Hts 
LOADS of furniture. 1802 Burning 
Bush Lane, M t Prospect. 25th- 
26th-27th. 
AUGUST 25th - 26th. % mile east 53, 
K mile west Arlington Hts. Road, 
o f f 
B iesterfield . 
2972A 
Lincoln. 
T o o l s , 
outboard 
motor, 
mis- 
cellaneous. 956-1024. 
__________ 
MULTI family. Thursday - Friday. 9 
- 3. 73 Forest Ln.. Elk Grove Vil­ 
lage. Good junk 


IRISH SETTER 
puppies - AKC - 6 wks. 
Excellent temperament and 
GREAT HUNTING 
BLOODLINES 
(Dam k Sire on premises) 
$125 
697-4511 
PURE Bred Beagle, Labradors, 
Malamute. 
Shepherds, 
Standard 
Poodle. Good mixes representative 
most breeds can fulfill all your 
doggie needs. Cats too. For adop­ 
tion. App. homes. Nom. fee. Visit 
1-5. 
ORPHANS OF THE STORM 
2200 Riverwoods Rd. 
Deerfield, 111. 
KITTENS for love. CaU 359-6537 or 
729-6700 Free — 2 male, 3 female 
BASSETS — 7 weeks, tri-colored, 
champ sired, $50 A up. CL 3-1050. 
BEAUTIFUL 
kittens. 
Black, 
tor­ 
toise-shell. 6 weeks. 392-6236 after 
6 p.m. 
GERMAN Shorthaired Pointer, W- 
male. 16 months, AKC, $70. 593- 
7938. 
MALE Cat free to good home. 541- 
3665 after 6 p.m. A weekends. 
CHIHUAHUA — Male, 8-wks. $35 to 
good home. 296-1539 
SHETLAND Sheepdog, male, sable 
A white, AKC, Champion sired. 8 
weeks. Paper trained. 668*4258 
KITTENS to give away, 
old, trained. 358-4356 
8 weeks 


R€CR€ntional vehicles arc on the move! 
4m 
CAMPING TRAILERS 
TRUCK CAMPERS 
TRAVEL TRAILERS 
MOTO* HOMES 
S«« (ham at your local d*ai«r today. There'* a vehicle designed to fit every budget. 


J. D. Trailer 
Hitches, Inc. 
Trailer Hitch 
Specialists 


Keese, Eaz-Lift, Dryw-Tite Hit­ 
ches, 
Sway 
Control*, 
Tran*- 
mission 
Coolers, 
Car 
Trailer 
Wiring Hook-Ups and related 
accessories. 


Safety Chain Hook-Ups & 
Trailer Brake Service 


653-7048 


26 W. 115 St., Charles Rd. 
Wheaton 
8 a.m. to 5 p.m. 


8-12 m u. 
.ClosedSun. 


73's Are Here! 


Starcraft Tent Trailers ‘ 
McGregor Toppers 
King of The Read & 
. 
leer Toppers 4 Coaches 


Access., Soles I Service 
Open 7 doys o week 


FREUND CAMPERS 


1701 W. Rte. 120 


I Vt miles East Of McHenry 


815-385-6333 


VIKING 
- VILLAGE 


S 
c a m p i n g 


106 Acres 
Lease Lots & Overnight ■ 
Save on Winter Storage 
with a Lease Lot. Over 
300 lots to choose from. 
Year round activities. New 
modern Lodge, with office, 
store, gam e room, private 
adult lounge, tile 
bath­ 
house, laundromat. Fish­ 
ing, 
Swim m ing, 
Snow­ 
mobiling. 


LOCATED AT NORWAY 
On Route 71 


I mile west on River Rd. 
RFD No. 2, 
Sheridan, III. 60551 


• PH: 815-496-2405 


CAMPER 
RENTALS 
BY THE 
.. 
Uay, Week, Month 
JIM WHALEN 
FORD-ELGIN 
1045 E. Chicago St. (Rf. IP ) 
741*7500 


B & B Trailer Sales 


• STEURY CAM PERS 
• M A N O R ET T E& A V EN G ER ; 
Travel Trailers 
• • TRUCK C AM PERS 
ROUTE 47' 
HUNTLEY 
669-5448 


CALL 394-2400: 
Ext. 364 
for space 


STARCRAFT, 
Starm aster 
8, 
tent 
trailer, excellent condition, many 
extras, $1,000. 724-9375.____________ 
’66 RICHARDSON. Air, skirts, wash- 
er. $3,800. “ 
3264. 
Must 
>e moved. 894- 


632— Gardening Equipment 


654— Personal 


PENNINGTON 
48” 
rotary 
riding 
lawnmower, $250. FL 8*3022. 


TORO Rider trailer, was $340, usdfl 
two weeks, $195. 394.2600. 


ROSEMAN gang reel mowers, 30’ 
reel pull type for golf course and 
airport use. Five units take 120’ 
cut. Good condition. Sharpened and 
ready to go. $1,000. 438-2706. 


>34— Office Equipment 


NORWEGIAN Elkhound pups, AKC, 
champion sired, 
3 male, 2 fe­ 
males, 358-3594. 


1859 VERMONT St., Rolling Mead­ 
ows. August 25th, 26th, 9:30 - 4:90 
p.m. ___ 


BRITTANY 
Spaniel 
Pup. 
Male, 
Champion Blood Lines, 296-2589 
SIAMESE kittens, 
IO weeks old, 
Sealpoint, 
champion 
sired. 
$35. 
437-1547. 773-1836. 
AQUARIUM — 50 gal. All acces- 


USED: Files — Desks 
• Chairs • Bookcases 
• Shelving • Tables 
OFFICE EQUIPMENT SALES 
5 South Pine, Mt. Prospect 
259-9099 
Mon. thru Fri. 8-4; Sat. 10-2 
CLOSING office — Used office fumJ- 
ture and equipment for sale. 110 
South Dryden Place, Arlington Hts. 
255-5220. 
MUST sell at wholesale! Moving 
New and used office equipment. 
Call now! 455-0175. 


654— Personal 


“DRINKING Problem?” AlcohoUcs 
Anonymous, 359-3311. Write Box 
8/25 8/26, 9 - 4, KNICK-KNACKS A sories 
plus 
discus. 
$200. 
Mis- 
antiques. 110 E. Wood S t 
(% Ceilaneous $1 to $50. b76-3526 after 6 J-44, care Paddock Publication*. Ar- 
block west of Palatine High) 
______p.m. 
lington Heights.____________________ 


$1,000 REWARD 
No questions asked for the re­ 
turn of guns taken in August 
burglary in Prairie 
View, 111. Reply 
Box J-16 
c/o Paddock Publications 
Arlington Heights, 111. 60006 
ACS/ABORTION 
Counseling— SerT 
vice. Free counseling on safe le­ 
gal, low cost abortions. FREE preg- 
nancy test*. 725-0200. 
Dr iv e r to West Coast will take I 
riders. 358-0082. 


658— Entertainment 


FOLK Singers, have guitars will 
travel. Also rock, folk, blue* group 
available. All occasions. Can Kevin 
676-3526. 


•aaJa rn aa*. U Wt. m in. ar .ta rn a l. 
at 
An*. WW* a—wi. Acy ca. ta 
• V I •< 
hawk. T „ «ay ha ,lr«na4 


Take stock in America* 


Now Bonds pay a borith ^maturity 


- 0 — W A N T ADS 
P A D D O C K PUBLICATIONS 
T h u r s d a y , A u g u s t 24, 1972 


660— Business Opportunity 
660— Business Opportunity 


TEXACO SERVICE STATION 
FOR LEASE 


Northwest Highway and Emerson, Mount Prospect, HI. 
Good gallonage. Paid training 


For information contact 


Mr. Terry Terchin 


Days 
Evenings or Weekends 


437-2600 
882-5821 


TEXACO 
STATION FOR LEASE 
« Excellent opportunity for man 
J with experience. Rand & Mill- 
• er Roads, Lake Zurich. Call: 


GAARE OIL CO. 


700—Furniture, Furnishings 


358-0226 


Between 9 a.m. 
5 p.m. 
I WANTED: B arber to start jwn shop 
4! In Buffalo Grove. Les. 675-0900 


670— Lost 


#SAD family lost white female Toy 
I 
Poodle, orange Dow In hair, an­ 
sw e rs to “ M artini" missing since 
’W ednesday morning, vicinity of 83 & 
.Dundee. Reward. 541-1235 
^LOST. Gray plaid suitcoat. Princely 
, 
brand. Arlington P ark Towers Ho­ 
s tel or vicinity. Reward. 259-0943. 
*$LACK & White Springer Spaniel A 
0 * Beagle vicinity Palatine 
•Rew ard. 359-4361, 455-2S92. 
“Daisy. 


*MEN’S 
black 
briefcase, 
vicinity 
I 
Oakton & Center St. Reward, 824- 
J5233 
% MISSING, 
large 
Malamute-Collie 
H 
P r e d o m i n a n t l y brown, ex 
^ceptionally friendly. Prospect Hts 
4259-5378 
'BEA U TIFU L brown neutered m ale 
. • Burm ese c a t Vicinity Northpoint, 
• Arlington Heights. Reward. Fam ily 
♦ very heartbroken. 253-1951. 
J LOG lo st Black Beagle - Fox ter- 
I« rter male, 
30" 
long, 
20” 
high 
I Nam ed 
Solo, 
Vicinity 
TWA 
JO ’H are Airport. HOO reward. 784- 
*6580. 


672—Found 


FOUND six weeks ago. 
Beautiful 
adult cat with collar. Vicinity of 
St. M ary’s Parkway. 537-6903 


676—Cameras 


OPAQUE overhead projector, 2 yrs 
old. $85. Excellent condition, min 
im urn use. 882-3450. 


684— Clothing, Furs, Etc. 
(Used) 


LEOPARD and leather coat. Valued 
at $500. Size 7. Reasonable offer 
Assorted miscellaneous clothing. 394- 
8756. 
SILVER blue, fox stole, $125. Cus 
tom m ade. 298-4271. Des Plaines 
area. 
30 M EN’S suits, size 42 - 44 ; 50 
shirts, 
16%; 
shoes; 
ties, 
etc. 
Ladies cocktail and street dresses. 8 
- IO; coats. All in excellent condi­ 
tion. 541-2578. 


690—Auction Sales 


AUCTION 
Gilbert’s Auction B am 
Rt. 72, Gilberts 
Sat. Aug. 26 at 12:30 
Sun. Aug. 27 at 12:30 
New plumbing & building m ate­ 
rials incouding doors, sinks, w o r k 
benches, plastic plumbing fixtures, 
nice 
household 
furnishings, 
an­ 
tique 48" square oak table A six 
m atching chairs, other sm all an­ 
tiques. 
At the tim e of this auction, we will 
also have an estate from Geneva 
with very nice pieces of antique 
furniture, dishes, & clean house, 
hold furnishings. 
428-1428 
Auctioneer, Howie Schultz 741-8412 


SPECTACULAR 
TRIO WEEKEND 
An 
abundance of 
luxury, 
with 
b u d g e t 
bargains. 
Magnificent 
QUEEN ANNE. BAKER. MASTER 
CRAFT. 
FANCHER, 
KITT EN­ 
GER, DREXEL A HICKORY, oil 
paintings, 
antiques, 
tapestries. 
Oriental kakamona. player piano 
& collectibles of every kind. 
+ 
clothing A miscy. Sales too full to 
list. 
SALE I — Fri. Aug. 25, IO a.m.-4 
p.m. & Sat. l l a m. to 2 p.m., 1024 
EASTWOOD, GLENCOE. 
(Dundee to Skokie Ridge, turn N. 
& bear right to Sunset, E. to East­ 
wood then left to house) 
SALE 2 — S a t Aug. 26. IO a n*.-4 
p . m . , 
6 4 0 
R O B I N 
LANE. 
GLENCOE. (Dundee to Grove, S. 
I % mi. to Robin Lane). 
SALE 3 & 4 — Sun. Aug. 27th. 
(Double-header a few blks. apart) 
IO 
a . rn ..4 
p.m., 
6626 
MIN­ 
NEHAHA. 
LINCOLNWOOD. 
(Ci­ 
cero to Pratt, W. to Minnehaha, 
turn south) meanwhile down the 
rd. . . 
10:30 to 4 p.m. 6815 N. 
K E N T O N . LINCOLNWOOD. (4 
blks. E. of Cicero, cor. P ra tt A 
Kenton) 
All great sales. No. % hr. before 
sale time. 


PHYLLIS REIFMAN 
“TRIO” HOUSE SALES 


700— Furniture. Furnishings 


NINE piece limed oak dining room 
set with table pads, excellent con­ 
dition. $250. 529-2498. 
FRENCH 
Provincial 
living 
room 
and dining room suite. Also Dan 
Ish-modem bedroom set. Misc. ta 
hies and lamps. 
Excellent cond! 
tion/reasonable, 894-5949. 
NEW swing set. $30; Italian Provin. 
cial bedroom se t king size head­ 
board. $700; desk set. $150. 894-0384. 
ANTIQUE 
desk, 
sofa-bed. 
walnut 
dresser. Call 537-4218 after 6:30 
p.m. 
M E L O N 
w a 11-t o.wall 
ca rp et 
15’8’’xl3'8’’. thick pad included, 3 
weeks old. husband drafted, $175. 
692-4206. 


760—Antiques 


I 
T 
M 


It's antique hunting time! See 


es for yesteryeor treosures. 


OFFDtWG THE MOST COMPLETE SELECTION Of 
Job Opportunities; 


YOUR GUIDE TO SECURITY . . . THROUGH EMPUJYMEN1 


CARPETING, used, good condition, 
gold, nylon 50c per yard. 394-2600. 


710—Juvenile Furniture 


CRIB, 
playpen, 
buggy, 
stroller, 
bathinette, car bed, $3 - $15. 824- 
3936. 
PORT-A-CRIB 
$12.50. 
Dressing 
table 
$5. 
$3.50. Table/chair set 
table $7. Misc. 537-1639. 


Stroller 
$5. 
Jum p 
seat 
$12. Feeding 


720—Home Appliances 


Call for Info. 
432-3107 


KENMORE 
dishwasher, 
one 
year 
old, 
$170; 
Westinghouse 
12,000 
BTU A/C, new, $180. 397-7207. 
HOTPOINT refrigerator. White. 15 
cubic feet. $35. Cash only. Call af 
ter 4 p.m. 437-4211 
5,000 - 8,000 AND '.8,000 BTU air 
conditioners, 5 and 8 new, 1 8 - 3 
years. 882-0984. 
DELUXE model air conditioner, like 
new, 14,500 BTUs, 230V, $175. 299- 
4262. 


. Pier Mirror, G randfather 
Clock, Walnut Chests Ak 
Dressers., Etc. 


PETERS 
A N TIQ U E ACRES 


S H I RidgcfUM RU. 
Noftfiwtst «< Crystal M a 
I0a.at. 5y ai. Ikmi Saa. 
(OIS) 450.2055 


815— Employment Agencies 
i815— Employment Agencies 
Female 
I 
Female 


ANTIQUES 


L a r g e selection 


o f fu rn itu re 
Richmond, Illinois 
Routes 12 & 173 
12 SHOPS 


ANTIQUE SALE 
Glass, China, statues, clocks, fur* 
n 11 u r e , copper, brass, desks, 
primitives. 
DEALERS WELCOME 
5 S. Pine, ML Prospect 
259-9099 
Mon. thru Fri. 8-4 Sat. 10-2 


CHRYSLER 
Alr-Temp 
air 
cond! 
tioner, used I season. Casement 
stvle. 
115 volt. 
7.500 BTU. 
$125 
358-1888. 
SEARS Coldspot side by side refrig­ 
erator with ice m aker $175. West­ 
inghouse w asher $35 A gas 
dryer 
$50. Mangle $15. 253-2010 days, 255- 
1002 nights. 
NORGE IO cubic foot chest type 
freezer, perfect running order. $35 
or offer. 392-6174. 


REAL VALUES 
Light Green Top Quality Wool 
Servana Rugs 


ll’8”xl5’ 
5’7’x8’ 
with padding $175 
with padding $100 


or both $250. CL 3-7731 
MUST SELL SUNDAY 
Hoffman Estates 
floors of furniture, patintings 
New $1200 couch - sell $350. New 
$400 
Americana 
40 volume 
en­ 
cyclopedia - sell for $85. Walnut 
$600 bdrm. set sell $150. $300 kit 
set - $85. 1970 Monte Carlo like 
new $2250. Many, m any others. All 
m ust go by Sunday. Call B arring­ 
ton 639-5427. 


MUS ? SEE 
GE frost free refrigerator, $150 
ping pong table, $25; Henredon 
dining room table, 4 chairs, $100; 
diamond rings; 
roll away bed; 
youth bed; croquet set. Best offer. 


945-4879 


PIECE Howell Colonial kitchen 
set. Excellent condition. 537-S'<07 
BEDROOM Set — double dresser 
and m irror, chest night stand 
double 
bed, 
bookcase 
headboard, 
complete. Good condition, $100. 392- 
6993. 
LIGHT oak 
double 
dresser, 
$30 
brass headboard, $10. 894-5531 
BEDROOM 
set $45, 
lounge chair 
$15. 
colored 
T V $50. 
drapes 
/spreads $10, rugs $3-$10. 827-2969 


STEREOPHONIC Hi Fidelity record 
player, autom atic, used 2 months 
358-0992. 


AIR conditioner, 
5,000 
BTU, 
$65 
25” Packard Bell color TV, console 
modle. $175. or best offer, 439-2015 
after 12:30 p.m. 
FRIGIDAIR refigerator 16.6 cubic 
ft., used I year, $150. 439-7344 af­ 
ter 5:00 p.m. 
NEW and used items. Couch, queen- 
size bed, 
coffee table, 
bedroom 
set, large drawing board. 
397-7741 
after 6:30 p.m. 
MODERN sofa A love se a t mink 
color, $200 complete, 882-3130. 
SPANISH sofa — olive green, good 
condition. $75 or m ake offer. 389- 
0769. 


700— Furniture, Furnishings 


FACTORY 


Mattress & Furniture 
Carpet Close-Outs 
375 Braod New Mattresses, 
Box Springs 
$19.95 ea. 


35 Brand New Sofa Beds 
(opens to full sz, matt.) 
$109.95 ea. 


12 Brand New Recliner Chairs 
$39.95 aa. 


27 Brand New Bunk Bed Sets 
$49.95 3a. 


100% Dupont Nylon ,_.$2.99 sq. yd. 
100% Nylon S h a g 
$3.99 sq. yd. 
100% Nylon Rubber Back Tweed 
$3.99 sq. yd. 


100% Polyester 2“ Shag 
$4.99 sq. yd. 
Carpet padding special 69c sq. yd. 


LENNY FINE, INC. 
1429 E. Palatine Rd. 
Arlington Heights 


Exit Windsor Dr. 
253-7355 


Open 6 days — Mon., Th., Fri. 
10-9. Tues. & Sat 10-5:30 
Sun. 12-5, Closed Wed. 


TWIN Size white canopy beds, per­ 
fect condition, $50 each, rwin siz­ 
ed headboard, 
M editerranean, 
$10. 
541-0280. 
TEXTURED wool carpeting, 
foam 
padding for 13x15’ 
room. 
Light 
grey. Like new. $50. 358-7840. 
TWIN Bed, 
Maple, 
includes m at­ 
tress, box spring. Good condition 
$35. After 6 p.m. call 593-6446. 
KING m attress, electric dryer, de­ 
luxe dishwasher, recliner, 21” TV. 
pool 
filter, 
gym 
set, 
Christm as 
trees, child’s electronic organ, pool 
table, 437-0899. 
GE oven, kitchen cabinets, w alnut 
dresser, Stauffer exercizor. Rea­ 
sonable. DU 1-4079. 


FABULOUS 
PRIVATE SALE 
In suburban luxury condo on lake. 
Call now, to m ake appt, for sale. 
Tues. Aug. 29 & Wed. Aug. 30. 
Can 432-3107 
Entire contents of plush interior 
decorator a p t m ust be sold in 2 
days, incl. Signed Tiffany Shade, 
antiques, sable stole, custom c rp t 
A drps., plus, plus. 
PHYLLIS REIFMAN 
“TRIO” HOUSE SALES 
Call for Info 
432-3107 


CLEARING OUT FURNITURE 
IN 3 
MODEL HOMES 


Must sacrifice. Will separate 
by piece or room. We will 
beat any price. 
Mattresses 
$22, lamps $12, dinette sets 
$69. Delivery arranged. Open 
daily ll a.m. 


255-2060 


want Ads Solve Piobiems 


EARLY American m aple dresser. 
ch est (form ica tops), headboard 
A fram e. G reat condition $100. 882- 
1978 
MAPLE dining room set. harvest 
table, 
deacons bench, 
2 chairs, 
639-5293 
THREE piece sectional needs recov­ 
ering. $30. Call after 5:30 week­ 
days. 392-5156 
__________ 
HUTCH Cabinet $80. 
White chest 
$70. Desk and chair $40. Cherry 
cocktail table $20. 259-8630 
GREEN 
nylon 
carpeting, 
in 
ex­ 
cellent condition, m ake reasonable 
offer, call after 6 p.m., 358-6443_____ 
96" ORANGE and gold striped sofa. 
Good condition. $65. 394-9851. 
MOVING 
— 
Furniture 
Bargains. 
Two tan floral wing chairs. Like 
new $60. 
Green overstuffed arm ­ 
chair $25. Glasstop mahog. coffee 
and end table $5 each. Mahog. tele­ 
phone table and chair $8. Two m a­ 
hog. sectional 3-shelf bookcases $10 
Grey letter size steel filing cabinet 
2’x26" $25. CL 3-7731. 


BUILT-In Tappan dishwasher, $40: 
Kelvlnator 
refrigerator. 
freezer 
top, 16 cubic foot, $50. Both in work­ 
ing order. 439-9324. 


ANTIQUES 
FLEA MARKET SALE 
Sun.-Aug. 27 11-4:30 
Town Hall - Lower Level 
Randhurst-Rts. 12 Ak 83 
Mt. Prospect-Admission .50 
392-0383 
253-9117 
I admission with this ad. 
MOVING: Victorian lyre base m a­ 
hogany card table. $140. Pillow 
back chair $125. Cutglass and Havi-| 
land china. 392-7734. 


SMALL OFFICE 
HI WEEKLY SALARY! 


4 person sales ofc. Everyone 
pitches in to take salesmen 
messages, type billings. Check 
inquiries, write orders, take 
turns at reception desk. Free 
IVY. 
7215 
W. 
Touhy, 
SP 
4-8585. 1496 Miner, Des Pl. 
297-3535. 


RECEPTIONIST 
LEARN SWICHBOARD 
$590 MONTH 
One of the top companies in 
the country needs a recep­ 
tionist 
for 
their 
suburban 
branch office. The building is 
new and the offices are gor­ 
geous. If you are an attractive 
gal with light typing and a 
good phone voice they will 
train you to this simple, not 
too busy switchboard. Free. 
MISS PAIGE 
9 S. Dunton 
394-0880 


GIRL FRIDAY 
Top executive with centrally 
located offices needs a smiling 
girl to: 


SECRETARY 
NO SHORTHAND 
To $625 Month 
Suburban 
firm 
needs you. 
Sales manager hates to dic­ 
tate. FREE 
394-1000 
HALLMARK PERSONNEL INC. 
800 E. NW Hwy. 
________Mt. Prospect 


TRAINEE-BILLER 
To $500 MONTH 
If you type accurately — here 
is your start. Plush suburban 
f i r m needs accuracy not 
speed. FREE 
394-1000 


HALLMARK PERSONNEL INC. 
800 E. NW Hwy. 
________Mt. Prospect 


812— School Guides 


TYPE 
Put together stupid reports 
Juggle the petty cash 
Fin t h ..................... 


RECEPTIONIST 
Northwest suburban financial 
firm needs you. Greet cUents, 
answer simple CaU Director 
— light but accurate typing 
and figure ability a plus. 
394-1000 


HALLMARK PERSONNEL INC. 
800 E. NW Hwy. 
Mt. Prospect 


KENMORE w asher and dryer. Gas, 
white, good condition. $70 for both. 
827-0709 
COLDSPOT refrigerator. Good run­ 
ning condition, ll years old, $35. 
253-4278. 
NORGE 
washer, 
dryer, 
condition. 398-0154. 
excellent 


KENMORE electric dryer, 3 years 
old. 
Perfect 
working 
condition 
Three 
speeds. 
Automatic 
setting. 
$65. 259-4525. 
BEST G.E. Dishwasher, Coppertone 
clapboard top. convertible to cabi­ 
net model, excellent condition, $100. 
Hotpoint A/C, 8000 BTU, excellent 
condition. $60. 394-9010. 
UNCRATED, new GE, 23,000 BTU 
air conditioner. 220V, window unit. 
$295. 956-0300 


730— Radio, T.V., HiFi 


NEW 1973 BIG NAME 
TV’S - STEREOS 
Anything electronic at wholesale 
prices. 60 w att stereo receivers 
$39.95 ; 2 way air 
susp. 
spkrs. 
$19.95 p r.; 1973 — 18” color TVs 
$369.00; 25” solid state color TV 
consoles, $479.00. 
537-1926 


THE FOREST HOSPITAL 
Post Graduate Center 
in Des Plaines is now accept­ 
ing applications for the eve­ 
ning social therapist training 
program. This one year grai 
uate program involves com­ 
prehensive training in group 
systems, group leadership and 
community mental health ser­ 
vices. Graduates receive 15 
hours of graduate credit and 
are guaranteed job placement 
in the mental health field. A 
college degree is a pre-requis­ 
ite for entering the program 
and applicants are involved in 
extensive screening. For fur­ 
ther information, call 827-8811, 
ext. 272. 


WOLLENSAK reel to reel tape re­ 
corder. Model 1280. $80. 253-7339 
GRUNDIG M ajestic cabinet model 
stereo, 
dual 
speakers 
and 
ear­ 
phones. Best offer. Call after 5:30 
weekdays. 392-5156 
22” MOTOROLA Q uasar - 72 model 
BW Portable with stand. Original 
carton. Never used. $200. Phone 6-8 
D.m. 359-7416. 


740—Pianos, Organs 


CLEARANCE! 
CHOOSE FROM 100’s 


ORGANS-PIANOS 
SAVE $200 • $500 


NO PYMT. TIL OOT.! 


SPINET PIANOS 
REG. $695 
NOW $495 


CONSOLE PIANOS 
REG. $1075 
NOW $695 


GRAND PIANOS 
REG. $1915 
NOW $1395 


SPINET ORGANS 
REG. $495 - $1500 
NOW $295 - $995 


THEATRE ORGANS 
REG. $1295*$2000 
NOW $995 - $1495 


3 DAYS O N LY! 
i'RI 
0-9 
SAT. 
10-5 
SUN. 
10-6 


RECLINER Chair $35, yellow arm 
chair $25. gold upholstered bed 
room chair $20. flowered slipcovered 
chair $5, 2 (5) draw er chests $20 
each, 2 sets (4 pieces) 
matching 
leather luggage. 2 pecan end tables, 
w /glass tops, $7.50 each, croquet set 
$2, etchings. 392-0952 days or 397 
1311 evenings. 
COMPLETE furnishings of I 
bed­ 
room apartm ent for sale. 398-0608 
or 392-8084. 
GOLD sofa, $75, red plaid chair and 
ottoman. $45, Black cocker. 
$40. 
9x12 red and black shag rug, $50. 
358-9069. 
W H I R L P O O L Frost-free refrig­ 
erator, 
coppertone, 
$150. Walnut 
Provincial buffet, $80. 537-6328. 


NAYLOR’S 
1850 Waukegan Rd. Glenview 


ANTIQUE pump organ 
358-0260 after 4 p.m. 
very old. 


HAMMOND E verett spinet organ, 
excellent condition, $350. 437-7611. 
UPRIGHT 
pianos. 
Excellent 
me­ 
chanical 
condition 
and 
appear­ 
ance. Best offer. 259-8943. 


741—Musical Instruments 


ELECTRIC dryer, 
$45. 
Mahogany 
drum table, $25. End table. $10. 
Dishwasher, $35. Range A cabinet, 
$40. Oven, $30. Sink, $25. Ping-pong 
table, $20. TV, $20. Chrome kitchen 
s e t 6 chairs, $45. Miscellaneous. 392- 
9275. 
DANISH 
modem 
sectional /com er 
table, $75. 3 chairs, coffee table, 
$75. (Black/brown tweed.) 327-706j3 
QUEEN size m atress, new, never 
used. $65 cash-carry. 439-9194. 
MODERN Dining room set complete 
$225. Piano $85. W asher-dryer 2 
years $150 each. 255-7218 
ORANGE couch $25. Formica table 
$8. Dinette set $20. 439-3866. 


GUITARS ic AMPS 
VIOLINS, FLUTES. DRUMS 
1,000’s of New & Used 
All Brands A Models in Stock 
Folk Guitars - $12 A Up 
Private Lessons - Rentals 
THE SOUND POST 
101 W. Prospect Ave. M t Pros. 
259-0470 
I Blk. West of Routes 14 & 83 


Job 
Opps. 


the boss’ inkwells 
• Keep your sense of direc­ 
tion since the boss loses his 
• Unplug the coffee pot at 5 
• Good starting salary, hut 
you’ll have to fight for 
your raise in 30 days. 


For an interview come in or 
call Chris Green 


397-7000 


CARLTON ASSOCIATES, INC. 
WALDEN OFFICE SQUARE 
SCHAUMBURG, ILL. 60172 


RECEPTION-TYPING 


WORK WITH “SPECIAL” 


KIDS $515-$530 


You’ll be receptionist in ad­ 
mitting. Do detail for doctors 
who help needy kids. Set dates 
for guardians to bring kids in. 
Type reports. Learn it all. 
Typing + desire to help oth­ 
ers qualifies yourn Free IVY. 
7215 W. Touhy, SP 4-8585. 
1496 Miner, Des Pl. 297-3535. 


Secretary To 
Regional Manager 
To $700 Month 
He travels so you help make 
all decisions. Suburban loca­ 
tion. FREE. 


394-1000 


HALLMARK PERSONNEL INC. 
800 E. NW Hwy., Mt. Prospect 


PERSONNEL 
$623 MONTH 


You’ll be in constant contac 
with the many employees 
this company, as well as in­ 
terviewing 
and 
getting 
to 
know the new people. Some 
typing (no shorthand) and the 
ability to relate well to others 
is needed. Free. 


MISS PAIGE 


9 S. Dunton 
394-0880 


GEN. ACCOUNTING 


ANNOUNCEMENT 
The Herald Newspaper does 
not knowingly accept HELP 
WANTED ads that indicate a 


Diversified duties, payables, quar­ 
terly returns, payroll, purchasing, 
age 
over 
30. 
FR EE. 
$7300 to 
$10,400. 
SHEETS Arlington 
392-6100 
SHEETS Des Plaines 297-4142 


SECY. $675 
C r e a t i v e boss. Lite S/H. 
Heavy public contact. 
SECY. $675 
Criminal lawyer. Learn to go 
to court! Good skills. 


employers e o v e ^ b y X from | ^ 
7 
j £ 
& 
f uys' 
|820—Help Wanted Female 


AGE DISCRIMINATION 
IN EMPLOYMENT ACT. 
HELP WANTED headings di­ 
rected specifically toward ei­ 
ther men or women are used 
merely for the convenience of 
our readers, to let them know 
which jobs have historically 
been more attractive to per­ 
sons of one sex than the other. 
The placement of an ad under 
a beading is not in itself an 
expression of a preference, 
limitation, specification or dis­ 
crimination Dased on sex. For 
further 
information 
contact 
the Wage and Hour Division 
Office of U.S. Department of 
Labor at 4032 N. Milwaukee 
Ave., Chicago, Illinois. Tele­ 
phone (312 ) 736-2909. 


815—Employment Agencies 
Female 


SECRETARY 
TO FASHION 
COORDINATOR 
If you have an interest in 
fashions, 
enjoy public 
and 
phone contact 
and like a 
p l e a s a n t , creative atmos- 
here, this is for you. Well 
nown fashion house, located 
in suburban area will hire you 
as secretary if you have aver­ 
age skills. Salary related to us 
is $135 week as a minimum 
but indicated a willingness to 
for the right gal. 
ent 
counts on your own purchases. 
Free. 
MISS PAIGE 
9 S. Dunton 
394-0880 


K 
higher for the riel 
_ 
nefits include excellent dis- 


a/: 
Help 
/R, payroll 
LIKE PUBLIC CONTACT? 


LIKE FIGURES? 
head bookkeeper with 
. $110-$! 15. Free. 


Welcome customers into oi 
tometry 
salon. 
Type 
bi 
Free IVY. 7215 W. Touhy, SP 
4-8585. 14% Miner, Des Pl. 
297-3535. 


CUSTOM "200” Amplifier. Custom 
Bottom with 3-15” bass speakers, 
$500, 296-2166. 
UPRIGHT Piano, perfect tone. 
676-3526 
$145. 


VOX % size electric acoustic $60. 
Eko electric acoustic $100. with 
plush 
cases. 
Excellent 
condition 
359-5621. 
AMPEG amp. 4-12” , 200 watts. $400 
or best. 255-1578. 


It’s Fun To Clean 
The Attic When It 
Means Quick Cash! 


DOCTOR 
WILL TRAIN 
RECEPTIONIST 
If you are looking for a public 
contact position, get along 
well with people, can type and 
make a neat appearance, this 
popular suburban doctor will 
train you as his receptionist. 
You’ll learn how to greet 


SECY. $625 
Public Relations. Heavy pub­ 
lic contact. 


IVY JOBS-10% FREE 
7215 W. Touhy 
SP 4-8585 
14% Miner, Des Pl. 
297-3535 


NO SHORTHAND 
SECRETARY. 
$600 MONTH 


You’ll be secretary to the 
manager of the department 
that handles overseas sales. 
Your boss travels extensively 
and you’ll set up reservations, 
{ 
dan itineraries, etc. This is a 
arge suburban prestige com­ 
pany with an extensive benefit 
program for you. Free. 


MISS PAIGE 


9 S. Dunton 
394-0880 


Start Now or Sept. 
ALL LOCAL A FR E E 
Secretaries a ’ p le n ty 
$500-1750 
75 Keypunchers —...............$5004600 
Computer “Clerk” -----------------$525 
Inventory control poster _____$475 
Trainee IBM tape opr _______ $476 
I Girl office-mature •—_______4476 
Receptionist “order desk" — $563 
“Tiger” custom er service $520 up 
Bacteriology lab .................~__.$563 
Copy w riter (retail sales) -----$650 
F/C B ookkeeper 
............ ........$650 
New co.-Ari. Hts., Gen. Ofc. -..$550 
SHEETS Arlington 
392-6100 
SHEETS Des Plaines 297-4142 


$525-$540 
RECEPTION TRAINEE 
FOR BABY DOCTOR 


N.S. Pediatrician says if you 
can type he’ll show you how to 
keep little kids, folks happy 
while waiting. He’ll also teach 
simple dressings. You don’t 
need medical exp. Doctor pre­ 
fers to train you in his very 
own way. Must type. Free 
IVY. 
7215 
W. 
Touhy, 
SP 
4-8585. 14% Miner, Des Pl. 
297-3535. 


SR. ACCOUNTS 
PAYABLE CLERK 


Individual 
to 
perform 
Ac- 
c o u n t s Payable work in­ 
cluding coding expense re­ 
po r t s , balancing Accounts 
Payable invoices and main­ 
taining sales orders. Individ­ 
ual must have over 4 years of 
appropriate experience. Some 
accounting courses preferred. 
Excellent salary ana benefits. 
For interview call: 


298-6600, Ext. 407 


NUCLEAR CHICAGO 


2000 Nuclear Drive 
Des Plaines, Illinois 


Equal opportunity employer 


SECRETARY 


TO VICE PRESIDENT 


Top skills a must, (shorthand 
necessary). 5 day week in­ 
cluding Saturday. 


Call Mrs. Cornell for appt. 
255-7900 


THE BANK & TRUST CO. 
OF ARLINGTON HTS. 


Equal opportunity employer 


PURCHASING CLERK 
Have opening for aggressive 
alert individual with some ex­ 
perience in purchasing depart­ 
ment. Steady work with good 
company benefits. 


CONROTH COMPANY 
2400 Greenleaf Avenue 
Elk Grove Village 
HE 9-2333 


Talk to Salesmen 
Lots 
of 
phone 
action, 
helping 
salesmen check out prices A or­ 
ders. Free. $425. F ast hire. 


ORDER FILLERS 
For greeting cards. 
No experi­ 
ence, good pay. Pleasant working 
conditions. Apply in person. 


HINZ PUBLISHING CO. 
1750 W. Central 
M t Prospect 


SHEETS Arlington 
SHEETS Des Plaines 
392-6100 
297-4142 


VARIETY 
PEOPLE CONTACT 
I «■ 
S 
t s 
a 
$542 mo. to start, more when I tact you re loolang for m Uus 


SEWING INSTRUCTOR 
Professional seam stress or recent 
Home Economics graduate wanted 
to Instruct our students in our 
tewing studio. On the job training 
program provided. For interview 
apply in person. 
THE SINGER OO. 
Randhurst Center 
Mt. Prospect 
Equal Opportunity Em ployer 


you are trained after several 
months. Free. 
MISS PAIGE 
9 S. Dunton 
394-0880 
It pays to deal 
with a professional 
Realtor 


pleasant 
two girl 
regional 
sales office of major corpo­ 
ration. This is conveniently lo­ 
cated in the suburban area. 


Fre*' 
MISS PAIGE 
9 S. Dunton 
394-0880 


RECEPTIONIST 
CASHIER 
Must like figure work. Com- 
>any benefits. 5 day week, 
time. 
ED MURPHY B U I C K 
882-0100 


820-Help Wanted Female 
8 20-H elp Wanted Female 
SALESWOMEN 


DRESSES & SPORTSWEAR DEPT. 


FULL TIME OR PART TIME 
EXPERIENCE PREFERRED 
EXCELLENT SALARY 


COMMISSION ON ALL SALES 
EMPLOYEE BENEFITS & DISCOUNTS 


PLEASANT SURROUNDINGS 


PROFIT SHARING PLAN 


APPLY IN PERSON OR CALL AFTER 12 NOON 
WM. A. LEWIS 


Randhurst Shopping Center, Mt. Prospect 


392-2200 
JCPenney w Woodfield 


NEEDS 
PART TIME WAITRESSES 
HOSTESS 
Benefits include: Employee discount, paid vacation, & holi­ 
days, profit sharing, and company insurance programs. 
Apply in person at Personnel Dept., Mon. thru Sat., 9:30 to 
6:00 p.m. 
JCPenney 


Rts. 53 & 58 (Golf Rd.) 
Schaumburg, IU. 
An Equal Opportunity Employer 


Positions open for full tim e 


S E C R E T A R Y 


C LER K S 
(With Typing Skills) 


SER V IC E A S S IS T A N T S 
(Operators) 


C A LL 827*9918 


2 0 0 4 M IN E R S TR EET 
DES P L A IN E S , ILLIN O IS 


Equal Opportunity Employer 


central telephone company of illinois 


SECRETARY 


Top opportunity available for individual with pleasant per­ 
sonality and good secretarial skills. College ana/or experi­ 
ence necessary. 


Excellent starting salary and benefits at our modern Bar­ 
rington location. 


UARCO INCORPORATED 


West County Line Rd. 
Barrington, III. 60010 
381-7000 


An Equal Opportunity Employer 


AETNA INSURANCE CO. 
O’HARE PLAZA BLDG. 
5735 East River Rd. 
Chicago, III. 60631 


FULL TIME OPENINGS 
• CLAIM CLERK TYPIST 
• TYPIST 
CaU 693-2500, Ext. 214 
or pay us a personal visit 


(We are located West of Cumberland at the corner of 
Higgins and East River Road) 
____________ An Equal Opportunity Employer 


R u b b e r m a i d 


...fastest growing of thorn all 


Distribution Center N o w Hiring 
ORDER PACKERS 


To work in warehouse of distribution center 


A PPLY IN P E R S O N A T 
. CENTEX INDUSTRIAL PARK 
801 Lunt Street 
Elk Grove Village 
Mon. thru Fri., from 9 a.m. * 4 p.m. 


WAITRESSES 


FULL TIME OR PART IME 
No Experience Necessary 


ROMANO'S 


RESTAURANT & LOUNGE 
1396 Oakton Street 


827-5571 
Des Plaines 


w„v A Sell W ith W ant Ads 
Try A Want Ad 


LEGAL SECRETARY 
Part time 3 days a week for 
Schaumburg office. Must have 
experience. Call after 6 p.m. 
894-2411 or write: P.O. Box 
507, 
Hoffman 
Estates, 
111. 
60172 


CLERK-TYPIST 
For sales office. General of­ 
fice duties. Typing required. 
Stenography preferred but not 
essential. All benefits. Arling­ 
ton Hts. area. 
Call 394-3733 


Thursday, August 24, 1972 
PADDOCK PUBLICATIONS 
WANT ADS — E 


45 p.m. 
will 
tr 
a p p l y 


OFFERING THE MOST COMPLETE SELECTION OF 
lob Opportunitie 


YOUR GUIDE TO SECURITY . . . THROUGH EMPLOYMENT 


■CO- Help Wanted Female 
820— Help Wanted Female 
820— Help Wanted Female 


MANAGEMENT TRAINEES 


We are seeking women who are looking for some­ 
thing more than the ordinary in a career. Women 
who are ambitious, intelligent, attractive, mature, 
out-going, enthusiastic, creative Sc fashion-aware. 
Should have degree Sc experience in fashion apparel 
sales or sales supervision. Exceptional opportunity 
for rapid growth Sc responsibility. We are a young, 
fast-growing organization selling todays exciting 
fashions to todays exciting young women. 


PHONE MR. CARL GUETTLER 882-9120 


THE LIMITED 
Oakbrook • Old Orchard • Woodfield 


An Equal Opportunity Employer 


TELEX OPERATOR 
Must be good typist, will also perform other general office 
duties. No experience necessary. 
• Excellent Insurance Program 
• Small modern office 
• 35 hour week 
• Good starting salary 
Call Jim Taylor 
at 437-6625 


MISCO-SHAWNEE INC. 


1200 Lunt Ave. 


E lk Grove Village 


GENERAL OFFICE 


The Circulation Dept of an established Newspaper Com­ 
pany has an immediate opening for a sharp woman who 
has excellent typing capabilities and is good with figures. 


Hours: 8 a.m. to 5 p.m. Monday through Friday 


For further information Sc interview call: 


PADDOCK PUBLICATIONS, INC. 


394-0110 


LINDA KASTNING 


IBM KEYPUNCH OPERATOR 


8 a.m. to 4:30 p.m. 
, 


Have you had at least I year experience as a Keypunch 
Operator, Alpha and Numeric? If so, you’re probably the 
gal who would be ideally suited for the position we cur­ 
rently have available within our Data Processing Dept. 
Excellent starting rate plus liberal benefits plus ideal work­ 
ing conditions add up to complete job satisfaction for you. 


it 
For more information regarding this posititon, please call 
DAN SUNDT: 


LITTELFUSE, INC. 
A Subsidiary of Tracor, Inc. 


800 E. NORTHWEST HWY. 
DES PLAINES, ILL. 


824-1188 


An Equal Opportunity Employer 


RENTAL MANAGER 
Northwest suburban apartment complex needs Rent­ 
al Manager. Duties include: hiring & training rental 
staff. Salary will be commensurate with ability. 
Please send resume along with salary requirement 
to: 


Box J-14 
c/o Paddock Publications 
Arlington Hts., III. 60006 


4:45 p.m. -1:15 a.m. 


ASSEMBLERS 
1st & 2nd Shift 
8 a.m. - 4:30 p.m. 
Increasing business has created permanent openings for 
assemblers and machine operators on both shifts. Experi­ 
ence not necessary in all areas. Clean, safe assembly jobs 
performed in modern air conditioned plant. 


METH0DE MFG. CORP. 
1700 Hicks Road 
Rolling Meadows 
392-3500 
Equal Opportunity Employer M/F 


SEVERAL INTERESTING POSITIONS 


Now open for full time people in our Loan Department, 
Switchboard and Teller line. 


PLEASE APPLY IN PERSON TO: R. VV. SHORTER 


FIRST BANK & TRUST CO. 
35 N. Brockway, Palatine, III. 


358-6262 


EXECUTIVE SECRETARY 
Our Personnel Department requires an experienced de­ 
pendable executive secretary with good typing and short­ 
hand skills. We offer good starting salary with an estab­ 
lished benefit program. 
Please call or send resume in confidence to: 
Parsonnel Department 


297-5320 
ITT 
TELECOMMUNICATIONS 
2000 S. Wolf Rd. 
Des Plaines 
An Equal Opportunity Employer 


WOMEN 
FULL TIME 
EVE. SHIFT 
4:30 P.M.-I A.M. 
No experience necessary. Will 
train for light, clean work 
manufacturing 
T E F L O N 
parts. No layoffs. Many fringe 
benefits including, COMPANY 
PAID 
PROFIT 
SHARING. 
Call or Apply after 4:30 p.m. 


HALOGEN PLASTICS 
150 Gaylord 
Elk Grove Village 
439-7400 
(Near Arlington Hts. Sc 
Higgins Rds.) 


SECRETARY 
GIRL FRIDAY 


We are looking for a person whose 
secretarial skills are of the high­ 
est order. She can work well un­ 
der pressure & frustrations yet re­ 
tain her sense of humor. She will 
set 
her 
own 
high 
performance 
standards & exercise manure judg­ 
ement: in turn she will be Teated 
as 
an 
intelligent 
individual 
& 
allowed to contribute to the max­ 
imum of her ability. Our company 
& 
it’s 
benefits 
are 
excellent. 
Phone for appt. 827-7141. 


0.E.M, PRODUCTS CO. 
441 N. 3: d Ave. 
Des Plaines 
(Just north of Rand Rd.) 


KEYPUNCH 
OPERATOR 
Minimum I year experience 
on 
0 2 9 
a n d 
0 5 9 , 
al­ 
pha/numeric. 
Good 
starting 
salary and excellent benefits. 


Call or Come in. 


439-8500 


WEBER MARKING 
SYSTEMS, INC. 
711 W. Algonquin Rd. 
Arlington Heights, 111. 
Equal opportunity employer 


Preferably experienced in fas­ 
tener 
line. 
Many 
company 
benefits. Good Salary. 


BELL SCREW 
COMPANY 
1425 Chase 
Elk Grove Village 
593-6900 


CLERICAL-OFFICE 
Variety of clerical tasks and 
telephone 
reception, 
typing 
a c c u r a c y more important 
than 
speed. 
Full 
company 
benefits. 


BLOCK & CO. INC. 


IIH Wheeling Rd. 
W heeling^_______ 


Desk Clerk — Switchboard 
Mature. 3 to ll p.m., Mon. 
thru Sat. Apply in person! 
ARLINGTON INN 
948 E. Northwest Hwy. 
Arlington Heights 


SECRETARY— BOOKKEEPER 


I 
girl 
office, 
experienced. 


Good accounting background. 


437-3300 


WAITRESS 
Day or evening hours 


COUNTRYSIDE 
RESTAURANT LOUNGE 
13 W. Campbell 
Arlington Heights 
392-9344 


WAITRESSES 
Lunch and dinner 


NAVAR0NE STEAK HOUSE 
439-5740 


HOUSEKEEPER 
FULL TIME 


Americana Nursing Center 
392-2020 
715 W. Central Road 
Arlington Heights 


RANDHURST KEY SHOP 
Has full time opening 
for 
sharp gal. Retail experience 
helpful, will train. Apply: 


RANDHURST KEY SHOP 
Randhurst Center 


FIRE DEPT. SECRETARY 
Fire 
Chief’s 
office. 
Typing 
re­ 
quired. 
Shorthand desirable, 
air 
cond, office, downtown Mt. Pros­ 
pect Hospitalization, health & life 
insurance benefits. 


Apply Fire Chiefs Office 
112 E. Northwest Hwy. 


CASHIER 
Three days per week. Tues­ 
day, Saturday, and 
Sunday. 
9-5. 
Apply in person 
WAY PHARMACY 
RAND 
Arlington Hts. 


820— Help Wanted Female 


PART TIME 


PASTEUP FOR 


DISPLAY 


ADVERTISING 


We are looking for pasteup 
artists with experience willing 
to work 4 hours per night, 3 
nights a week. A short shift, 
midnight to 4 a.m. Monday, 
Tuesday and Friday nights. 


Call Bill Schopke 
for appointment 


394-2300 


PADDOCK 
PUBLICATIONS, INC. 


217 West Campbell 
Arlington Heights 


ADMIRAL 
INTERNATIONAL 
ENTERPRISES 


EXPORT 
DOCUMENTATION CLERK 
For ambitious individual with 
some experience in document 
t y p i n g . Foreign language 
helpful. Excellent opportunity 
to 
gain 
experience 
in 
all 
phases of firm engaged in in­ 
ternational trade. Liberal em­ 
ployee benefits including prof­ 
it snaring. 


CALL MR. E. LOBUS 


692-3011 for appt. 
9575 W. Higgins Rd. 
Rosemont, IU. 


FILE CLERK 
Responsible individual needed 
for our Billing Department. 
Maintain all files. Light typing 
desirable. 


Good starting salary and ex­ 
cellent benefits. 


Please call Personnel 
439-8500 
WEBER MARKING 
SYSTEMS, INC. 
711 W. Algonquin Road 
Abington Heights 
Equal opportunity employer 


BOOKKEEPING 
MACHINE OPR. 


If you have some experience 
o p e r a t i n g an NCR book­ 
keeping machine, we have a 
permanent full time position 
op^n for you in our Elk Grove 
ViUage office. Our machines 
are used for accounts payable 
and general ledger work only. 
Company 
benefits. 
Pleasant 
working 
conditions. 
Please 
caU Mr. Bond. 439-9000. 


GIRL FRIDAY 
I girl office. Mature, take 
charge 
type, 
fuU 
responsi­ 
b l y , 
typing, 
fiUng. 
8-4:30 
p.m. 5 day week. Liberal com­ 
pany benefits. $120 week. 


AMF INC. 
Tire Equipment Division 
Ask for Jack Schulkey 


299-7105 


Equal opportunity employer 


CASHIER 
ll a.rn.-2 p.m. Mon.-Fri. 


WAITRESSES 
Days Sc Evenings 


LUMS 
1225 S. Elmhurst Rd. 
Des Plaines 
956-0565 
VENDING HOSTESS 
Opening in Mt. Prospect area. 5 
days per week. 7 hours per day. 
Call us for interview appt. 


SERVOMATION 
Et. 45 Just east of 
Highway S3 
Mundelein. Illinois 
566-1840 


WAITRESSES 
Evenings Sc weekends 


WATERFALL RESTAURANT 
Algonquin Rd. Sc Rt. 83 
Arlington Hts. 
437-4949 


KEYPUNCH OPERATOR 
Full & part time. Excellent 
S3 lei TV 
MAIN AUTOMATED 
SERVICES 
IOO Wilmont Rd. 
Deerfield 
Please caU 
463-3366 


820— Help Wanted Female 


SECRETARY 
to work for Controller and 
Personnel 
Manager. 
Must 
have good typing skiUs — wiU 
b e a s s o c i a t e d with con­ 
fidential Finance, Accounting, 
and Personnel matters. Pre­ 
fer someone with PayroU ex­ 
perience. 
Attractive 
salary 
and benefits including Profit 
Sharing Plan. 


Send resume, apply in person, 
or call Personnel Manager. 


ILLINOIS BRONZE 
POWDER & PAINT CO. 
300 E. Main St. 
Lake Zurich, IU. 60047 
312-438-8201 


Equal opportunity employer 


LITE INDUSTRIAL 
9 to I, $2.25 to start 


REICHARDT CLEANERS 


359-4630 
Palatine 


253-0211 
SELL IT WMH A WANI AD 


COSMETIC SALES 
PUBLIC RELATIONS 
Major 
corporation 
desires 
representative 
to 
co-ordi­ 
nate promotions and service 
to top clientele. You’U ar­ 
range 
seminars 
on 
new 
products, assist with demon­ 
strations, work with 
store 
managers on special mar­ 
keting aids and merchandis­ 
ing techniques. Travel ex­ 
penses plus excellent salary. 
FREE. 


R O W N D 
/4 R U N G IO N HEIGHTS 


Professional Employment Service 


1st National Bank Bldg. 


IO E. Campbell 
392-4700 


We are looking for the individ­ 
ual who can’t find a job be­ 
cause she has no experience. 
We will train you! Interesting 
position, varied duties, 
Ute 
typing Sc figures. Good com­ 
pany benefits. 


GREAT LAKES 
CAR DISTRIBUTORS 
Elk Grove 
439-6000 


Light Factory Work 
PERMANENT 
DAYS 8 a.rn.-4:30 p.m. 
Excellent company benefits Sc 
working conditions. 
APPLY IN PERSON 


STANDARD SAFETY EQUIP. 
431 N. Quentin Road 
Palatine 


HELP!! 
We need any and aU office 
skills. 3 to 5 days a week. Own 
transportation. 
Your 
area. 
Register now for Sept. 
CALL JUDI 
DEBBIE TEMPS 
966-1400 
Equal opportunity employer 


GENERAL OFFICE 
Small office requires a flex­ 
ible girl with good typing abil­ 
ity and wiUing to learn our 
procedures. 
37*6 
hours 
per 
week. 
Usual benefits. Must 
have transportation. 
P0WERNAIL COMPANY 
Route 22 
Prairie View, IU. 


PART TIME SECRETARY 
I girl office. Shorthand, typing re­ 
quired. Hours: 9 - 3 Monday: 9 - 
12 Tuesday - Thursday: 9 - 2 Fri­ 
day. Can vary somewhat, beau­ 
tiful office, best 
working condi­ 
tions. Apply at: 


GLOBE LIFE & ACCIDENT 
INSURANCE CO. 
SOO W. Central Rd. 
Central Park Center 
Fri. 9 - 12 


Rm. 6 
Mt. Pros. 
Mon. 3 - 1 2 


SALES HELP WANTED 
FuU Sc part time 
Apply rn person 


Crawford Dept. Store 
3240 Kirchoff Rd. 
Rolling Meadows 


GENERAL OFFICE 
L i g h t 
t y p i p g , 
f ■ l l 
time. Schaumburg area. New 
offices. Salary open. Call for 
appointment. 


529-9000 


GENERAL OFFICE 
National Sales Co. needs re­ 
liable person for local branch, 
no experience necessary, lib­ 
eral Co. benefits. CaU: Mr. F. 
Hanko 
647-7373 


Want Ad 
Deadlines 


Sunday Issue • l l a.m. Fri. 
Monday Issue • 4 p.m. Fri. 
Tuesday Issue -11 a.m. Mon. 
Wed. Issue • l l a.m. Tues. 
Thursday Issue • 4 p.m. Tues. 
Friday Issue 
4 p.m. Wed. 


PHONE- 
Main Office: 
394-2400 


Des Plaines 
999. ? A 9 4 


820— Help Wanted Female 


CASHIER 
New car dealer needs woman 
to handle cashier work, an­ 
swer phone and some typing. 
Hours ll a.m. to 8 p.m., 5 day 
week. Group insurance, paid 
vacation. 


MARK MOTORS, INC. 
2020 E. Northwest Hwy. 
Arlington Heights 


259-4455 


TYPIST 
Good 
typing 
skills, 
correct 
spelling, 
a detail conscious 
mind and a logical manner of 
working will “pave the way” 
into 
our 
Advertising 
Dept. 
Work consists of copy-com- 
p i l i n g , reworking buying 
specs, and marking copy for 
pubUcation. 
Good 
starting 
salary and benefit program. 
Come in or call: 
299-2261, Ext. 211 
Ben Franklin Div. of 
City Products Corp. 
Wolf Sc Oakton, Des Plaines 
Equal opportunity employer 


GIRL FRIDAY 


Immediate opening for individual 
who will be responsible for com- 
p i l i n g 
& 
maintaining 
control 
records & reports on merchandise 
& cash handling activities. 
Ex­ 
cellent starting salary & possi­ 
bility of good commissions. On the 
job training. Excellent benefit pro­ 
gram. Apply in person. • 


SINGER CO. 


25 S. Prospect 
Park Ridge 


Equal opportunity employer 


GENERAL OFFICE 
We have a permanent position 
open immediately for a girl to 
do filing, operate our dupli­ 
cating machine and perform 
other 
office 
duties. 
Typing 
abiUty helpful. No experience 
necessary. Pleasant working 
conditions in our Elk Grove 
ViUage office. Please caU Mr. 
Bond 439-9000 


ASSEMBLERS 
Manufacturer 
of 
electronic 
components. 
Modern 
plant. 
FuU benefits. 


GRIGSBY-BARTON INC. 


3800 Industrial Road 
Rolling Meadows 


CaU 392-5900 


ACCOUNTS PAYABLE 
CLERK 
Full time position available 
immediately requiring some 
experience in accounts pay- 
a b I e procedures. 
Pleasant 
working conditions. Company 
benefits. Elk Grove ViUage of­ 
fice. CaU Mr. Bond at 439- 
9000. 


Wirer & Solderer 
Experience in wiring Sc solder­ 
ing 
preferred 
but 
not 
re­ 
quired. 
Expanding company 
in modern plant. 


Contact GEORGE WHALEN 
at 634-3870 
EDAX INT’L, INC. 
Prairie View, IU. 


820-Help Wanted Female 
820-Help Wanted Female 


EXECUTIVES’ SECRETARIES I 
We are presently screening for many excellent jX ’si- 
tions requiring secretarial experience and ability to 
handle independent responsibility. Shorthand skills 
not always required. More important is your poise, 
personality, and desire to find a more challenging 
environment with: 
INSURANCE COMPANY PRESIDENT. $750 to $800 


CONVENTION DIRECTOR. . .$700 
DIVISION MANAGER. . .$666 
CORPORATE PERSONNEL. . .$650+ 
PRESIDENT, MEDIA RESEARCH COMPANY. 
. 
$650 
CONTROLLER . $600 to $700 
COMMUNICATIONS DIR. MEDICAL SERV. OR­ 
GANIZATION. . $600-$650 
LABOR RELATIONS. . .$623+ 
MANAGER, MAJOR RETAILER. . .$600 
MAGAZINE EXECUTIVE 
$600 


AU positions are FREE to our applicants. For more 
information, and to schedule an mterview, contact 
the professionals. . . 
ROWND 
ARLINGTON HEIGHTS 


Professional Employment Service 
1st National Bank Bldg. 
IO E. CampbeU 
394-4700 
ASSEMBLERS 


7:30 a.m. to 4 p.m. 
Clean, interesting work in a modern, air conditioned plant. 
Prefer previous small parts assembly experience. Ex­ 
cellent company benefits. Must have own transportation. 


INDUSTRIAL RESEARCH 
PRODUCTS, INC. 
Elk Grove Village, III. 
321 N. Bond Street 


DES PLAINES INDUSTRIAL PARK 


LIGHT ASSEMBLY 


Routine light electrical assembly. Hours 7 a.m. to 3:30 p.m. 


La Marche Mfg. Co. 
106 Bradrock Drive 
Des Plaines 


299-1188 


OFFICE SERVICES GAL 
If you Uke variety, this may be the job for you. Duties wiU 
include reproduction, mail, office supplies and TWX. 


Please call or come in: 
Personnel Department 
297-5320 


ITT 
TELECOMMUNICATIONS 
2000 S. Wolf Rd. 
Des Plaines 
_____________ An Equal Opportunity Employer_____________ 


ORDER TYPIST 


Good typing skills, 60 wpm or better. 
Excellent fringe benefits 


MR. R. M. DANCY 


455-6600 
B. F. GOODRICH CO. 
10701 W. Belmont 
FrankUn Park 


Equal opportunity employer 


KEYPUNCH 
OPERATOR 
Full or part 
time. 
Second 
shift. Contact Mr. Schanken. 


299-2211 
WAITRESSES 
Experienced 
waitress 
for 
b r e a k f a s t , lunch, dinner. 
Cocktail waitress also needed 
5 - 6 evenings. See Pat be­ 
tween 8 - 2 p.m. 
OLD ORCHARD 
COUNTRY CLUB 
700 W. Rand Rd. Mt. Prospect 


ELECTRONIC 
INSPECTOR 
Printed circuit exp. required. 
Expanding company in mod­ 
ern plant. Contact.. . 


GEORGE WHALEN 
EDAX INT’L, INC. 
Prairie View 
634-3870 


SECRETARY 
Shorthand essential, 5 days a 
week, 
fringe 
benefits. 
For 
appt. caU Mrs. 
Davies 
on 
Mond., Wed., or Thurs. 


LITTLE CITY 
PALATINE 


358-5510 
358-5511 


CASHIER 
Full and part time. Married 
preferred. 
ExceUent 
hourly 
rates. Apply after 7 p.m. 
ST AR VIEW 
DRIVE-IN THEATER 
U.S. 20 Sc 59 
MANAGER WANTED 
For snack shop in Arlington Hts. 
We need a woman with a pleasant 
personality’ 
to 
take 
charge 
of I 
whole 
operation. 
Salary 
open. 
Housewives also needed to work 
lunch hours. Call 253-7212 after IO 
am . 


BAR WAITRESS 


For lane service 
Rolling Meadows Bowl 


CL 9-4400 
OPPORTUNITY 
Work from your home 12-15 
hours per week. No experi- 
e n c e 
necessary. 
ExceUent 
earnings. 
CALL 392-1273 


SELL IT WITH 
CLASSIFIED 


CLERK TYPIST 
Personnel Department 
We are seeking an experi 
enced 
Clerk 
Typist 
wit 
proven clerical skills an< 
ability to meet the pubUc t 
work in our Personnel Depl 
on a permanent full tim 
basis. The ideal candida! 
wiU possess previous per 
sonnel office experience. Wi 
offer an excellent startinj 
salary and comprehensivi 
employee benefit program 
If you are seeking a positioi 
which offers a chaUenge 
please call: 
297-1800 
HOLY FAMILY 
HOSPITAL 
IOO N. River Rd. 
Des Plaines 
Equal opportunity employer 


GENERAL OFFICE 
Mature woman wanted Exp 
rienced typing, accounts r 
c ti-Y a 
t cashiering, ar 
credit experience 
preferrer 


only 
m person Mrs- Hyme 


JACK’S MEN’S SHOP 
w U21 Rand Rd. 
Mount Prospect Plaza 
Mount Prospect 


WANT ADS MEAN 
$ $ $ $ 
IN YOUR POCKET 


PRESS OPE! 
3:30 p.m. - ll: 
No 
experience, 
good starting rate. 
DANA MOLDED 
6 S. Hickory, J 


F— W ANT ADS 
PADDOCK PUBLICATIONS 
Thursday, August 24, 1972 


OFFERING THE MOST COMPLETE SELECTION OF 


THROUGH EMPLOYMENT 
YOUR GUIDE TO SECURITY 


B20-Help Wanted Female 
820— Help Wanted Female 
1820-Help Wanted Female 
820-Help Wanted Female 
^20— Help Wanted Female 
*20— Help Wanted Female 
320-Help Wanted Female 
320-Help Wanted Female 


IMMEDIATE OPENINGS 
A l l s t a t e Insurance ComDany, 
Northbrook 
location, 
has 
imme­ 
diate openings for applicants with 
the following qualifications: 
PROOFREADER 
Prefer good experience in proof­ 
reading. Position '.vill entail lit* 
editing assignments 
AUTOMATIC 
TYPESETTING 
OPR. 
Preferably with experience In thl* 
type work. Could consider traine* 
with experience on Flexowriter or 
Duromatic machine. 
TYPIST 
Desire 50-60wpm. Major portion of 
job will consist of typing. 
f ig u r e c l e r k 
Prior experience in bookkeeping 
or related work desirable. T> ping 
required. 


CALL US FOR AN APPT. AT: 
291-5478 
or 
291-5479 
We offer excellent benefits & op­ 
portunities for advancement. 
AN 
EQUAL 
OPPORTUNITY 
EMP. 


CLERK-TYPIST 
Immediate 
opening 
in 
our 
Purchasing-Production 
Con­ 
trol Office. Opportunity for 
advancement. Good starting 
salary and benefits. Call Dave 
Muiiiz. 
541-3000 
FLUID POWER 
SYSTEMS 
511 Glenn Ave. 
Wheeling 
Equal opportunity employer 


trainee-learn to 
interview & place 
job seekers $$$ 


100% public contact. You’ll 
learn to interview & place 
IVY 
job seekers. 
Require­ 
ments: sales personality, hard 
working attitude, sense of hu­ 
mor! You’ll make lots of $$ 
and have fun too while per­ 
forming a fine service to pub­ 
lic & industry. Come on in, 
lets talk. IVY Personnel, 7215 
W. Touhy, SP 4-8585. 1496 Min­ 
er, Des Pl. 297-3535. 


EXECUTIVE SECRETARY 
AUTO DEALER 
A f u l l y experienced, full 
c h a r g e 
bookkeeper/off ice 
manager 
is 
needed 
imme­ 
diately by fast growing subur­ 
ban Datsun/Triumph dealer. 
Must be thoroughly familiar 
with all facets of automotive 
accounting procedures. This is 
a good position with freedom, 
responsibility 
& 
authority. 
Good starting salary, with pe­ 
riodic increases, 5 day week, 
full employee benefits 
and 
good working conditions. 
Call Mr. Rosenthal at 
358-3400 


MARC TERRY MOTOR CO. 


500 E. Northwest Highway 
Palatine, 111. 


FULL TIME 
This is a position for an am­ 
bitious individual to perform 
varied duties in our modern 
Niles office. Must have au­ 
tomobile, good driving record 
and knowledge of Chicago and 
northwest suburbs. 
We offer full company bene­ 
fits. 


MR. COSPER 


967-9200, Ext. 262 


Working now or sharp enough 


to be trained. We have the 


jobs, the people. If you want 


fun and $$$, and like people, 


call now. 


298-2770 


■Are you the exceptional s?cre- 
[tary we are seeking? You may 
I be if you are career minded, are 
able to function independently 
and 
tactfully 
with 
assurance, 
and 
have 
excellent 
shorthand 
and typing skills. We ask that 
you not apply unless you are 
willing 
to 
shoulder 
responsi­ 
bility, devote yourself to do an 
outstanding job. md want an op­ 
portunity to develop to your full­ 
est potential. 35 hrs. in Centex 
Ind. Ctr. 


AND 
TELEPHONE SELLING 
and you have the ingredients 
for a fascinating, rewarding 
job. We have an opening in 
our 
Classified 
Advertising 
Department for an intelligent, 
enthusiastic woman to begin 
training for this permanent, 
full-time position with a se­ 
cure future. 
You’ll be working for an ad­ 
vertising Manager and a com­ 
pany who really cares about 
people. It could be the most 
rewarding and enjoyable po­ 
sition 
you’ve 
ever 
had. 
Sound interesting? You bet 
it is! 
Ability to type and spell cor- 
iectly, any previous experi­ 
ence in sales, public contact 
or phone work helpful but not 
necessary. 
A pleasant out­ 
going personality, a little de­ 
termination and a good tele- 
« 


hone voice is what it takes, 
/e’ll train you to do the rest. 
This is not a commission type 
job but added incentives mean 
you can easily make more 
tkan the set wages. Your ex­ 
tra earnings will largely de­ 
pend on how well you person­ 
ally perform. Many liberal 
company benefits. 
Come in between 9 a.m. and 
12 noon and fill out an appli­ 
cation. Ask for Larry Bell, 
Classified 
Advertising 
Man­ 
ager, or call 394-2400. 
PADDOCK 
PUBLICATIONS 


114 West Campbell 
Arlington Heights, III. 


TYPIST 
GENERAL OFFICE 


•ENNETT W. 


Wheeling importer of musical 
instruments needs bright girl 
for varied office duties. Must 
be good typist. New modern 
office. 
Free 
hospitalization 
and life insurance. Phone 


Mrs. Berman 


831-5022 


PERSONNEL 
ELK GROVE 
439-3050 
Mr. Bookbinder 
FIRST IN NW SUBURBS 


Des Plaines 


Immediately need 


STENOS 
TYPISTS and 
KEYPUNCH OPERATORS 


For office assignments for I 
day or I week or more. Call: 


Full Time - Days or Nights 
We are now interviewing at­ 
tractive ladies for the position 
of dining room hostess. An ex­ 
citing and rewarding position 
with Tops Big Boy. Salary 
plus many company benefits. 
Apply in Person or Call 


358-6363 


for an appointment 
convenient to you. 


Outside sales .................$150 -f 


Girl Friday ( 4 ) .............$115 + 


Receptionists (2) ...............$110 


Doctor’s Gal ......................$110 


Many many more, all free. 


298-2770 


To assist our Manager in the 
interviewing, screening & re­ 
cruiting of office & clerical 
peisonnel. For interview con­ 
tact: Dan Hyland. 


Immediate full time position 
is available for an energetic 
girl with typing and general 
office skills. Pleasant person­ 
ality. You will be working in a 
fast moving advertising de­ 
partment. Complete company 
benefits including profit shar­ 
ing. Call Mr. George Zambo. 
398-1124. 


C o s m e t i c , Drug or Cigar 
Sales. No experience neces­ 
sary. We will train. Full time 
openings for day, afternoon or 
m i d n i g h t shifts. Excellent 
salary plus commission. Em­ 
ployee parking and other com­ 
pany benefits. For appoint­ 
ment c a ll. . . 
686-7587, MISS GORR 
O’HARE DRUG STORES 
O’HARE FIELD 


We need aggressive women 
tc manage catalog depart­ 
ment 
in North 
suburban 
area. If you are looking for a 
challenging career in the 
field of catalog, plus many 
company benefits, call 
Mrs. Walton 


665-2216 
for appointmsnt 


Temporary Office Help 


606 Lee Street, Des Plaines 
325 W. Prospect Ave 
Mt. Prospect 
39: 
•ENNETT W. 


TELEPHONE 
ORDER CLERK 
Experience desirable. 5 day 
week. Hours 8 a.m. to 4:30 
p.m. 


MONARCH BOOTH 
INSTITUTIONAL FOODS 
1794 Winthrop Drive 
Des Plaines 


298-6410 
Equal opportunity employer 


300 N. Northwest Hwy 
Palatine 
PERSONNEL 
PADDOCK PUBLICATIONS 
117 S. Main St. 
Mt. Prospect, 111. 
We have immediate openings 
for sorters & inspectors in our 
u 11 r a-modern 
dry-cleaning 
plant. No experience neces­ 
sary. Must have own trans­ 
portation. 
APPLY AT: 


Custom 
Uniform Rental 
2420 E. Oakton Complex 
Elk Grove Village, 111. 


593-5903 
Due lo construction, go west on 
Oakton from Elmhurst Rd. 


FIRST IN NW SUBURBS 


Des Plaines 


7 a.m. to 3:30 p.m. 
We have openings at the present 
time for individuals to inspect and 
pack small novelty bags. Clean, 
light, sit-down work in a new. 
pleasant, modem nlant. Full pack­ 
age company paid benefits. 


APPLY IN PERSON 


TILFLEX PACKAGING CO. 
Div. Hammermill Paper Co. 
1250 Pratt Blvd. 
Elk Grove Village 
Equal Opportunity Employer 


Experienced file clerk, light 
typing. Full company benefits. 
40 hour week. Elk Grove Vil­ 
lage location. 
WIRING & ASSEMBLY 
TECHNICIAN 
Person with 2 or more years 
experience with wiring, 
sol­ 
dering, and light electronic as­ 
sembly. Hours negotiable. 


MEDEQUIP CORP. 
Park Ridge, 111. 


Call 825-0006 
RECEPTIONIST 
Des Plaines based firm. Typ­ 
ing required. Call Mr. Tar- 
gosz, 
TERO International Corp. 
298-8266 


For National Sales Mgr. 
Experienced. Must type, have 
knowledge 
of 
office 
proce­ 
dures and ability to work on 
your own when boss is out-of- 
town. Much detail and tele­ 
phone work. Hours 8 to 5, 5 
day week. Good salary, insur­ 
ance benefits, sick days and 2 
weeks 
paid 
vacation 
after 
1-yr. Phone Mr. Don Stewart, 
537-9400 for an interview. 


Courtesy Mfg. Co 
35-hr. week. Dictaphone expe­ 
rience required. Shorthand de­ 
sirable. 
Company 
benefits. 
Elk Grove Indistrial area. 


Mrs. McIntosh, 439-3190 
Accounts Payable 
Clerk 


Some experience necessary 


WAYCO FOODS 
CORPORATION 
2000 Pratt Blvd. 
Elk Grove Village 
437-6070 Ext. 55 


Contractor 
specializing 
in 
office 
alteration work needs experienced 
individual 
to 
handle 
variety of 
duties in I girl office. Good pay. 
benefits. Pleasant working condi­ 
tions. Write to 
WAITRESSES 
FULL T IM E -D A Y OR NIGHT 


No experience necessary. We 
train you to earn $80 to $110 
per week in salary and tips 
S 


lus many company benefits, 
tudents, Housewives, supple­ 
ment your income with full 
time work to suit your school 
or family schedule. 


APPLY IN PERSON 
at the following locations 
2 to 4 p.m. or 7 to 9 p.m. 


MARC'S BIG BOY 
905 Rand Rd. 
Mt. Prospect 
or 


TOPS BIG BOY 
300 N. Northwest Hwy. 
Palatine 


In Planning Dept. Hrs. 8:30 
a.m. to 5 p.m. Mon. thru Fri., 
Salary open. 


Apply: Finance Director 


VILLAGE OF ARLINGTON 
* 
HTS. 
33 S. Arlington Hts. Rd. 
Phone 253-2340 


To Sales Manager of rapidly 
growing Elk Grove Village 
manufacturer. Very attractive 
environment. 
Must type 70 
wpm and take shorthand at 
120 wpm. Attractive starting 
salary. Full range of benefits. 
Mr. Garnett. 


766-9000 


Between 9-5, Mon.-Fri. 


(Female) 
FULL TIME POSITION 
IO a.m. to 6 p.m. 
6 day week 
Must have Senior Life 
Saving Certificate 


APPLY IN PERSON 
PERSONNEL DEPT. 


c/O PADDOCK PUBLICATIONS 
Arlington Heights. 111. 


SECRETARY 
For credit manager of Elk 
G r o v e 
TV 
manufacturer. 
Duties include: checking cred­ 
it applications & correspond­ 
ence with accounts. Liberal 
company 
benefits 
including 
employee discount. Call M. 
Rothstein 
593-1550 
HITACHI SALES CORP. 


HOUSEKEEPERS 
Needed. Work from 9 a.m. to 
3 p.m. Pick your own days. 
$2.50 per hour to start. 
HOLIDAY 
Housekeeping Service 
255-5447 


KEYPUNCH OPERATOR 
Experience necessary. Modern of­ 
fice. Small staff. Many company 
benefits. 
ALDEN PRESS INC. 
2000 Arthur Avenue 
Elk Grove Village. 111. 
593-1090 
CASHIER — HOSTESS 
WAITRESS 
Day shift 
Zappones Brandywine 
Restaurant 
in the Holiday Inn 
Elk Grove Village 
956-1170 
MARKET RESEARCH 
INTERVIEWERS 
Door to door product place­ 
ment. Must have car & min­ 
imum of 6 hours per day, 3 
consecutive days per 
week 
available. No selling. Call 9-5 
p.m. 
945-4420 
or 
945-4930 


HIGH SCHOOL GRADUATE 
to manage lift truck parts in­ 
ventory system. Some typing 
desirable. Location Elk Grove 
Village. 


Call 921-4681 


Small co. in Schaumburg needs a 
bright, eager person for this posi­ 
tion. 
Hours 
8:00-4:30. 
Work 
in­ 
cludes medium typing load, pric­ 
ing. billing, logging, filing. 
Full 
benefits inc. Vac., 9 hoi., profit 
shar., sick pay, paid life & hosp, 
ins. Must have own transportation. 
Starting 
salary 
range 
$190-$120 
with increase at 90 days. Call Mr 
Green 10-12 or 2-4 at 8X2-6500. 


SECRETARY 
If you are ambitious, an ener­ 
getic worker with good com­ 
mon sense, a flair for detail, 
then we have the challenging 
secretarial job for you. Ex­ 
cellent company benefits with 
large chemical mfg. If you 
are that person please contact 
W. J. Vanecko, 359-7170 Ext. 
311. 


ALLIED CHEMICAL CORP. 


Industrial Chemical Division 
An equal opportunity employer 


SWITCHBOARD OPR. 
Woman needed in medium 
size office to work as tele­ 
phone operator 
and 
recep­ 
tionist. Must be able to type. 
Good company benefits. 


JUST MFG. CO. 
9233 King St. 
Franklin Park 


Euclid & Rt. 53. (Rohlwing Rd.) 
Just west of race track 
DATA PROCESSING 
CONTROL CLERK 
Pleasant working conditions 
in new office complex. Control 
& set-up computer in-put and 
out-put. Validity checks 
on 
out-put require good ability 
with figures. Must enjoy vari­ 
ety. O’Hare vicinity. Call Mr. 
Stadler between 9 and 5 p.m. 
Monday thru Friday at 


671-0043 


EXPERIENCED 
Full time — Day and evening 
shifts open. I meal & uniforms 
furnished. 
APPLY IN PERSON 
PERSONNEL DEPT. 


ARLINGTON PARK 
TOWERS HOTEL 
Euclid & Rt. 53 
(Rohlwing Road) 
Just west of race track 


First shift — 8 a.m. to 4:30 
p.m. Second shift — 5 p.m. to 
12 a.m. Weekends 6-8 hours. 
Junior and senior positions 
available. Phone 359-9222 be­ 
tween 8 a.m.-4:30 p.m. 


Experienced light factory as­ 
sembly. Apply 9-4:30. Com­ 
pany benefits including profit 
sharing. 
Rosemont Sales Office needs 
quality 
Secretary. 
Require­ 
ments: 55 wpm. typing, 80 
wpm. steno & prior experi­ 
ence. Salary $149 per week, 
complete Co. paid benefit pro­ 
gram. Call Mr. Mosher 
297-1400 
Equal opportunity employer 


507 W. Algonquin Road 
Arlington Heights, 111. 
593-8050 
Need money for school or 
even for Christmas, you can 
earn ail you need while the 
children are in school! We 
lave 
several 
openings 
for 
women in our inspecting and 
packaging department. Good 
salary and excellent benefits. 
Please apply in person. 


VISION WRAP INDUSTRIES 
250 S. Hicks Rd., Palatine 


We have immediate opening 
for reservations clerk, hours 8 
a.m. to 4 p.m. Days off Tues­ 
day and Sunday. Must have 
typing ability. Call Mrs. Beer- 
mann. 
827-5131 


PLASTICS 
MOLDING MACHINE 
OPERATORS 
2nd & 3rd Shifts 
N. experience required 


HAYDOCK PLASTIC CO. 
2424 Greenleaf Avenue 
Elk Grove Village 
439-7810 


LIGHT MACHINE 
OPERATOR 
Work in our clean, modern 
plant. 
Experience 
not 
re­ 
quired. 
Call or come in 


439-8500 


WEBER MARKING 
SYSTEMS, INC. 


711 W. Algonquin Rd. 
Arlington Heights, 111. 


Equal opportunity employer 


Supervisor 


Full Time 


Apply in person: Mrs. Alke 


1155 Oakton 
Des Plaines 


Will train. 7:30 a.m. to 4 p m. 
Must be dependable. Company 
benefits. 


APPLY IN PERSON 


MASTER METAL STRIP 
39s0 W. Industrial Ave. 
Rolling Meadows 


Part time and full time. 3 to 5 
days per week. Own trans­ 
portation. Your area. 


CALL JUDI 
DEBBIE TEMPS 


Full time. Phone, typing, fil­ 
ing for building contractor, 
Weekdays 8:30 to 5 p.m. 


824-0080 
Full time - days. Sunday thru 
Thursday. Combination count­ 
er and production work. For 
f u r t h e r information please 
contact: 
Pat Braun 


at 394-2375 


Equal Opportunity Employer 


KEYPUNCH OPERATOR 
Part time. Minimum 6 months 
experience 029 & 059 machin- 
eo. Hours Monday, Tuesday & 
Thursday. 4:30 p.m. to 8:30 
p.m. Sat. 2 p.m. to 6 p.m. 


FIRST NATIONAL BANK 
OF MT. PROSPECT 


392-1600 
Mrs. Johns 


Equal opportunity employer 
ATTRACTIVE PERSON 
Wanted to learn and teach profes­ 
sional makeup techniques. Small 
business of your own also possible 
on full or part time basis 
with 
earning 
potential. 
Call 
Vivian^ 
Woodard Cosmetics. 


Needs woman for light work. No 
experience required. Will train for 
special type of work. Call: 
Excellent opportunity for ex- 
p e r i e n c e d Bookkeeper to 
handle all accounting func­ 
tions thru trial balance — 
payroll, accounts receivable, 
a c c o u n t s payable. Salary 
open. Office located at Rand- 
hurst Center. 
Call 392-0022 


Mature woman to work in 
food laboratory running rou­ 
tine tests. Will train. Ben­ 
senville location. 


Contact Don Shepherd 
766-1600 


724-7067 
Monday thru Thursday 
8:30 A M. to 5 P.M. 
General Factory help wanted 
for full time on Day Shift. Ex­ 
perience preferred. 


APPLY: 


ASR COMPANY 
200 E. Daniels. Palatine 
359-4710 


824-4890 
or 
593-0014 


Flexowriter Operator. 
75 
WPM, 
age open, pleasant accounting of­ 
fice. Input to 
latest 
computers, 
new bldg, located in Des Plaines. 
$400 per month to start. 
FULL TIME 
SECRETARY 


Call for appointment 
* 392-4103 


Telephone experience, some 
typing required. Good salary, 
busy congenial office. Call Mr. 
Levenfeld at 593-3220. 


HIGH SCHOOL GRADUATE 
To manage lift truck parts in­ 
ventory card system. Some 
typing desirable. Location Elk 
Grove Village. 
921-4681 


Wanted to work at O’Hare Airport 
gift shops. We want ladies to work 
full & part time. Days & nights. 
Applications 
will 
be 
taken 
on 
Tuesday-Wednesday-Thursday. Au­ 
gust 22. 23. 24. From 1-3. Office in 
basement of Terminal three. 


Order desk, light typing and 
diversified duties. Phone Mrs. 
Cole for appointment. 


537-1800 


ILLINOIS LOCK CO. 
301 W. Hintz Road 
Wheeling, 111. 


Need 
qualified 
individual 
with 
good 
typing 
skills, 
pleasant personality. Apply 
Mr. J. Mikos 
JARKE CORP. 
6333 W. HOWARD 
NILES, ILL. 
647-9633 


New co. seeks several gals for 
control, lite keypunching & other 
EXCITING duties. Choice of hrs. 
Exc. salary & location. Also train­ 
ee spots. 
Call Ron May 
297-6442 
LIBERTY ASSOCIATES 
Des Plaines 
SECRETARY” 
Work for four regional sales man­ 
agers. Accurate typing & short­ 
hand required. Beautiful new of­ 
fice building. 9-5. $550. Call John 
Petermann 
956-7270 
SHICK, INC. 
2620 E. Higgins 
Elk Grove 
EXPERIENCED HOSTESS 
AND WAITRESSES 
Full time day and evening hours 
available. Apply in person. 


O’CONNELL’S 
RESTAURANT 
Woodfield Shopping Mall 
Rti. 53 A 58 
Schaumburg 


Assembly Line Work 
2 or 3 days a week, 8 to 4:30. 
$2.60 per hour. 
MASS FEEDING CORP. 
2241 Pratt Blvd. 
Elk Grove 
437-5920 
Equal opportunity employer 


RECEPTIONIST 
5 days, 8 to 5 p.m., branch of­ 
fice for national firm. Light 
bookkeeping and typing. Im­ 
mediate 
employment, 
com­ 
pany benefits. Elk Grove Vil­ 
lage. 
595-9440 


Permanent 
position. 
Work 
days in large apartment com­ 
munity. Good salary & com­ 
pany benefits. 
882-7887 
Barrington Lakes______ 
HAIRDRESSER 
Part time or full time. Call or 
come in. 
CREATIONS BY 
A’DORA, LTD. 
1709 W. Golf Rd. 
Mt. Prospect 
437-8625 


DAY SHIFT 
Americana 
Nursing 
Center 
now has openings for Nurses 
Aides. 
Good starting salary, experi­ 
ence preferred. 
392-2020 
Americana Nursing Center 
715 W. Central, Ari. Hts. 


Full or part time. Must be 
over 18. Hours: 


7 a.m. to 3 p.m. 
I p.m. to 6:30 p.m. 
ll p.m. to 7 a.m. 


DUNKIN’ DONUTS 
294 East Dundee Road 
Wheeling 
_________ 537-9095 


ONE GIRL 0FFFICE 
GENERAL KUCHEN HELP 
Food service department, 40- 
hr. week. No nights. Good 
benefits. 
LUTHERAN HOME 
253-3710 
IO a.m. to 2 p.m. 


GENERAL OFFICE 
Payroll experience preferred, typ­ 
ing 
lite bookkeeping, 
full time. 
Call for interview. 
J. S. ADAMS CO. 
1250 Golf Rd. 
Des Plaines 
_______ 
297-4450 


Mature all around office girl, 


5 days week, 9 to 5. Salary 


open. 


C. NEAL REALTY 
359-1232 


Good with figures, must type. 
Skokie location, 
moving to 
Palatine in one year. 


No experience necessary. Con­ 
genial surroundings. 
Apply in person 9-5 
COLEMAN FLOOR CO. 
3100 Tollview Drive 
Rolling Meadows______ 
HOUSEWIVES & MOTHERS 
PART TIME WORK 
FULL TIME PAY 
Average $20-$60 commission 
per evening 2 or 3 evenings 
g 


;r 
week. 
No 
experience, 
eeline Fashions. 894-9037 


GENERAL OFFICE 
COST CLERK 
Full time 
Call: Mr. O’Toole 


297-3720 


Equal opportunity employer 


PALATINE 
BUFFALO GROVE AREA 
Full time, days Light factory, 
no experience necessary— 


$2.10 an hour 
537-6903 


You can earn up to 1st month. 
Company will employ IO gals 
for environmental safety pro­ 
gram. Age over 18. 
Miss Northern, 544-4921 


BILLER 
Evenings. Apply after 6 p.m., 
ask 
for 
Mrs. 
Christensen. 
Must be experienced. 
NIEDERT MOTOR SERVICE 
2300 S. Mt. Prospect Rd. 
Des Plaines 
627-8861 


Experienced — small office, 
good working conditions. 8:30 
to 5 with overtime at your op­ 
tion. Call Mrs. Conklin, 
358-7120 
READ CLASSIFIED 


f F ' l 
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820- -Help Wanted Female 


GLENBROOK HIGH SCHOOL 


Has immediate openings for: 
SECRETARIAL EMPLOYEES 
Qualifications: good typing skills, 
shorthand preferred but not essen 
tial. The ability to organize & 
keep file systems up to date i 
ability to work well with students. 
CLERICAL EMPLOYEES 
Qualifications: good typing skills; 
accuracy essential, average speed 
acceptable. 
PARAPROFESSIONAL 
WORKERS 
Qualifications: good typing skills, 
ability to get along well with stu­ 
dents. 
PARAPROFESSIONAL WORKER 
To work daily in the swimming 
pool during school hours. Quali­ 
fications: have current water safe­ 
ty instructor certificate. 
CAFETERIA EMPLOYEES 
N e e d 
assistant 
cook, 
baker, 
servers. 
Only 
competent 
reliable 
people 
need apply, for application forms 
and/or further information call: 
Dr. Robert L. Pommerenke 
DIRECTOR OF PERSONNEL 


GLENBROOK HIGH SCHOOL 
4000 W. Lake Ave. 
Glenview, 111. 60025 
729-2000 ext. 270 or 280 


820— Help Wanted Female 
820— Help Wanted Female 
830— Help Wanted Male 
830— Help Wanted Male 
830— Help Wanted Male 


FACTORY HELP 
Due to continued expansion 
we have immediate openings 
at our Des Plaines facility. If 
you are interested in working 
as a 


CABINET ASSEMBLER 
or 
WIRING OR SOLDERING 


Please call or come for an in­ 
terview. 


Personnel Dept. 


297-5320 


ITT Telecommunications 
2000 S. Wolf Rd. 
Des Plaines 


Equal opportunity employer 


SECRETARIES 
Our expansion has created 2 
opportunities for secretaries 
with I to 2 years shorthand 
experience. For more infor­ 
mation call or visit: 
ED SUREK, 498-2000 


CULLIGAN 
INTERNATIONAL CO. 
Willow Rd. at Sanders Rd. 
Northbrook, 111. 
Equal opportunity employer 


CASHIER 
Tues. 
And telephone, Mon., 
Wed., 5 p.m. to 9 p.m. 
ROSELLE DODGE 
208 W. Golf Rd., Schaumburg 
MR. Nichoalds, 529-9871 
DENTAL Specialists. Mt. Prospect 
Immediate 
opening. 
Full 
time 
chair assistant. Will train. Excellent 
working conditions. <29-3442 


Need 
Additional Money? 
Help prepare food in our at­ 
tractive carpeted 
cafeteria. 
Hours 7 am. to 3:30 p.m. 
Good fringe benefits. 


GENERAL TELEPHONE 
DIRECTORY CO. 
1865 Miner St., Des Plaines 
827-6111 
Equal opportunity employer 


BABYSITTER. 
Monday - Friday. 
My home. I year old boy. 541-3987 
MATURE woman Tor 
cleaning. Call after 
6120 


model home 
IO a.m. 537- 


UP-TIGHT ABOUT YOUR FUTURE? 
DIAL 824-1188 


BABYSITTER — 3 Days a week. 
1-5:30. 
Own 
transportation. 
956- 
1088 after 6 p m. Birchwood Terrace 
Apartments. 
DENTAL assistant for Palatine gen­ 
eral office, Experienced preferred, 
please call for Interview, 359-3770. 
LIVE-in babysitter — or go, ;nature 
woman or part lime student. 358- 
3021 
WORKING 
mother 
needs 
live.in 
housekeeper, girls ll. 12-dog, new 
home, 
own 
room, 
TV. 
Flexible 
schedule, 
experience 
helpful, 
$50 
weekly. 394-2829, 381-6490. 


SECRETARY 
Good shorthand and typing 
skills required. Work week in­ 
cludes 
Saturday. 
Excellent 
benefits. 


FIRST NATIONAL BANK 
OF MT. PROSPECT 


392-1600 


Mrs. Johns 


TYPIST 
We have an immediate open­ 
ing for a good typist who we 
will consider training to trans­ 
mit, receive and deliver mes­ 
sages on our Telex machine 
and 
perform 
miscellaneous 
clerical assignments. Come in 
or call: 


299-2261, Ext. 211 


Ben Franklin Div. of 
City Products Corp. 
Wolf & Oakton, Des Plaines 


Equal opportunity employer 


KEYPUNCH OPR. 
Short hours, experienced oper 
ator preferred. Excellent set­ 
up for housewife or mother on 
part time work. Must have 
own transportation. 
CONROTH CO. 
2400 Greenleaf Ave. 
Elk Grove Village 
439-2333 


ACCOUNTS 
PAYABLE CLERK 


Elk Grove Village manufac­ 
turer seeking woman with 
good 
figure 
aptitude. 
Ex­ 
perience helpful but will train. 
Attractive starting salary, full 
range of benefits & profit 
sharing. For interview call: 


Miss Mack 
766-9000 


between 9-5 Mon.-Fri. only. 


WAITRESSES 
COCKTAIL WAITRESS 
Good benefits, top pay, Full or 
part time evening positions 
available. Apply in person. In­ 
terviews between 9 and 6 
P.M. 
ROBIN HOOD 
RESTAURANT 
306 E. Rand Rd. 
Arlington Heights 


RECEPTIONIST 
Light typing. Bensenville. No 
experience 
necessary. 
Call 
Mr. Ahlstedt, 
595-9500 


WAITRESS 
Private 
club. 
Cocktails 
lunch. Mon. thru Fri. 
Call Mr. Barbara 
446-2779 
Northfield area 


RECEPTIONIST 
PART TIME 
Prefer 
Attractive, 
mature, 
young woman experienced in 
handling incoming clients & 
phone. Evening hours, Des 
Plaines 
298-8230 


SUPPLEMENT your income show 
Caroline 
Emmons 
Jewelry, 
lull 
pay, 
part time. 4 openings. Call 
439-2584. 
MAIDS. Full or part time. 537-9100. 
DENTAL assistant wanted. Experi­ 
ence preferred. 4 day week. 824- 
1917_______________________ 
_______ 
WAITRESS. 21 or ever. Evenings 
and weekends. Full or part time. 
Hangar Restaurant, Palwaukee Air­ 
port. 537-1200. 
NURSES Aides — full time, day 
shift, 7-3:30; part lime 7-11. St. Jo­ 
seph’s home for the Elderly, Pala­ 
tine, 358-5700. 
RENTAL agent for apartment com­ 
plex, 
Mt. 
Prospect, 
must work 
evenings and weekends. Full time. 
437-4200 
TYPIST. Full time. Accounting De­ 
partment of general contractor. 
Algonquin Road and Route 83. 437- 
7300 
HOUSEWIVES full or part time. 
Maid work. Apply in person. Fla­ 
mingo Motel, 
1246 S. River Rd., 
Wheeling. 
SALES Clerk over 35 for 30 hours 
per 
week. 
398-9673. 
Randhurst 
Toys by Rizzi 
HOUSEKEEPER 
for 
motherless 
home. 894-4119 before I p.m. 
CLEANING Lady — Mature. 5 days 
a week. Own transportation. Apply 
in person. Bel Air Motel, 536 E 
Northwest Highway. Palatine. 
WAITRESSES experienced over 21 
full & part time. Arlington Inn 
Restaurant, 902 E. Northwest High 
way, Arlington Heights. 
FULL time cashier, Wille Inc., IOO 
W. Northwest Highway, Mt. Pros 
ped, 255-1600. 
HOUSEKEEPER, 
mature 
woman. 
experienced with boys 9 and 12, 
days weekly, 2-3 overnights weekly. 
253-1420 after 6. 
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POSITIONS NOW AVAILABLE INCLUDE: 


• PUNCH PRESS SET-UP (8 a.m. to 4:30 p.m. or 4:30 p.m. 
to I a.m.) — Requires I or more years experience setting up and 
operating automatic punch presses. 
» MAINTENANCE MACHINIST (Midnight to 
8 30 
a>m.) — Must be experienced in trouble-shooting, repairing and 
rebuilding hydraulically operated or air operated production equip­ 
ment and capable of using tool room mochinery to fabricate simple 
replacement parts. 
• PRECISION INSPECTORS (8 a.m. to 4:30 p.m. and 4:30 
p.m. to I a.m.) — Must be capable of reading engineering blueprints, 
utilizing precision mechanical measuring instruments and possess I to 5 
years experience in incoming and-or 1st piece in-process inspection. 
• MOLD SET-UP MEN (4 p.m. to 12:30 a.m. and Midnight 
to 8:30 a.m.) — Requires I or more years experience setting up 
automatic molding presses used in fabricating small thermoset and 
thermoplastic parts. 


Excellent pay + liberal benefits 4* ideal working conditions =* 
employment at Littelfuse. 


For more information regarding these positions, please call 
JIM DEERING 


800 E. Northwest Hwy. 


Des Plaines 


SUBSIDIARY OF TRACOR, INC. 


A n £qua/ O ppo rtu n ity Em ployer 
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WOMAN wanted Babysitting. 5 day 
week. My home. 827-8992. Call af­ 
ter 5 p.m. 
FULL or part time in light assem 
bly of small parts. Clean plant. 
439-9122, Precision Industrial Corp. 
FULL/Part time. Bondable. Manag­ 
ing hot dog stand. Palatine. 359- 
5281. 


RECEPTIONIST 
& 
OPTICAL DISPENSER 
Experienced for professional Cen­ 
ter in Mt. Prospect. Full time. 
Salary commensurate with experi­ 
ence & ability. 
Call for appointment 
593-0510 


WAITRESS. 
Northwest 
1002. 


Pickwick 
House, 
IO 
Hwy., 
Palatine. 
358- 


AT last you found us Vanda Beauty 
Counselor Cosmetics. Earn while 
you learn. Average $3 per hour. Call 
255-8045 after 5 p.m. 


TEACHER AIDES 


Mature women to help individ­ 
ualize instruction. Must have 
m i n i m u m of 30 semester 
hours of college credit. Sala­ 
ry, $2.50-$3 per hour. For 
m o r e information contact: 
School Dist. 21, 537-2110. 


MOLDING MACHINE OPRS. 
Bench work, 
Day & evening shift 
Top wages, liberal benefits 
A. F. Horlacher Co. 
400 S. Hicks 
Palatine, 111. 
359-3344 


GIRLS willing to start at the 
bottom. We have a place for 
you in our fast moving dis­ 
tributor relations department 
of growing company. 
Call Phyllis, 437-2555 
Elk Grove 


TYPIST 
Some experience in typing A filing 
desired. To start immediately in 
our modem A/C office. 


RECEPTION/TYPIST 
Dependable 
receptionist 
& 
typist, salary open, plus fringe 
benefits. 


BOS INDUSTRIES INC. 
601 Country Club Dr. 
Bensenville, 111. 60106 
Call 766-7333 or apply in per­ 
son. 


Secretary 
Customer Service 
Immediate position for sharp 
girl in a northwest electronics 
Firm. General office & clerical 
abilities required. Excellent 
opportunity with many bene­ 
fits. 
Call Mr. Hunt 
825-1144 


ECM Motor Co. 
1301 E. Tower Rd. 
Schaumburg 
894-4000 


OFFICE GIRL 
Minimum 2 year experience at fil­ 
ing answering phone, lite typing, 
general office duties. Co. benefits, 
pd. 
vacation, 
pleasant 
working 
conditions in small office. 


Call Mr. Matt! 437-3767 


NURSES AIDES 
Applications now being taken 
for Sept. All three shifts. Call 
Elaine Scharringhausen. 
537-2900 
ADDOLORATA VILLA 
Wheeling 


RATING CLERK 
D o w n t o w n Palatine. Ex­ 
ceptional fringe benefits. Per­ 
manent. 
358-6510 
RELIANCE 
INSURANCE CO. 


LEARN KEYTAPE 
Any keypunch training or exp. for 
day shift or nites. Salary $110-$135. 
Plus 10%. 
Call Mr. Morris 
359-5020 
COMPUTER CENTRE 
800 E. NW Hwy. 
Palatine 


IBM KEYPUNCH OPR. 
Minimum one year IBM expe­ 
rience. Apply at LPM, 901 
West Oakton, Des Plaines or 
call 
439-5400 weekdays 
537-7014 Sunday 


FULL and part Ume Bakery Sales 
Clerks needed. 
Experienced pre­ 
ferred. Apply in person. Tiffany’s 
Bakery. Woodfield Mall. 382-9826. 


WAITRESS. Full/part time. Dunton 
House Restaurant, l l VV. Davis. 
Arlington Heights. 
SIT with elderly lady; light house­ 
keeping and/or laundry. 359-0160. 
CLEANING lady once a week, 
438-8640, Lake Zurich. 
$15. 


HAZEL type, baby sitting for vaca­ 
tioning parents, weekends. Espe­ 
cially good with newborns. Trans­ 
portation/references. 437-7157. 
AMBITIOUS, attractive women in 
Elk Grove. Average $3 hour as a 
Vanda Beauty Counselor. 439.7598. 
766-1595. 
HAIRDRESSER 
wanted, 
enced, fuU time. 392-3990. 
Expert 


BABYSITTER wanted. Start tam e 
diately thru school year. Refer­ 
ences/transportation. 439-7221. 
BABYSITTER wanted. 
Four days. 
My home. I child. Buffalo Grove. 
253-1968. 
FEMALES — permanent — full & 
part time. Energetic persons. Af­ 
ter 9:30 am . 
Slip-Inn Ceramics, 
Wheeling. 537-4789. 
MOTHERLESS 
Home 
needs 
day 
housekeeper, girl 14, boys 8-4. Pal 
atine, 5 days, 359-3863. 


MULTIGRAPHICS 
IS 
HIRING NOW ! 
PERMANENT FULL-TIME JOBS 
I st and 2nd shift positions available 


• DRILL PRESS OPERATOR 


• TURRET LATHE OPERATOR & SET UP 


I yr. previous experience required 


» PRESS BRAKE 
OPERATOR & 
SET UP 
I yr. previous experience 
required 
• WELDERS 
G AS & ARCH 
on light gauge metal 


FLOOR ASSEMBLERS 
M echanical ability 


M achine Assem bly work 


BENCH ASSEMBLERS 
W iring and Soldering 
& harness making 
experience preferred. 


PRECISION 
MACHINING 
We need experienced oper­ 
ators and setup men but will 
train conscientious men who 
are interested in learning pre­ 
cision machining. 
Days or Nights 
MILLING MACHINES 
BRIDGEPORT MILLS 
N. C. MILLS 
GRINDERS I.D. & O.D. 
BLANCHARD GRINDERS 
ENGINE LATHES 
MACHINIST HELPERS 
Top wages, steady overtime, 
family plan, paid Blue Cross 
& Blue Shield. 7 Holidays, 
profit sharing, sick pay. 10% 
nights. 


SKILD MFG. CO. 
160 Bond Street 
Elk Grove Village 


437-1717 


830— Help Wanted Male 
830— Help Wanted Male 


WE OFFER 


• Excellent W ages 


• Com pan y paid Life Insurance, 
Pension Plan and Health Insurance 


• Friendly Co-W orkers 


• Excellent Em ployee Cafeteria 


C O N V E N IE N T L O C A T I O N 


M A K E YOUR APPLICATION NOW AT OUR EMPLOYM ENT OFFICE 


WEEKDAYS 7:45 to 4:15 p.m. 


WE WILL HAVE SPECIAL 
AFTER HOUR INTERVIEWING ON 
THURSDAY, AUG. 24 FROM 5 p.m. to 8 p.m. 


MULTIGRAPHICS DIVISION 


ADDRESSOGRAPH MULTIGRAPH CORPORATION 


1000 WEST CENTRAL ROAD • MT. PROSPECT. ILLINOIS 600b% 


An Equal Opportunity Employer 


WAITRESSES — part time, days.! 
Olde Town Inn. Mt. Prospect, 392-|| 
3750. 
BABYSITTER needed — Heatherleal 
subdivision. 2 children. 4 days a! 
week. 2 p.m. - 6 p m. 16 years and 
up. Must have transportation. 359-J 
5389. 
KEYPUNCH Operator. One year ex-fl 
perience on IBM 029. Days 9-5.1 
Call 593-5850. 
EXPERIENCED 
part time for 
358-3939. 


dental 
assistant.! 
specialty practice. 


PART time for answering service. I 
morning, 
afternoon, 
switchboard) 
exp. preferred. 297-3233 
ATTRACTIVE college girl to answer| 
phones 7:30-11:30 a.m. weekdays. 
Study while working. 259-6669; 259-11 
8841 - anytime. 
MEDICAL 
office/bookkeeper. 
Full I 
time. 5 day week. POB 453. Ar-I 
lington Heights. 


PRODUCTION PLANNER - 
FORECASTER 
Immediate opening for an individual in the produc­ 
tion planning dept, of our rapidly expanding firm. We 
prefer experience in the areas of machine loading 
and scheduling. Some knowledge of EDP helpful, but 
not required. We are the country’s largest manufac­ 
turer of aluminum foil containers located in the 
northwest suburbs. We offer an excellent starting 
salary and fringe benefit program. 
Please send complete resume or contact. . . 


RICHARD BRUCE 
537-1100 
EKCO PRODUCTS, INC. 
Ill Wheeling Rd. 
Wheeling, III. 
An Equal Opportunity Employer 


SECURITY 
GUARDS 
FULL TIME - PART TIME 
I m m e d i a t e permanent 
openings in western suburbs 
for men over 25 years of age 
with good health and clean 
background. Various shifts 
available paying top hourly 
wage. We furnish uniforms 
and train you on job. 
For further information 
apply 
FRIDAY AUGUST 25th 
HOURS 8:30 a.m. to 4 p.m. 
THE KANE SERVICE 
23 W. North Ave. Northlake 
(See signs East side of 
bldg.) 
Equal opportunity employer 


MANAGER TRAINEE 
HOWARD JOHNSON CO. 
Openings now available for 
aggressive men to join rapidly 
expanding restaurant chain. 
Must be willing to adhere to 
rigid training program and 
waling to relocate m the fu­ 
ture at co. expense. Oppty. to 
learn the restaurant business 
and earn $10,000 + a yr. All 
company benefits. 


Apply at Glenview, 111. 
1401 Waukegan Rd. 


Howard Johnson’s Restaurant 
or CALL MR. BAKER at 
724-9546 for appointment 
Equal opportunity employer 


825—Employment Agencies 
Male 


USE CLASSIFIED 


CHURCH secretary — 
I ministrative ability, 
pect, 392-3111 


typing — ad- 
Mount Pros- 


WE NEED MEN 
20 warehousemen ......— $2.90-$3.50 
Management trainees ___ $650-$700 
Customer Service Mgr 
$10-$12M 
H S. Chemistry lab te c h 
$6,240 
Order fillers —, 
$141 wk. 
Prod. Cont. Inv. A bindery 
$12M 
Sports-manager tr ...... 
$6,500 
Leasing manager l r ---------- $7,200 
Degree warehouse m g r 
$16M 
Warehouse foreman ____ $11-$14M 
Chief Inspector mfg ..... 
$975 
Buyer trainee _____ 
$650 
Tool room or layout ........$125-$160 
Pipefitter or machinist _____ $4.37 
SHEETS Arlington 
392-6100 
SHEETS Des Plaines 297-4142 


GENERAL MAINTENANCE MAN 
With heavy electrical experience 


Salary open. Rapid advancements, company insurance, paid 
holidays and vacations. 


APPLY TO: 


PPI INDUSTRIES INC. 
149 Seegers Road 
1 Elk Grove Village 
593-1210 


CALL OUR HELPFUL "AD-VISORS" 


SALES OPPORTUNITY 
U n l i m i t e d 
f o r 
individual 
w/ambition, drive, persistence A 
interest in the challenge of selling. 
Salary + comm, w/an excellent 
chance of advancement into man­ 
agerial position. Exc. benefit pro- 
g r a m . 
Salary 
commensurate 
w/experience. For immediate in­ 
terview apply in person 


THE SINGER CO. 
Randhurst Center 
Mt. Prospect 
Equal Opportunity Employer 


LETTERPRESS PRESSMAN 


Our Goss Universal press will soon have a twin press in 
operation. We need another pressman with some experi­ 
ence m a letterpress operation. This is your opportunity to 
join a growing company, work near home and earn a re­ 
spectable salary. Our opening is for 2nd shift employment 


8 : 3 0 p.m. to 4:30 a.m. Sunday thru Thursday nights. All 
company benefits, paid holidays, vacations, life and hospi­ 
talization insurance, profit sharing. Call for appointment. 


Bill Schoepke 


394-2300 


PADDOCK PUBLICATIONS, INC. 
217 West Campbell 
Arlington Heights, 111. 


APPRENTICE PRESSMAN 


We are looking for a young man who wants to get ahead 
and learn a trade that guarantees full time year round 
employment. This is your opportunity to join a growing 
company, work near nome and earn a respectable salary 
while learning. Our opening is for 2nd shift employment, 
8:30 p.m. to 4:30 a.m. Sunday thru Thursday nights. All 
company benefits, paid holidays, vacations, life and hospi­ 
talization insurance, profit sharing. 
Please call for appointment. 


BILL SCHOEPKE 


394-2300 


PADDOCK PUBLICATIONS, INC. 
217 West Campbell 
Arlington Heights, 111. 


DES PLAINES INDUSTRIAL PARK 


GENERAL FACTORY 


Hours 7 a.m. to 3:30 p.m. Starting rate $2.50. Steady em­ 
ployment. Excellent benetits. 


La Marche Mfg. Co. 


106 Bedrock Dr. 
Des Plaines 


299-1188 


NEWSPAPER MAKEUP 


SUPERVISOR 


Cold type composition department, second shift Monday 
thru Friday. Must be experienced in newspaper advertising 
pasteup production. Expanding company. Many fine bene­ 
fits. Please call for appointment. 


Bill Schoepke 


394-2300 


PADDOCK PUBLICATIONS, INC. 
217 West Campbell 
Arlington Heights 


AETNA INSURANCE CO. 


O’HARE PLAZA BLDG. 
5735 East River Rd. 
Chicago, III. 60631 


• FULL TIME MAIL/SUPPLY CLERK 
• PART TIME MAIL/SUPPLY CLERK 


Call 693-250, Ext. 214 
or pay us a personal visit 
(We are located West of Cumberland at the corner of 
Higgins and East River Road) 
An Equal Opportunity Employer 


CONSTRUCTION 
COST ANALYST 
National chain store organization with offices in the Chi­ 
cago area requires a cost analyst experienced in retail 
store construction for work in the Chicago area. 


Replies held in confidence. Employes know of this ad. 


Send resume of experience, education & salary require­ 
ments to: 
BOX J-13, c/o PADDOCK PUBLICATIONS 
ARLINGTON HEIGHTS, ILL. 


Equal Opportunity Em ployer 


MAINTENANCE MEN 
2 full time men are needed for 5 a.m. to noon shift, Monday 
thru Saturday. 


Good starting salary and excellent company benefits. 


APPLY PERSONNEL, UPPER LEVEL 


MONTGOMERY WARD & CO. 


Randhurst Shopping Center 
Mt. Prospect 


An Equal Opportunity Employer 


INSTALLMENT LOAN 


Due to rapid growth and in­ 
creased activity in our Loan 
Department, we are in need of 
additional personnel — fi­ 
nance company and/or collec­ 
tion 
experience 
preferable. 
Contact Mr. Ehlebracht or 
Mrs. Gonzalez. 


BANK OF ELK GROVE 


439-1666 


EOE 


I STOCK CLERK 
and 
I BINDERY TRAINEE 


Needed in fast growing organ­ 
ization located in Schaum- 
burg-Hoffman Estates area. 
Full time day work. Excellent 
company benefits. 


Call MRS. CLAUSEN 


529-4100 


LIGHT OFFICE CLEANING 


3Vfc hours per evenings. Mon. 
thru Fri. Must have own car. 


For appt. PHONE 827-4484 
between 9 a.m. to 7 p.m. 


ASSEMBLER 
Electronic assembler needed 
for expanding company in 
modern plant. No experience 
required. 
Contact George Whalen 


ED AX INTL INC. 
Prairie View 


634-3870 


MOLD MAKER 
Minimum 6 years experience com­ 
bined with design knowledge es­ 
sential. 


If you qualify and are Interested 
in working in the north suburbs 
under ideal conditions, including 
top wages, paid vacation, insur­ 
ance and other benefits call for in­ 
terview: 


634-3000 


W A N T ADS 
PAD D OC K PUBLICATIONS 
Thursday, August 24, 1972 


O F F E R IN G T H E M O S T C O M P L E T E S E L E C T IO N O F 
job Opportunities 


Y O U R G U ID E T O S E C U R IT Y 
T H R O U G H E M P L O Y M E N T 


830 
Help Wanted Male 
3?Q. -Help Wanted Male 
830-Help Wanted Male 


FULL TIME 
SHOP WELDERS 
4 HELPERS-Second Shift 
Arc welders — experienced 
for light gauge steel pipe wel­ 
ding. Fabricator and fabric­ 
ator helper — experienced in 
set up and assembly oper­ 
ations. Opportunity to learn 
welding. General shop helpers 
— experience in hand-lay-up 
operation helpful but not nec- 
e s s a r y . Suburban location. 
Excellent 
starting 
salary. 
Near expressway. Permanent 
employment witn opportunity 
to advance. Retirement and 
hospital benefits, paid vaca­ 
tions. 
E. B. KAISER CO. 
2114 Chestnut Avenue 
Glenview 
724-4500 


WAREHOUSE 
2nd Shift 4:30 p.m.-I a.m. 
Capable men are needed for 
permanent warehouse work as 
unloaders and fork lift oper­ 
ators. Good physical condition 
and 
verifiable work 
refer­ 
ences. Must have experience. 
Excellent salary and employ­ 
ee benefits. 
APPLY IN PERSON ONLY 


Ben Franklin Div. of 
City Products Corp. 
Wolf & Oakton, Des Plaines 
Equal opportunity employer 


ADVERTISING 
MANAGER 


A real pro who is knowledgeable in hardlines with 
experience in merchandising sales circulars and 
newspaper ads. Experience m supervising creative 
layouts and writing of effective sell copy. Must have 
a good working knowledge in web offset printing and 
the preparation of supporting artwork. 
We offer full range of employee benefits — hospital­ 
ization, medical, paid vacations, and retirement plan. 
Pleasant working conditions in air conditioned subur­ 
ban office. Send complete resume in confidence to: 


MR. ERWIN CROISSANT 
MANAGING DIRECTOR 


LIBERTY DISTRIBUTORS 
2570 Devon Ave. 
Des Plaines, 111. 60018 


830—Help Wanted Male 


MOLD MAKERS 
A nd 
Juniors, 
apprentices, 
minimum I year experience. 
Deckel or Kampf Operator, 
Radial Drill Press Operator. 
All benefits. Air conditioned. 
Overtime. 
NIGHT SHIFT ONLY 
A & F DIE MOLD CO. 
3102 Tollview Drive 
Rolling Meadows 
259-9595 


SHIPPING-RECEIVING 
Ambitious man for shipping, 
receiving 
and stocking for 
electromc 
repair 
facility. 
Some driving of company sta- 
tionwagon. Career opportunity 
for 
man with 
some elec­ 
tronics 
background. 
Start 
$2.50 per hour plus profit shar- 


TEKTRONIX, INC. 
175 Randall Street 
Elk Grove Village, 111. 60007 
956-1774 
Equal opportunity employer 


WAREHOUSE 
Five positions open. Modern 
facility. Good working condi­ 
tions and benefits. Start $2.50 
an hr. with fast wage prog­ 
ression. 
Own 
transportation 
required. Apply at 


901 W. Oakton, Des Plaines 
8-4:30, M-F. 


URGENT ! ! ! 
ENTERPRISING men needed 
for sales management posi­ 
tion. Will train, $18 - $30 thou­ 
sand income range, possible 
to begin part time. Call be­ 
tween 9:30-12 noon 4-6 p.m. 


MACHINIST 


Permanent position with medium sized company. 
Need capable man familiar with most metal working 
machinery. Man will be responsible for machining 
our production tools and dies. This position requires a 
reliable and conscientious man. Our company offers 
many benefits including, COMPANY PAID PROFIT 
SHARING. 
CALL OR APPLY 


HALOGEN PLASTICS 
150 Gaylord St. 
Elk Grove Village 


439-7400 
(near Arlington Hts. & Higgins Rd.) 
An Equal Opportunity Employer 


COLD TYPE 


COMPOSITION 


MARKUP 


If you have an interest in 
graphic arts, you will find this 
position most interesting and 
challenging. 
Knowledge 
of 
type faces is helpful, but we 
will train if you want to learn 
the latest technologies of cold 
type composition tor display 
advertising. We offer good 
pay while learning plus all 
company 
benefits 
including 
profit sharing. Please phone 
for appointment. 


Bill Schoepke 
394-2300 


PADDOCK 
PUBLICATIONS 
217 West Campbell 
Arlington Heights 


830—Help Wanted Male 


PART TIME HELP 
We are in need of I or 2 men 
who would be available to 
work 2 or 3 days a week in 
o u r 
mailroom 
processing 
newspapers for delivery to our 
Carriers. 


Hours would vary depending 
on our production schedule. 
Must be able to work morning 
or afternoon shift or both. 


For further information 
Call: 


PADDOCK 
PUBLICATIONS, INC. 


Harvey Gascon 


394-0110 


PRODUCTION LINE OPERATORS 
Packaging & Assembly Lines 
WE WILL TRAIN YOU 
• STARTING RATE - $3.27 PER HOUR 
• PERMANENT JOBS 
• ADVANCEMENT OPPORTUNITIES 
• AUTOMATIC PAY INCREASES 
• FULL FRINGE BENEFITS PROGRAM 


1st SHIFT OPENINGS 


Apply in Person or Call 
259-8800 
PHILIP A. HUNT CHEMICAL CORP. 
Carnegie St. 
Rolling 


An Equal Opportunity Employer 


900 
Meadows 


MAINTENANCE 
REPAIR MAN 
Experienced in mechanical, 
electrical and welding. Steady 
employment. $4.50 per hour. 6 
day week. Overtime daily. 


JOSEPH T. RYERSON 
& SON, INC. 
2180 Pratt 
Elk Grove Village 


439-2900 
Equal Opportunity Employer 


CUSTODIANS 
Year Around Positions 
Hours: 3 p.m.-ll p.m. 
Also PART TIME Positions 
Available. 
Work in 
SCHAUMBURG, ILL. 
for 
SCHOOL DISTRICT 54. 


For information Call 


529-4200 
ASK FOR MR. VISO 


SHORT ORDER 
COOK 
N o 
experience 
necessary. 
High school 
education 
not 
needed. Good pay. 


GOLDEN BEAR 
FAMILY RESTAURANTS 
1331 W. Dundee Rd. 
Buffalo Grove, 111. 
394-2733 


358-6815 


WANTED 
WELDERS 
ASSEMBLERS 
MAJOR MEDICAL 
L IF E INSURANCE 
PAID VACATIONS 
PAID HOLIDAYS 
OVERTIME 
APPLY 
CHAMPION BLOWER 
& FORGE 


MAINTENANCE 
MECHANIC 


Qualified man with electrical 
background, starting salary 
$3.97 per hour, good fringe 
benefits. Profit sharing, paid 
vacation. Apply at Thompson 
Industries, 1797 S. Winthrop, 
Des Plaines. 


Equal opportunity employer 


IOO W. Central 
Roselle 


FACTORY HELP 
We have permanent day shift 
openings in our modern food 
plant. Steady work, good pay. 
Come in for an interview. 


SUPERIOR 
TEA & COFFEE 
2222 Lunt, Elk Grove 


Equal Opportunity Employer 


ASSEMBLER 
Electro-mechanical for indus­ 
trial 
& 
construction equip­ 
ment. 
POWER TOOLS, INC. 
500 S. Hicks 
Palatine 
358-2600 


HIGH SCHOOL BOY SATUR­ 
DAYS AND AFTER SCHOOL. 
APPLY IN PERSON. 


J. SVOBODA SONS 
MEN’S STORE 
ARLINGTON HEIGHTS 


SECURITY 
GUARDS 


North & Northwest Suburbs 


FULL or PART TIME 


Must be 21 years of age, bond­ 
able and U.S. citizen. 
Call for app’t. 


729-4850 


LAB TECHNICIAN 
To do the active semi routine 
jobs in chemical lab: collect 
samples from plant for ex­ 
periment: mix chemicals and 
run lab coater: run ill types 
of stencil marking & dupli­ 
cating equipment under test 
conditions, evaluate stencil & 
inks, etc. Requires good level 
of ability, including some me­ 
chanical or math ability. Age 
no barrier. 
Call or come in 
439-8500 
WEBER MARKING 
SYSTEMS, INC. " 
711 W. Algonquin Rd. 
Arlington Heights 
Equal opportunity employer 


SHIPPING ROOM CLERK 
Apply in person 


THE BURROUGHS CO. 
230 W. Palatine Road 
Wheeling 


EXPERIENCED MAN 
OR 
SERIOUS TRAINEE 
for close - tolerance honing. 


PRECISION IND. CORP. 
EGV 
439-9122 


USED CAR PORTER 
Full time, permanent position. 
Full line of company benefits. 
APPLY IN PERSON 
CHALET FORD 
801 W. Dundee 
Arlington Heights 


WAREHOUSE & SHIPPING 


For greeting cards. Good starting 
pay, 
fast 
promotion, 
pleasant 


working conditions, excellent loca­ 
tion. Apply in person. 


HINZ PUBLISHING CO. 


1750 W. Central 


M t Prospect 


USE CLASSIFIED 


LOOK! 
Expanding company has open­ 
ings. Car necessary. Age over 
20. Company will train. 
Earn up to 1st month. 
$650 MONTH 
Mr. North, 544-4920 
DRAFTSMEN 


Mechanical drafting. Layout & de­ 
tail. Light experience + H S. or 
college drafting courses qualifies. 


"k e n t p e r s o n n e l 


TOOL & DIE 
We are seeking tool and die 
makers with 5 to 7 years ex­ 
perience. Job includes mak­ 
ing and rebuilding medium 
sized progressive die work. 
Must be capable of oper­ 
ating all tool room equip­ 
ment. 
Good salary, profit sharing, 
free insurance. 
Call Gary Smith or 
apply in person 
272-3700 
GENERAL BINDING 
HOI Skokie Blvd. Northbrook 
(on Edens Xpwy. % mile S. 
of Dundee Rd., Rte. 68) 
Equal opportunity employer 


JEWELRY SALESMAN 
America’s finest and fastest 
growing membership depart­ 
ment store. Must be experi­ 
enced in jewelry sales. Ex­ 
cellent starting salary, plus 
benefits. Good opportunity for 
advancement. Salaried posi­ 
tion. Call 
Mr. Board 
between 8 a.m. and 6 p.m. 
398-0719 


MECHANIC 
(PLANT MAINTENANCE) 


We are looking for a man who 
is strong in electricity & expe­ 
rience rn the area of plant 
maintenance. Must be capable 
of servicing packaging ma­ 
chinery & have knowledge of 
plumbing & general mechani­ 
cal work. 


WE OFFER: 


Excellent starting salary 
Free hospitalization 
Free life insurance 
Free pension plan 
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FULL TIME 
LINOTYPE 
OPERATOR 


Second 
shift, 
Sunday 
thru 
Thursday, 4 p.m. to Midnight. 
A11 company 
benefits 
in­ 
cluding profit sharing. Call: 


Bill Schoepke 


394-2300 


PADDOCK 
PUBLICATIONS 
INC. 


217 W. Campbell 


Arlington Heights 


SUPERIOR 
TEA & COFFEE CO. 


2222 Lunt, Elk Grove Village 


COUNTER MEN 
Full & Part Time 
Days & Evenings 


MAINTENANCE MAN 
Mornings 8-11 a.m. 


LUMS 
1225 S. Elmhurst Rd. 
Des Plaines 


956-0565 


COMPUTER PROGRAMMER 


Aggressive young man needed 
with experience in computer 
programming system 360/20 
disk. RPG and assembler lan­ 
guages. Apply in person. Ask 
for Ron Cochrane. 


MOLON MOTOR 
& COIL CORP. 


3737 Industrial Ave. 
Rolling Meadows 


Equal opportunity employer 


SENIOR 
BUYER 
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SHIPPING 


RECEIVING 


CLERK 


Full time ambitious man at 
least 18 years old. Opportunity 
to learn electronics. Good fu­ 
ture in new facility. Benefits 
galore. Contact Russ Marino. 


593-0230 


Cheshire, 
a 
Xerox 
Com­ 
pany, and leading manufac­ 
turer of labeling and ad 
dressing systems has an im­ 
mediate opening for a Se­ 
nior Buyer. 
We seek an individual with 
at least 5 years experience in 
buying complex electro-me- 
c h a n i c a I and electronic 
equipment. College degree 
preferred. This is truly an 
u n i q u e opportunity 
for 
someone who is big on ac­ 
complishing goals, has high 
career 
objectives 
and 
is 
seeking a situation wherein 
one can make a major con­ 
tribution to the growth of 
the 
department 
and 
the 
company. 
In addition to a liberal start­ 
ing salary, we also offer a 
non-contributory benefit pro­ 
gram, including Xerox prof­ 
it sharing. Please send re­ 
sume in confidence or call 
566-7880 for confidential in­ 
terview. 
CHESHIRE 
A Xerox Company 
408 Washington Blvd. 
Mundelein, Illinois 60060 
Equal opportunity employer 


EQUIPMENT 
OPERATOR 
No experience necessary. Op­ 
erate dry cleaning unit in our 
small modern plant. Hourly 
wage — steady work. Full line 
of benefits. Immediate open­ 
ing. 
Call or apply: 


Custom 
Uniform Rental 
2420 East Oakton St. 
Elk Grove Village 
593-5903 


Due to construction go est 
on Oakton To Elmhurst Rd. 


STOCK HANDLERS 
Full time & part time 
8 a.m. - 4:30 p.m. 
L i b e r a l company benefits, 
good starting salary. Apply in 
person. See Mr. Rankin, 9 
a.m. - 5 p.m. 


J. C. PENNEY CO. 
2300 Arthur 
EGV 
An equal opp, emp. 


PRINTER 


BUS BOYS 
We will train, full time day 
and evening shifts open. I 
meal and uniforms furnished. 
APPLY IN PERSON 
P E R S O N N E L DEPART­ 
MENT 


ARLINGTON PARK 
TOWERS HOTEL 
Euclid & Rt. 53, 
(Rohlwing Rd.) 
Just west of race track 


WAREHOUSEMAN 
Position available immediate­ 
ly for full time warehouseman 
in a clean modern warehouse. 
$2.55 to start. Apply in person. 


Dekoven Drug Co. 


1401 Estes 
Elk Grove Village 


Major 
food 
wholesaler 
m 
northwest suburbs needs full 
time printer with experience 
on A/M 2550 & 2650 offset 
presses. Salary commensurate 
with experience and ability. 
Call Mr. Norman between 6 
and 7 p.m. 894-1842 


DRAFTSMAN 
Desire individual with experi­ 
ence in printed circuit layout, 
p a c k a g i n g and logic dia­ 
grams. Excellent opportunity 
with 
growing 
company 
in 
northwest suburb. 
Contact Richard Verschoor 
ED AX INT’L., INC. 
Prairie View 
634-3870 


SALES TRAINEE 
Young man for phone, show 
r o o m sales and delivery 
scheduling. 
Bookkeeping 
or 
accounting knowledge helpful. 
Some typing required. Hours 
IO to 6. Excellent future. Com 
pany benefits. No experience 
necessary. 
439-2520 


PLASTICS 


Molding Machine Operators, 
openings on 1st and 2nd shifts. 
Also openings for Molding Su- 
p e r v i s o r trainees. Experi­ 
enced 
operators 
ready 
to 
move up. 
KINGSTON PLASTIC CO. 
1311 Rand Rd. 
Des Plaines 
827-4466 


PART TIME 
COOK 
Experienced 
Also full time 
SALADMAKER 


ZAPPONES BRANDYWINE 
RESTAURANT 
in the Holiday Inn 
Elk Grove Village 
956-1170 
RADIO & TV TECHNICIAN 


Must have repair experience. In­ 
side bench work. Good salary — 
benefits. Phone 


593-7330 
UNICRAFT ELECTRONICS 
INDUSTRIES 


1443 Tonne Rd. Elk Grove Village 


7512 N. Harlem 
631-8545 


PURCHASING 


Assist purchasing manager In 
buying and expediting duties. I 
- 3 yrs. of purchasing experience 
with 
electro-mechanical 
parts. 


Some college preferred. Call for 
appointment 35S-9100 
REYNOLDS PRODUCTS. INC. 


SCHAUMBURG. ILLINOIS 


FACTORY WORK 
No experience necessary 
Permanent 
Days 8 a.rn.-4:30 p.m. 
APPLY IN PERSON 
STANDARD SAFETY 
EQUIP. 
431 Quentin Rd., Palatine 


FULL TIME JANITOR 
Full time day interior building 
maintenance. Excellent condi­ 
tions in brand new location. 
$4-$5 per hour. Ask for Marla. 


NIEDERT LEASING INC. 
200 W. Jarvis 
Des Plaines 


ROUTE WORK 
Immediate 
opening. 
Local, 
ambitious family man needed 
to service small beginner’s 
vending route. Advancement 
dependent on ability. 


M a n y 
excellent 
company 
benefits. Mechanical aptitude 
helpful. 
Call 359-6200 for appt. 
HEADER OPERATORS 


1st & 2nd shift up to $4.05 to 
start. Premium pay for 2nd 
shift. Overtime plus bonus all 
shifts. If interested contact: 
Sam Ventura 
455-1002 
or apply at: 
9362 W. Grand Ave. Franklin 
Park, 111. after 7 p.m. 259- 
3713. 


INSPECTION 
Inspector needed for on-line 
inspection. Electronic testing 
helpful. 


GRIGSBY-BARTON INC. 
3800 Industrial Road 
Rolling Meadows 


Call 392-5900 


Sr. Cost 
Accountant 
Manufacturing 
company 
in 
Northbrook in need of Cost 
Accountant with minimum 5 
yrs. experience. Some work 
with standard and job costing. 
Apply in person or call 


PERSONNEL DEPT. 


BARRETT 
ELECTRONICS CORP. 
630 Dundee Rd. 
Northbrook, 111. 
272-2300 


DRAFTSMAN 
(Degree Not Required) 
With 2-3 years experience in 
electro mechanical or hy­ 
draulic control drafting nowl-k 
edge of bill of materials and 
product 
numbering 
helpful. 
For more information call or 
visit: 


. 
ED SUREK 
498-2000 


CULLIGAN 
INTERNATIONAL CO. 
Willow Road at Sanders Rd. 
Northbrook, 111. 
Equal opportunity employer 


MULTIPLE SPINDLE 
SCREW MACHINE 
(Setter-Operator) 
Day shift. 
Experienced on 
A c m e-Gridley and/or New 
Britain-Gridley 
equipment. 
Small dept. Steady work. Age 
no barrier; experience counts. 
Contact P. Randall. 


BERG MFG. CO. 
333 E. Touhy, Des Plaines 
298-3900 
Equal opportunity employer 


COMPUTER 
OPERATOR 
2nd Shift - 3 day week 
Mon., Tues., Wed. -1 week 
Thurs., Fri., Sat. - next week 
Hrs. 3 p.m. until finished. 
(Usually 1:30 a.m.) Banking 
environment. Start at $3.25 
per hr. We do promote good 
operators with ability. Good 
attendance a must. Experi­ 
ence preferred but not neces­ 
sary. NCR, Century 200. 


Call Mrs. Cornell 


255-7900 


GENERAL FACTORY 
1st Shift, 7:30 a.m.-4 p.m. 
2nd Shift, 4:30 p.m.-l a.m. 


No experience needed. Full 
time. Free health & life insur­ 
ance, profit sharing. 


APPLY IN PERSON 


A. C. DAVENPORT 
& SON CO. 
306 E. Hellen Rd. Palatine 
358-7322 


JANITOR FRANCHISE 
Own your own janitor service 
business. Earn $10,000-$30,000 
p e r 
year. 
No 
experience 
n e e d e d . Start part time. 
$10,000 guarantee minimum 
1st year. 
$1200 investment 
necessary. 
Inv. 
not 
refun­ 
dable. 


439-0059 


SURVEYING TRAINEE 
Must be 18 years of a^e or 
older. Excellent opportunity 
with expanding firm. 


CARL WALKER & ASSOC. 
Elgin 1____________ 697-2640 


DIEMAKER 
Minimum 6 years experience. 
If you are interested in work­ 
ing in the north suburbs in 
modern toolroom with all late 
model equipment under ideal 
c o n d i t i o n s including top 
wages, paid vacations, insur­ 
ance and other benefits, call 
for interview: 


634-3000 


WAREHOUSEMEN 
Man wanted for nut & bolt 
warehouse. Experience help­ 
ful, but not necessary. Call 


437-0400 


EXPERIENCED 
MECHANIC 


Driveway salesman for 
time service station work. 


398-9727 


fun 


COOKS 
BROILER - FRY 
Good benefits, top pay. Full or 
part time available. Apply in 
person. Interviews between 9 
and 6 p.m. 
ROBIN HOOD 
RESTAURANT 
306 E. Rand Rd. 
Arlington Heights. 


VERSATILE 
MAINTENANCE MAN 


Small Job 
carpentry, 
plumbing, 


electric. Good steady employment, 
good 
benefits, 
Insurance, 
profit 


sharing, transportation furnished. 
Salary open. Ask for Wayne. 


593-5991 


Man 
ta r. 


GROUNDS 
MAINTENANCE 
for large shopping cen- 


Permanent. 
296-3351 


STOCK ROOM 
Finished Parts Stores 
Days — full time — depend 
able. Starting rate $2.98 per 
h o u r . 
Periodic 
increases. 
Good working conditions. Con­ 
tact J. McGowan: 
537-1800 
ILLINOIS LOCK CO. 
301 W. Hintz Rd., Wheeling 


MAINTENANCE 


To assist Warehouse Manager 
i n 
maintaining 
building, 
trucks, and equipment. Good 
company benefits. ONLY EX­ 
PERIENCED NEED APPLY. 
Call Mike . . . 


CORRA PLUMBING CO. 
Rolling Meadows, 111. 


394-3800 


Equal opportunity employer 


Precision Sheet Metal Shop 
needs experienced: 


MACHINE 0PRS. 
MODEL MAKER 
SET UP MAN 
SHEAR MAN 


General Metalcraft Co. 


259-5900 


PART TIME 
Excellent part time opportuni­ 
ty. Will not interfere with 
regular job. Early morning 
hours - 2:30 a.m. to 5:30 p.m. 
Route driver in Schaumburg 
area. 
COUNTRYSIDE 
NEWS AGENCY 
837-2527 
COOKS 
Full & Part Time. Day and 
evening positions available. 
The Ground Round 
Restaurant 
109 N. Roselle Rd., 
Hoffman Estates 
882-4114 


CHEMICAL COMPANY 
Full time production help. Ex­ 
cellent wages. Elk Grove Vil­ 
lage location. Apply by phone 
9 a.m. to 3 p.m. 
595-9220 


"WANT ADS" 


HOUSEMAN 
ll p.m. - 7 a.m. 
Apply in person. 
HOWARD JOHNSON’S 
MOTOR LODGE 
920 E. Northwest Hwy. 
Palatine 


GENERAL 
WAREHOUSEMEN 
Shipping and receiving 
Permanent, full time position 
available. Good starting sala­ 
ry. 
Regular 
wage 
review. 
Clean, modern working condi­ 
tions. Full fringe benefits. Ex­ 
cellent opportunity to join a 
well-established firm. 
NICHOLSON FILE CO. 
80 Bond St. 
Elk Grove Village 
437-2830 


FACTORY-ELK GR. VIL. 
Experienced: 
Stockroom Clerk 
Craters, Janitors 
Good wages and benefits 


Call 437-1950 ext. 51. 


MACHINIST-WELDER 
General Machine Shop with 
s o m e welding experience. 
Must read blueprints & make 
set-ups. Full benefits. 


PALATINE 
358-1643 


Punch Press Set-Up 
Install and check out tooling 
in small automotive transfer 
presses. 1st & 3rd Shift. 


437-5767 


CLASSIFIEDS 


NIGHT PORTER 
Full time. Good benefits. Ap­ 
ply in person. Interviews be­ 
tween 9 & 6 p.m. 
ROBIN HOOD 
RESTAURANT 
305 E. Rand Rd. 
Arlington Heights 


SALESMEN WANTED 
Excellent opportunity to earn 
more money. Contact 
GRATE SIGNS 
Joliet, Illinois 
815-729-9700 


Thursday, August 24, 1972 
PA D D O C K PUBLICATIONS 
W A N T ADS - I 
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MACHINE 
OPERATORS 


BROWN S SHARPE 
Full & Part Time. 


SECONDARY 
Full Sc Part Time. 


Will train operators to set 
up and supervise. 


Superior Screw 
Machine Products 
1366 Miner St. 
Des Plaines 


297-7150 


SHEET METAL SHOP 
MODEL MAKER 
Close tolerance 
Short run 
PRESS BRAKE 
Set up Sc operate 
Overtime 
Merit increases 
Family insurance 
Profit sharing 
Apply in person 


SMITHCO FABRICATORS 
9611 W. Foster 
Schiller Park 


FACTORY HELP 
Able bodied men, 
steady, 
year 
round work. Full time. Company 
benefits. Military obligation com­ 
plete. 
Apply: R. D. Mouer 
LAURITZEN & CO. INC. 
1197 Willis Ave. 
Wheeling 
MOLD M A K Eir 
Experienced. Plastic or die 
cast. 50 hour week. Air condi­ 
tioned shop. Good pay. Many 
other benefits. Skokie loca­ 
tion, moving to Palatine in 
one year. 
OR 4-9340 
ELECTRONIC TECHNICIAN • 
Immediate position available 
in instrument calibration Sc re­ 
pair. 2 yrs. min. exp. re­ 
quired. Many employee bene­ 
fits. 
LOVE CONTROLS CORP. 
1714 S. Wolf Rd., Wheeling 
541-3232 


CARPENTERS 
SUB-CONTRACTORS 
Wanted for room additions, 
siding, remodeling. 
537-5534 


MANAGEMENT POSITIONS 
are now open with Electrolux. If 
you qualify, while training, you 
will receive $800 per mo. salary & 
expenses. 
Opportunity. 
$250 per 
wk. 
* 
Mr. Geib, 6924181 
Equal Opportunity Employer 


OFFSET PRESSMAN 
Pressman on Miehle 29. Day 
shift. Must have experience. 
Good salary. Steady work. 
Phone 537-3450 
APOLLO PRESS INC. 
Wheeling, 111. 


ORDER PROCESSOR 
WILL TRAIN 
General Metalcraft Co. 


259-5900 


PART TIME HELP 
Nights — Weekdays — Week­ 
ends 
Ideal 
for 
firemen, 
police, 
teachers, students or anyone 
who needs extra income. New 
firm in Elk Grove. Call: 
Earl or Carter 
437-7292 
SALESMEN 
Part time for building materials 
dept. 
WAREHOUSEMAN 
For lumber warehouse 
Experience desirable but not nec­ 
essary. 
WILLE LUMBER 
IOO W. Northwest Highway 
Mt. Prospect 
255-1600 


DRY CLEANING OPPORTUNITY 
Cleaner—Spotter—Presser 
f o r 
NW 
suburban 
plant. 
Steady job, pleasant working 
conditions. Good pay. Call 537- 
9803 for app’t. 


TV SERVICEMAN 
Experienced in color and black 
and 
white. 
Inside 
and 
outside 
work. Premium pay for devoted 
man. 
RANKIN TV 
8 E. McDonald Rd. 
Prospect Heights 
259-3332 
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MODEL 
MAKER 
N EED ED A T X E R O X 
IN M U N D ELEIN 


If you are a journeyman ma­ 
chinist or tool and die maker 
now and have 2 years work 
experience, this may be your 
opportunity 
to 
join 
our 
growing 
company. 
Duties 
will include some designing, 
testing, part making and 
trouble 
shooting 
of 
ex­ 
perimental projects in our 
engineering model shop. 
Benefits include: 
• l l paid holidays 
• Free family medical 
insurance 
• Non contributory Xerox 
profit sharing 
•‘Excellent starting salary 


For an immediate interview phone 
5 6 6 - 7 8 8 0 
C HESHIRE 
A Xerox Company 
408 W. Washington Blvd. 
Mundelein, III. 60060 
Equal Opportunity Employer 


SHIPPING DEPT. 
Man for packing parcel post 
and truck shipments. Shipping 
and 
receiving 
duties. 
Full 
time - days. 


PR0T0PAK ENG. CORP. 
Elk Grove Village 


956 1770 


CHICAGO MOTOR CLUB 
AAA 
If vou think your future is in 
selling, why not sell a ser­ 
vice of which you can be 
pi oud. 
The Chicago Motor Club, an 
affiliate of the 14 million 
member American Automo­ 
bile Association, is inter­ 
viewing 
salesmen to fill 
openings in Northwest sub­ 
urbs. 
This 
could 
be 
the 
out­ 
standing career opportunity 
you have been looking for. 
L i b e r a l earnings (salary 
plus commission). 
For more information and 
interview appointment con­ 
tact: 
MR. REYNOLDS 
at 827-1186 


MECHANICAL 
INSPECTOR 


Immediate opening for quali­ 
fied inspector on our 1st shift. 
Primary responsibility would 
be first piece inspection of 
fabricated parts, layout work, 
final inspection of electronic 
components, and other related 
inspection 
duties. 
Excellent 
starting rate and fringe pro­ 
gram. 


METH0DE MFG. CORP. 
1700 Hicks 
Rolling Meadows 


392-3500 


Equal Opportunity Employer M /F 


PLASTICS 


INJECTION MOLDING 
SET UP MEN 
2nd Sc 3rd Shifts. Must be ex­ 
perienced. Steady, good com­ 
pany benefits. 
HAYDOCK PLASTIC CO. 
2424 Greenleaf Avenue 
Elk Grove Village 
439-7810 


GENERAL FACTORY 
With mechanical aptitude. Ex­ 
cellent opportunity for quali­ 
fied 
applicants 
in growing 
company. Company benefits 
including profit sharing. Ap­ 
ply 94:30. 


OGDEN MFG. CO. 
507 W. Algonquin Road 
Arlington Hts 
593-8050 


CIVIL ENGINEERING 
DRAFTSMAN 
Must be experienced in detail­ 
ing sub-divisions, apartment 
developments, sewer, water 
improvements. Excellent op­ 
portunity for growth with ex­ 
panding firm. Excellent fringe 


CARL'WALKER & ASSOC. 
Elgin 
697-2640 


MACHINIST 
Experienced, Bridgeport, Har- 
dinge, drill press, Setup and 
operate. Must have own tools. 
For interview please call— 


439-8181 
SECURITY GUARD 
For large luxury apartment 
complex near Wheeling. Two 
nights per week. Ideal for re­ 
tired or semi-retired gentle­ 
man. 
Phone Mr. Simanek 
541-3270 


PARTS SELECTOR 
Some experience desirable but not 
necessary. 
We will train. 
Good 
company benefits. 


GREAT LAKES 
CAR DISTRIBUTORS 
Elk Grove 
439-6000 


TOOL & DIE MAKER 
Job shop needs journeyman or 
apprentice 
with 
minimum 
3-yrs. experience. All benefits. 
313 W. Colfax, Palatine 
359-1670 


SHIPPING/RECEIVING 
jctrical supplier needs reliable 
•son for branch in Niles, 111. 
ties varied, opportunity for ad­ 
venient. 
many 
benefits, 
no 
>. nee. 
Ask for F. Hanko 
775-4400 ext. 359 


USE CLASSIFIED 


SHIPPING & RECEIVING 
Immediate opening. No experience 
necessary. Must have own trans­ 
portation. $2.25 hourly. Call or ap­ 
ply in person. 
Mr. Pestine 
Automatic Radio 
2461 Wolf Rd. 
Des Plaines 
298-3620 


MAN FRIDAY 
Shipping and receiving, stock 
work and precision cutting. 
Excellent salary and benefits. 
Located in Elk Grove Village. 
Call for appointment. 
595-1188 
METAL FABRICATORS 
Light to medium metal fabric­ 
ation. Top wages. Full com­ 
pany benefits. Apply in per­ 
son. 
A. C. DAVENPORT 
Sc SON CO. 
306 E. Hellen Rd., Palatine 


BOYS, 1114 
YEARS OLD 
Spend a few hours a week 
delivering 
newspapers 
in 
your neighborhood. 


• Small Routes 
• Excellent Pay 


PLUS 


• PRIZES 
• TRIPS 
• AWARDS 


Call now for a Route 
394-0110 


PADDOCK 
PUBLICATIONS 
P.O. Box 277 
Arlington Hts., Ill 60006 


MACHINIST 
^2ndShift - 4 p.m. • 12:30 a.m 


Requires ability to interpret 
semi-complex blueprints, and 
2 years overall machine oper­ 
ation experience with mills, 
drills, lathes, etc., working to 
close tolerances. 
Excellent working conditions 
and benefits, including free 
family 
medical 
insurance, 
Xerox profit sharing and 11 
paid holidays. Call 566-7880 
for appointment. 
CHESHIRE 
A Xerox ComDanv 
40C W. Washington Blvd. 
Mundelein, III. 60060 


Equal Opportunity Employer J 


OFFSET 
Printing Dept. 


I AM LOOKING 
FOR A PARTICULAR 


TYPE MAN 
One who will take an interest 
in my business. He must be 
willing to put in his full time, 
learn the details of my organi­ 
zation Sc business methods, Sc 
contact the individuals I pro­ 
vide for him. Sales experience 
preferred but not necessary in 
my type of business. 


If I can find this man, I will 
place him where he can earn 
$800 per month plus. I will ad­ 
vance him further as soon as 
he shows sufficient knowledge 
Sc industry to justify my doing 
so. 


CALL: JOE NIEMUTH 
882-2882 


7 a.m. to ll p.m. Keep trying 
I may be out. 


ROUTE 
SALESMAN 
Start at $150 per wk. Salary, 
plus bonus, plus commission. 
Small 
aggressive 
company, 
full line of benefits. Imme­ 
diate opening available. 


APPLY AT: 


CUSTOM 
UNIFORM RENTAL 
2420 E. Oakton Complex 
Elk Grove Village, 111. 


593-5903 


Due to construction, go west 
Oakton from Elmhurst Rd. 
on 


FACTORY 
We have immediate openings 
for: 


1 Die Changeover 
2 Stock Room 
2 Material Handlers 
2 Press Operators 
1 Lead Man 
2 General Factory 


ECM MOTOR CO. 
1301 E. Tower Rd. 


Schaumburg 
894-4000 


MATERIAL 


HANDLER 


Immediate opening for ener­ 
getic 
individual 
to 
handle 
movement of all material, 
stockroom record keeping arid 
some driving of company van 
for pickups and delivery. 


METHODE MFG. CORP. 
1700 Hicks 
Rolling Meadows 


392-3500 


Equal Opportunity Employer M/F 


O f f s e t pressman, Feeders, 
- nd 
assistant 
feeders 
— 
Miehle presses. 
Above positions are the result 
of our growing production fa­ 
cilities. They are permanent 
positions with excellent pay 
rates. 
In addition, we have an in­ 
centive plan, that provides ad­ 
ditional weekly earnings. Our 
plant is conveniently located, 
I mile south of the Elmhurst 
exit of the Northwest Tollway. 


FIELD CONTAINER CORP. 
Employment Office 
2050 Greenleaf 
Elk Grove Village 
Herb Badal 
437-1700 


PORTER 
PART TIME for lite clean-up 
& 
general 
maintenance 
in 
Woodfield^ top womens spe­ 
ciality store. No experience 
necessary. Pleasant working 
conditions, excellent salary. 


APPLY IN PERSON 
PADDOR'S 
Upper level near Grand Court 


REAL ESTATE SALES 
Due to our expansion program, we 
are looking for full time sales­ 
people familiar In the MAP Mul­ 
tiple Listing area. Experience pre­ 
ferred 
but 
not .necessary. 
Will 
train qualified personnel. 
For confidential interview 
Ask for Tony Andros 
VILLAGE REALTY 
894-0220 


SECURITY GUARDS 
Full time and part time 
Over 21 


392-2400 


HELP WANTED-MECHANIC 
Full time, must have experience. 
Apply in person. 


GENE’S STANDARD 
Rte. 83 — Hintz Road 
Wheeling, Illinois 


Warehousemen 
We need clean cut men. over 20 
for many duties, 
shpg./rec. 
lift 
truck, stock, order filling, $2.75 — 
$3.50. Sheets Employ. 
IN ARLINGTON 
392-6100 
IN DES PLAINES 
2974142 


READ CLASSIFIED 


PART TIME MGR. 
to work in Des Plaines from 6 
p.m.-9:30 p.m. with teenagers 
Sc adult volunteers. Monday 
thru Thursday. For informa­ 
tion call: J. M. Walsh FI. 
6-1350 


For Quick Results, Want Ad*! 


PART TIME HELP 


Men needed part time to work 
in our Mailroom I or 2 nights 
a 
week 
processing 
News­ 
papers for delivery to our 
Carriers. 


Hours: 10:30 p.La. to 4 a.m. 


Must be willing to accept 
work on an on call basis until 
permanent schedules can be 
arranged. 


For further information call: 


Paddock 
Publications, Inc. 
3944)110 
Harvey Gascon 


FACTORY 
Younger man with good me­ 
chanical skills will train for 
our operation. 


MC LEAN 
MANUFACTURING CO. 


1442 E. Davis 
Arlington Heights 


259-1115 


OPPORTUNITY 
FOR GROWTH 
Fastest growing industry to­ 
day needs ambitious man to 
call on the apt. community. 
Salaried position, 
no night 
hours, management potential 
a real possibility. 
437-7150 for appt. 


INTERNATIONAL 
FURNITURE RENTALS 


Landscapers Needed 


hard working landscapers 
needed for mowing, trimming 
and cultivating. Wage based 
on how hard you work and ex­ 
perience. Call between 9 a.m. 
and 5 p.m. Rolling Meadows 
location, 
358-6133; 
Hoffman 
Estates location, 894-7410. 


PERMANENT 


PART TIME 
Men wanted to take Retail In­ 
ventories. Must be available 
Sat. nights, all day Sun. Sc oc­ 
casional week nights. No ex­ 
perience necessary. Will train. 
M u s t have transportation. 
Call 394-1822, between 9:30 
a.m. to 4:30 p.m. 


MAINTENANCE MAN 
Hoffan Estates — Wanted 
full 
time maintenance man for apart­ 
ment complex with some knowl­ 
edge of hot water heat, plumbing, 
carpentrv 
and 
electrical. 
Union 
scale. Call 529-1408 9 to 5 Mon. 
thru Fri. 12 to 6 Sat. & Sun. 


CUSTODIAN 
Man wanted for full time Cus­ 
todial duties. Some experience 
helpful. Good benefits. 


253-3710 


ASSEMBLERS 
Mechanical and electrical assem­ 
blers who can do a variety of 
work. Some 
experience in 
ma­ 
chine shop useful. Many imme­ 
diate benefits. 
LOVE CONTROLS CORP. 
1714 S. Wolf Rd.. Wheeling 
541-3232 
HELPER 
Delivering furniture, prefer li­ 
censed driver. Opportunity for 
advancement. For interview 
and appointment, call: 
437-7150 
INTERNATIONAL 
FURNITURE RENTALS 


Want Ad 
Deadlines 


Sunday issue - l l a.m. Fri. 
Monday Issue - 4 p.m. Fri. 
Tuesday Issue • l l a.m. Mon. 
Wed. Issue • ll a.m. Tues. 
Thursday Issue • 4 p.m. Tues. 
Friday Issue • 4 p.m. Wed. 


PHONE: 
Mairt Office: 
394-2400 
Des Plaines 
?Q9.?2n4 


830— Help Wanted Male 
830— Help Wanted Male 
830— Help Wanted Male 


830— Help Wanted Male 


LABORERS 
1st & 2nd Shift 
$3.13 starting 
$3.53 in 90 days 
SLITTER OPERATOR 
2nd Shift 
$3.70 starting 
$3.90 in 90 days 
JANITOR 
1st Shift 
$3.13 starting 
$3.53 in 90 days 
9 paid holidays, I week vaca­ 
tion after I year, group insur­ 
ance. 


Apply in person or call 
BOB LEE, 272-8700 


FULLERTON METALS CO. 
3000 Shermer Rd. 
Northbrook, 111. 
Equal Opportunity Employer 


ROUGH 
TRIM 
CARPENTERS 


WORK THE YEAR ROUND 
CLOSE TO HOME 
As one of the largest and fastest growing carpenter contractors, we are in a 
position to offer year round work near home. No layoffs or lost time should 
the particular job you may be working on run slow or finish completely. We 
can place you on another of our jobs even the same day or the following 
morning. 
An equal opportunity employer 


NOW HIRING IN THESE AREAS: 


• ARLINGTON HEIGHTS 
• HANOVER PARK 
• PALATINE 
• LAKE ZURICH 
• BUFFALO GROVE 
• SCHAUMBURG 
• BARTLETT 
• ROSELLE 
• ELK GROVE VILLAGE 
• STREAMWOOD 


TOOL & DIE 
Leading suburban job shop re­ 
quires qualified tool and die 
makers. Top wages, excellent 
company benefits and profit 
sharing. Apply only if quali­ 
fied. New modern air condi­ 
tioned plant in Centex Indus­ 
trial Park. Interviews 9 a.m. 
to 4 p.m. weekdays, IO a.m. to 
12 noon Saturdays. 


COURTESY MFG. CO. 
1300 Pratt Blvd., Elk Grove 
437-7500 


R & D THIEL, INC. 


359-7150 
1700 RAND ROAD, PALATINE 


MAINTENANCE 
REFRIGERATION 
MEN 
• Air Conditioned Plant 
• Permanent Work 
Must be willing to work any shift 
and overtime as needed. Prior in­ 
dustrial refrigeration experience is 
required. Many benefits including 
stock purchase plan. 
Come In Or Call 


DICK FREYMAN 


945-2525, Ext. 258 


KITCHENS OF 
SARA LEE 
SOO Waukegan Road 
Deerfield, IU. 60015 
Equal Opportunity Employer 


TREE Workers, Time and Vt over 
40 hoiurs. 886 S. Milwaukee Ave­ 
nue, Wheeling. 


ASSISTANT TO 
FOREMAN 
We need a mechanically in­ 
clined 
individual 
to 
assist 
foreman with setup and light 
machine work. Excellent op­ 
portunity for advancement m 
new modern plant. 
8 a.m. -4:30 p.m. 
Apply in person 


MOLON MOTOR 
Sc COIL CORP. 
3737 Industrial Ave. 
Rolling Meadows 
Equal opportunity employer 
WAREHOUSEMAN 
WALLEN-FINE FURNITURE 
Offer top pay for exp. man 
Good job-steady work-benefits 
\pnly: 
Mr. Fine or Mr. Wallen 
150 W. Rand Rd., 
Mt. Prospect 
255-8400 
ACROSS FROM 
RANDHURST 
WELDER 
Prefer job shop experience. 
Must be able to read prints. 
GRIMM WELDING 
Sc FABRICATING 
70 Scott St. 
Elk Grove Village 
439-0411 


MEN WANTED 
18 years or over for full time 
seasonal outdoor work. Day or 
night. Could develop into full 
time year round employment. 
Call for appointment. 
537-2306 


FACTORY WORKERS 
With fork lift experience or 
chemical process operators. 
Starting wage is $3.35 per 
hour. 
This job offers: 
• Top wages 
• Paid vacation 
• ll Paid holidays 
• Medical insurance 
Call Charlotte Ross 
358-9500 
H. B FULLER CO. 
315 S. Hicks Rd. 
Palatine, 111. 
Equal opportunity employer 


CUTCO 
Comm. 
Co., 
part $80. 
Full 
Mr. Lazzaro, 681-5858. 
$150. 


FULL time days, car wash. Apply 
in 
person 
Glenbrook 
Standard, 
1998 Willow Rd.. Northbrook. 
YOUNG ambitious man wanted for 
sales. Full time. Experience desir­ 
ed but not necessary. Apply Wheel­ 
ing Nursery, 642 South Milwaukee 
537-1111 


840— Help Wanted 
Male & Female 


CLEANERS miscellaneous cleaning 
apartment complex in Mt. Pros 
pect. Full time. 437-4200 
t 
TRUCK mechanic 
ence 
necessary, 
area. 437-2410 


needed. 
Expert 
In 
Elk 
Grove 


ELK Grove plant needs 
full 
time 
man for general factory. Excellent 
benefits. 439-1301 
TV Technician part time. Must 
experienced in color B/W. SSI-7444 


WAREHOUSEMEN. Will train. Ap­ 
ply in person only. Venture Car­ 
pets, HOO Pratt Avenue, Elk Grove 
Village. 
SPARE Time business opportunity 
all necessary training. 823-3495. 
SERVICE 
station 
attendant, 
full 
time days. Ken s Arco, Golf & 83 
Mt. Prospect. 
YOUNG man to learn metal spin 
ning. 
Metal 
Spinner Apprentice 
Mayfair Metal Spinning, 358-7150. 
UNION 
painter 
wanted 
for year 
r o u n d work 
with 
commercial 
painting contractor. Call 259-6250. 


8 40 -H e lp Wanted 
Male & Female 


DES PLAINES AREA 
MAINTENANCE and CLEAN- 
UP MAN for townhouse apt. 
complex. 
CALL MR. NOWICKI 
866-7400 


AMBULANCE DRIVERS 
PART TIME 


EVENINGS & WEEKENDS 


Call: John Philippe 
824-0166 
GENERAL FACTORY 
New industry in Arlington 
Heights requires general fac­ 
tory help. No experience nec­ 
essary. 
H M Inc. 
40 E. University Dr. 
______ Apply in person 


PART TIME 


Experienced engineer-maintenance 
man to live in & maintain small 
apartment 
building ’n Arlington 
Heights, Call Mrs. Helmer, 346- 
8171 until 4:30 p.m., or 528-‘>600 af­ 
ter 7:30 p.m. 


DRAFTSMAN-ESTIMATOR 
Office alterations contractor needs 
versatile 
individual 
to 
handle 
takeoff, shop drawings & material 
listings. Experience with construc­ 
tion work 
essential. 
Good 
pay, 
benefits. Write to 
BOX J-15 
c/o Paddock Publications 
Arlington Heights, Hi. 


MOLDING PLANT 
Set up man/shift supervisor or 
Maintenance Help 
A. F. Horlacher Co. 
400 S. Hicks 
Palatine, 111. 
359-3344 


PART TIME SALESMAN 


Needed by Chicago’s largest 
builder. Home selling experi­ 
ence not required, we will 
train. Salary plus commission. 
Call 894-0100. 


KITCHEN HELP 
DRIVERS 
Apply in person, after 5 p.m. 
JAKES PIZZA 
302 W. Northwest Highway 
Mt. Prospect, III. 


Buy * Sen With Want Ads 


WAREHOUSEMEN 


Permanent position nights, 9 
p.m. to 5:30 a.m. Heavy work. 
Start at $3.72 hour; $4.02 per 
hour in 90 days. Mr. West, Elk 
Grove Village, 437-2400. 


EXPERIENCED INDIVIDUAL 
To route orders on fleet of 
company trucks in Chicago 
Metro area. Part time ar- 
r a n g e m e n t possible. Mr. 
Jones — Elk Grove Village — 
437-2400. 


USE CLASSIFIED 


WANT ADS! 


ASSISTANT MANAGER 


Lum’s Restaurant in Schaum­ 
burg. Full time, days. No ex­ 
perience necessary. Apply: 


28 W. GOLF ROAD 


BARTENDER 
Days, full time, experienced 
COOK 
Experienced 12-9 Top salary 


IGNATZ & MARY’S 
GROVE INN 
824-7141 
PLASTIC INJECTION 
MOLDING FORMAN 
For 1st shift. Small shop in 
Franklin Park. Must have ex­ 
perience and be dependable. 
Good salary to start. Call 
Gregg: 
766-0372 
PLUMBERS — 
Call 
537-1700. 
Co. 


52 hours 
Dom as 
per week. 
Plumbing 


PART TIME 
MEN 
WOMEN 
Put that Stationwagon or Van 
of yours to good use, and earn 
$48 a week or more in your 
spare time. Drivers needed 
NOW to deliver bundles of 
Newspapers to our Carriers in 
the vicinity of Arlington Hts. 
Hours: 2:30 a.m. to 4:30 a.m. 
Monday through Friday. 10:00 
a.m. to 12 noon on Saturday. 
Applicants 
MUST 
have 
large Stationwagon or deliv­ 
ery Van, be at least 21 years 
of age and willing to accept 
Route on a 6 month contract 
basis. 
For further information call: 
Paddock 
Publications, Inc. 
394-0110 
HARVEY GASCON 


REWARD 
We now have openings for 
management Sc sales person­ 
nel in the growing golf in­ 
dustry. If an income of $15,000 
to $30,000 commission 
and 
more excites you, get involved 
now on our ground floor oper­ 
ation. 
Call Mr. Rankin or Mr. Clark 


298-7337 


NEED 
man 
to work 
on 
mobile 
homes, 
experience 
desired. 
766- 
7826. 
WANTED Ford tractor and equip­ 
ment 
mechanic. 
Paid 
vacation 
and profit sharing. P A W Industrial 
Sales. Call 824-6157. Ask for George 
wanted for auto 
Schaumburg. 
In 
DELIVERY man 
parts store in 
quire at 529-0330. 
* 
19-25 for display work, 
hour. 
Call 
837-0110. 
MEN 
per 
needed. 


$3.65 
Car 


EXPERIENCED inside and outside 
color TV 
servicemen. 
Excellent 
benefits. 832-3175 
FULL time mechanic and part time 
driveway help. Apply in person 
Tallyho 76, 1800 N. Ari. Hts. Rd. 
FULL time outdoor parte mainte­ 
nance. Auto mechanic skills help­ 
ful. Apply at Rolling Meadows Park 
Office. I Park Meadow Place. 
WAREHOUSE help—need man for 
day shift, Des Plaines area, must 
have own transportation. Call Mr. 
O’Reilly. 297-3720. 
STRUCTIONAL steel layout men. 
Must be experienced. Arc welders 
also needed. 381-4900 Suburban Iron 
Works, 
27W963 Industrial Avenue, 
Barrington. 
WANTED. Industrial engine rebuil­ 
der for lift truck dealership. Union 
shop. Ailis-Chalmers. 439-4666 


HOUSEWIVES Sc MOTHERS 
Hours open on all three shifts. In 
most cases we can arrange hours 
to suit you. 
ALSO NEEDED 


MATURE COOKS—DISH MA­ 
CHINE OPERATOR- 
BUSBOYS 
Apply between 9 a.m. - 5 p.m. 


DENNY’S RESTAURANT 
851 W. Oakton 
Des Plaines 


TELEPHONE WORK 
Mature people & college stu­ 
dents for afternoon & evening 
telephone work. 


Call 279-7900 


COOKS 
WAITRESSES 
HOSTESSES 
St. George Sc The Dragon 
Rand Sc Dundee Rd. 
Palatine 
358-3232 


Experienced A. B. Dick 350 
operator. Full or part time. 
Elk Grove Village. 


766-6616 


CARPENTERS 
wanted. 
trim, call 775-1323. 
JANITORS for evenings. 


rough 
or 


6 a.m 
LI 7-7660. 


IO p.m. to 
Arlington Heights vicinity. 


DAYS or evenings, part time. Jani­ 
torial work. 882.0868 
COOK—Pizza 
Part 
lime. 
Nights. 
Olde Town Inn, Mount Prospect. 
393-3750. 


REALTY SALES PART TIME 
Our growing Park Ridge sub­ 
urban branch office is seeking 
sales personnel. No exp. nec­ 
essary, train 2 eves, per week, 
attain an Illinois real estate li­ 
cense. Please call: 
Mr. Brooks 
696-0991 


STEEL SHEET & 
COIL SALESMAN 
Opening for a senior inside 
s a l e s representative. Will 
handle inventory, coordinate 
w i t h 
production 
facilities, 
make some sales calls. Man 
will merchandise the prod­ 
ucts. 


Position requires at least 5 
years experience in merchan­ 
dising steel sheet and coil ma­ 
terial. College preferred. At- 
t r a c t i v e compensation ar­ 
rangements including profit 
sharing. 


Apply 


A. M. CASTLE & COMPANY 


3400 N. Wolf Rd. 
Franklin Park 


455-7111, extension 220 
Equal opportunity employer 


INSPECTORS 
Modern die casting plant has 
immediate openings for me­ 
chanical 
inspectors. 
Light, 
clean work. High school edu­ 
cation and blueprint reading a 
must. 
Excellent 
pay, 
full 
benefits. 
Profit 
sharing 
Sc 
overtime. Apply in person or 
call for app’t. 


DYCAST INC. 
320 E. Main St. 
Lake Zurich, 111. 60047 
438-8214 


STUDENTS 
16 and over 
CASHIERS 
COUNTERWORK 
BUS BOYS 
Nights Sc Weekends 
No experience necessary 
Apply at 


Le Petit Cafe 
Randhurst Shopping Center 
Mr. Stayton 
253-5885 


DISHWASHERS 
MALE OR FEMALE 
DAYS & EVENINGS 
Apply in Person 
2 to 4 p.m. or 7 to 9 p.m. 


MARCS BIG BOY 
905 Rand Rd. 
Mt. Prospect 


6 WAITRESSES 
P.M. SHIFTS 
3 SHORT ORDER COOKS 
P.M. SHIFT 
No phone calk, personal inter­ 
views only, see Tom. 


St. George & The Dragon 
8832 W. Dempster 
Niles, III 


LOOKING FOR A CAREER? 
Full time real estate personnel . . 
call or come in ask about our 
free training program. Will spon­ 
sor for certificate. Experience not 
necessary, but appreciated. 
Ask for Art Johnson 
439-6562 
1584 Busse Rd., Mt. Prospect 


HAYMAKERS 
RESTAURANT & LOUNGE 
Palatine, III. — Weekends 
• HOSTESS 
• CASHIER 
• WAITRESSES 
• COOKS 
359-9494 


CLAYTON HOUSE MOTEL 
Needs 2 desk clerks, experi­ 
ence not necessary. Must be 
willing to take responsibilities. 
I switchboard, light typing re­ 
quired, 7 A.M. - 3 P.M. Apply 
in person. 
1090 S. Milwaukee 
Wheeling 


DISHWASHERS 
Day time position still available. 
Good pay — good benefits. Apply 
in person. Interviews between 9 & 
6 P.M. 
ROBIN HOOD 
RESTAURANT 
306 E. Rand Rd. 
Arlington Heights 


EARN MONEY 
Part time or full time dis­ 
tributor wanted to sell pollu­ 
tion free products to homes 
and businesses. 
Call Bob at 439-2947 


LUM’S 
“ 
ASST. MGH. 
Full time, days 
COUNTER MAN 
Part time, nights 
WAITRESSES 
Part time days 
Must be over 21. No exp. neces­ 
sary. Apply 28 W. Golf, Schaum­ 
burg. 


J— WANT ADS 
PADDOCK PUBLICATIONS 
Thursday. August 24. .972 
84fl_ He|p ^ 


_ 
_ 
. 
Male & Female 


840-Help Wanted 
Male & Female 
840— Help Wanted 
Male & Female 
840— Help Wanted 
Male & Female 
840— Help Wanted 
Male & Female 
840— Help Wanted 
Male I Female 
KOB IV HOOD 
R e stau ran t A C o ck tail Lounge 
OPENING SOON AT 
North Point Plaza 
Rand Road & Arlington Hgts. Rd. 
Applications Now Being Accepted tor: 
• COCKTAIL WAITRESSES 
• WAITRESSES 
Night & Day Positions Still Available 
• CHEF 
• BROILER COOKS 
• FRY COOKS 
• PANTRY 
• BUS BOYS 
• DISHWASHER 
• NIGHT CUSTODIAN 


Outstanding Benefits 


AN EQUAL OPPORTUNITY EMPLOYER 


Interviewing 9 A .IL to 6 P.M. 
ROBIN HOOD RESTAURANT 
306 E. Rand Road 
Arlington Heights, III 


YOUR OPPORTUNITY 
To become associated with 
growing progressive office. 
We are interested in inter­ 
viewing 
EXPERIENCED 
sales people who are seek­ 
ing a greater challenge and 
more lucrative position than 
that offered by their present 
association. Many benefits 
— including drawing 
ac­ 
count. 


TOP COMMISSIONS 


30 % — 30% — 25% 


F o r 
personal 
interview, 
please call Jeanne Palmer. 
All replies 
held 
in 
con­ 
fidence. 


TRANS-AMERICA REALTY - 


65 S. Milwaukee Ave. 
541-4770 
Wheeling 


Position available for experi­ 
enced artist (3-5 years) with 
knowledge of off-set printing 
and typography to assist Art 
D e p t . Manager. Northwest 
suburban location. Must have 
knowledge of plates, mat ser­ 
vice, layout & the ability to 
successfully offer assistance 
to printing plant personnel as 
required. Salary to low 5 fig­ 
ures. Good benefit program. 
Come in or call: 


299-2261, Ext. 214 
Ben Franklin Div. of 
City Products Corp. 


Wolf Sc Oakton, Des Plaines 


Equal opportunity employer 


HILLCREST 
' 
COUNTRY CLUB 
Long Grove 
438-8281 
Immediate openings . . . 


HOUSEMEN 
Storeroom, all around, full 
time. 


SWITCHB0ARD-RECEPTI0N 
Afternoons & weekends. Lite 
typing. 


WAITRESSES 
Experienced. Part time. 
Apply in person._______ 


We are loaded with work, but we need more people to 
help the ever needy public. We are real estate people, 
but somehow there just aren’t enough of us to go 
around. Experienced licensed persons preferred, but 
we will help you obtain your license if you qualify. 


IF YOU HAVE ANY SALES EXPERIENCE 
PLEASE CALL US AT 815-459-1114 


Sunday Issue - l l a.m. Tri. 
Monday Issue • 4 p.m. Fri. 
Tuesday Issue • 11 a.m. Mon. 
Wed. Issue - 11 a.m. Tues. 
Thursday Issue - 4 p.m. Tues. 
Friday Issue • 4 p.m. Wed. 


Special Events 
include 


Paddock C e n ta i*! 
Golf Tourney 


It C A I T O * * . • U I L D H l * 
A ENGINEERS 
PHONE: 
Main Office: 
394-2400 


Des Plaines 


2 9 2 - ? 4 3 4 


among leading teams 
of twilight leagues 


Sunday, August 20 
at Golden Acres 


6213 Northwest Highway 
Crystal Lake, Illinois 


See our feature ad in Thursday’s Real Estate set -ion 


840— Help Wanted 
Male & Female 


Interested in real estate as a 
profession? The only limit to 
your income is your willing­ 
ness to work. We will assist 
you in qualifying for sales­ 
m an’s license. Call now! 


ll a.m. until 2 p.m. 


McDonald’s has a few openings for people to work ll 
a.m. to 2 p.m., Monday thru Friday. Clean, pleasant 
working conditions. 
Underwriters 
Laboratories, Inc. 
333 Pfingsten Road Northbrook 
WE ARE NOW HIRING FOR: 
CLERK TYPISTS; 
TYPISTS: 45-50 WPM 
GENERAL LABOR: 
DAY & EVENING SHIFT 
For further information, please call our 
PERSONNEL DEPT, at 272-8800 


Immediate openings for full & 
p a r t time. 
Tellers, 
book­ 
keepers & new account per­ 
sonnel. Phone 


837-2700, Ext. 24 


To arrange for an interview 
with Schaumburg 
Park District host 
n" 
tz :r 
H r i 
1 .OOO Champions in 
area park district 
summer programs 


August 1-2 at 
Conant High School 


look /br rf* GokJtn Archit-w hor*qualify tfartt d»«A...#wy dtf 


GENERAL FACTORY 
Permanent positions 
Experience not necessary 
LIGHT ASSEMBLY 
LIGHT MACHINE 
Pleasant working conditions. 
Paid holidays and vacation. 
Free hospital insurance. 
Days 8 a.m.-4:30 p.m. 
Nights 6 p.m.-2:30 a.m. 
MOLON MOTOR 
AND COIL CORP. 
3737 Industrial Ave. 
Rolling Meadows 
Equal opportunity employer 


REAL ESTATE 
SALES OPPORTUNITY 
Immediate openings for lull time 
sales people in our Mt. Prospect, 
Arlington Heights, Schaumburg & 
Hoffman Estates offices. We com­ 
pletely train you at our expense, 
pay 
top 
commissions, 
bonuses, 
group insurance. Call for a con­ 
fidential interview. Ask for Bob 
Starck, 255-2000. 


ROBERT W. STARCK Sc CO. 
Realtors 


Assistant Managers 
APPLIANCE DEPT. 
STOCK ROOM 
also 
Sales Personnel 
FULL Sc PART TIME 


Excellent salaries and 
benefits 


Apply in Person 


REAL ESTATE SALES 
MEN Sc WOMEN needed for 
our Arlington Heights, Buffalo 
Grove, Palatine Sc Schaum­ 
burg offices. 
Full training. 
Highest commissions. Contact 
Jack 
Mankel 255-8440, 
Bob 
Proctor, 
359-6050 
or 
Larry 
Doyle 541-4700. 


HOMETOWN REAL ESTATE 


990 W. Algonquin Rd. 
Route 58 Sc Algonquin) 
Arlington Heights 
Equal opportunity employer 


Large expanding firm 
looking for 
ORDER FILLERS 
& PACKERS 
Excellent chance for advance­ 
ment, hospitalization, vacation 
and profit sharing. Apply in 
person. . . 


225 Scott Street 
EGY 


Paddock Centennial 
Tennis Tourney 


800 Hopefuls in 
23 Divisions 


Labor Day Weekend 


Under direction of 
Arlington Tennis Club 


An independent organization testing for public safety. 
Equal opportunity employer 
. 
HOUSEWIVES & 
! 
RETIREES 
! 
HELP US G IT 
FOR THE FA U 
/ ^ S C H O O L TERM! 
I f 
\ \ Paid Training Program! 


FULL TIME - PART TIME 
Permanent Only 
Must be able to work evenings 
and weekends. 
Employee discount plus other 
fine benefits. 
Apply in Person Only 
Interviewing Tues.-Fri. Only 


K0RVETTES 
Rand Sc Arlington Hts. Rd. 
Arlington Heights 
Equal opportunity employer 


r I 
E«m Extra Cash 
T 
No Experience Necessary** 


It's Easy • we will train you. 
Guarantees and Monthly Bonus 
Offices - Ari. Hts. I Wheeling 
The Ritzenthaler 
$ EXCITING OPPORTUNITY $ 
With 
International 
Corporation. 
We are expanding into 
Chicago- 
land 
& 
the 
Midwest 
Ne 
need 
serious minded people who can 
think $15,000-$25,000, to learn our 
wholesale 
dist. 
system, 
i t 
you 
qualify, you will be en the ground 
floor with a multi-million dollar 
firm. No experience necessary — 
training provided. FULL or PART 
time positions available. Must be 
22 or older. For appt, call 359-9477 
between 9 a.m.-3 p.m. 


Expanding NW Suburban real estate office in Hanover 
Park has openings for full time licensed real estate 
sales 
people. SALARY OR COMMISSION. All 
replies 
to this ad will be held in strict confidence. 
CONTACT MR. HAMMOND . 


ASSEMBLERS 
Individuals needed to perform 
various types of light elec­ 
tronic assembly work. No ex­ 
perience 
necessary — 
will 
train. For information call: 
298-6600, Ext. 407 
NUCLEAR CHICAGO 
2000 Nuclear Drive 
Des Plaines, Illinois 
Equal opportunity employer 


PUBLIC RELATIONS 
Immediate Openings 
If You Enjoy: 
• Hunting 
• Fishing 
• Skiing 
• The Great Outdoors 
We have full or part time po­ 
sitions available NOW! 
This Is Not Selling. 
For more information 


CALL MR. BUNKER 
297-3910 


Preparatory for the Illinois state examination is now 
being formed and will commence in September. 


This is your opportunity, FREE OF CHARGE, to obtain 
your state license and become a member of the highly 
rewarding profession. 


Love children? Qualified early 
childhood teacher? Apply for 
challenging position at Wood­ 
field Child Development Cen­ 
ter, Schaumburg or Toy Box 
Child 
Development 
Center, 
Lake Zurich. 


882-4340 


I - Special Issue 
Centennial Salutes 
History of the Area 


Monday, Sept. 4 


8 a.m. to 5 p.m. daily 


Attractive starting wage, complete company benefits 


APPLY PERSONNEL, UPPER LEVEL 


Schaumburg plant seeking ex­ 
perienced operator for second 
shift. Excellent starting sala­ 
ry and fringe benefits. 
Contact Mary Curtis 
NUCLEAR DATA 
529-4600 Ext. 244 
Opening for part time cleanup 
man or woman. Please in- 
q u i r e 
7-11 
a.m. 
Monday 
closed. 
GOLF-ROSE BAKERY 
Hoffman Estates 
529-2711 


Mf. Prospect 
Call now for details and personal interview 
FULL TIME 
CAREER OPPORTUNITY FOR 
SALES PEOPLE 
Join In the most logical Product 
of the ’70’s. Professional sales ex­ 
perience needed in: 
• Encyclopedia Sales 
• Aluminum Sales 
• Educational Courses 
• Health Clubs 
• Any direct selling experience 
You owe It to yourself lo take ad­ 
vantage of a truly great opportuni­ 
ty. 
Please call: 
Mr. Bunker 
297-3910 


An Equal Opportunity Employer 
REAL ESTATE OFFICE 
Is seeking a personable secre­ 
tary. Varied duties — some 
typing. 
Hours 9-6, 
Monday 
thru Friday. Call for personal 
interview. 


TRANS-AMERICA REALTY 


65 S. Milwaukee Ave. 


541-4770 
Wheeling 
TELEPHONE CALLERS 
Women, men. Full or part 
time. You will work in pleas­ 
ant 
surroundings. 
Excellent 
salary and bonus incentive. 
We will train you. No experi­ 
ence needed. No selling re­ 
quired. 


PRESSER WANTED 
Experienced. Dry cleaners. 
Northwest Suburbs 
Monday thru Friday 
Fqll or part time 
Please write Box J8, c/o Paddock 
Publications, 
Arlington 
Heights. 
111. 60006, giving particulars on ex­ 
perience & whether Interested in 
full or part time. 


INoMHiss 
Excellent opportunities now available for individuals inter­ 
ested in working in an active Emergency Dept, of a grow­ 
ing hospital. 


LPN WITH PHARMACOLOGY COURSE 
PART TIME — 3 p.m. to 11:30 p.m. 
ORDERLY 
FULL TIME — 7 a.m. to 3:30 p.m. 
Salary commensurate with background Sc potential. 


APPLY IN PERSON 


Outstanding Senior 
Girls on Parade 


Sunday, Nov. 26 
Rolling Meadows 
High School 
f. 
- • 


Advertisers are requested to 
check the FIRST insertion 
of their advertisement and 
in case of error to notifv the 
Classified 
Department 
at 
once in order that correction 
can be made. In the event of 
error or omission, the news­ 
paper will be responsible for 
ONLY the first incorrect in­ 
sertion and only to the ex­ 
tent of the space that the ad 
requires. Errors will be rec­ 
tified by republication for 
one insertion. Please check 
your ads and notify us at 
once. Corrections and can­ 
cellations are accepted by 
phone if received bv 
Fri. ll a.m. for Sun. Ed. 
Fri. 4 p.m. for Mon. Ed. 
Mon. ll a.m. for Tues. Ed. 
Tues, ll a.m. for Wed. Ed. 
Tues. 4 p.m. for T.iurs. Ed. 
Wed. 4 p.m. for Fri. Ed. 


NEED 
Nursing home bookkeeper or 
equivalent experience. Nurs­ 
ing home involved requires 
bookkeeper who can adapt to 
computer oriented documenta­ 
tion. 
392-7525 


LIGHT ASSEMBLERS 
DRILL PRESS OPERS. 
Immediate openings for above 
positions in a fast growing 
company. Opportunity for ad­ 
vancement. 
Good 
starting 
salary and benefits. 


Call Dave Muntz 
541-3000 


FLUID POWER SYSTEMS 
511 Glenn Ave. 
Wheeling 
Equal Opportunity Employer 


MATURE WOMEN 
RETIRED MEN 
COLLEGE STUDENTS 
Part time work. Enjoy talking 
on the telephone? Earn money 
doing something you like to 
do. No selling mvolved. Must 
have mature voice. 
Salary 
olus bonus. 
398-2420 


MANAGER 
CARD Sc GIFT SHOP 
Woodfield, Schaumburg 
Preferably experienced, but 
we will train. Send resume to: 
4431 University Parkway - 
Cleveland, Ohio 44118 
WORKING Manager for beauty sa- 
lon to take complete charge. Sala- 
. ry open. 541-2133 
BRUSHER and bather for dog shop. 
Dog trimmer also needed. 5 days. 
Highland Park. Call 831-3550._______ 
OPENINGS for full or part time 
help. 
Apply 
McDonald’s of Elk 
Grove. 1912 E. Higgins R d._________ 
PART time — Day. Full time — 
Night, and 3rd shift. Jack-in-the. 
Box. Palatine. 358-9781 _____________ 
HELP! Need transportation for 2 
boys from Des Plaines to Evans­ 
ton School and return, 5 days, will 
pay reasonable cost, call 824-6006. 
ADULT — Full time dishwasher. 51 
nights 
weedily. 
Please 
call 
CL 
3-2048. Arlington Elks Club.________ _ 
PART Time biller, 
evenings. 
Air 
Freight Co. O’Hare field, 686-6800 
ask for Barbara.________________ 
MOM — Ambitious? Desire a busi- 
ness of your own with a solid fu- 
ture? Call for interview. 439-9857. 
PART time technician 4 kennel he’p 
for 
Veterinary 
Clinic. 
Schaum­ 
burg. 894-0770. 
OPPORTUNITY to make good mon- 
ey in your free time. Begin earn­ 
ing now by distributing 
nationally 
known products. 359-0054. 
RENTAL Agent, 
experienced! 
top 
commission, part time, beautiful 
complex. 394-2600 
WORK your own hours unlimited 
earning potential 358-5279. 


PART TIME 
Young international company 
expanding in northwest area, 
needs part time person fen* 
management position. 


800 W. Central Rd., Arlington Hts 
Equal Opportunity Employer 
FULL OR PART TIME 


PONDEROSA 
1360 Lee St. 
Des Plaines 
DRIVE ICE CREAM 
VANS PART IME 
College 
students 
or 
house­ 
wives. Take home $15 a day 
for 6 hrs. Call: 766-7668, Wood 
Dale, IU. 


Excellent opportunities for full time work. Many benefits 
50 efet from C&NW station in downtown Arlington Heights. 
TELLERS — One year experience 
TYPIST — No experience necessary 
NEW ACCOUNTS INTERVIEWER - Experience preferred 
KEYPUNCH OPERATORS — No experience necessary 
SECRETARY IN LOAN DEPT. — Shorthand & typing required 


Sorry — Employees 
and Families Only 


Saturday, Jan. 6 
Olivia Country Club 


MACHINE TOOL 
IMPORTER 
Needs 
conscientious 
person 
f o r 
parts, 
delivery, 
mis­ 
cellaneous duties. Must drive. 
Knowledge of some German 
helpful. CaU: 593-2720.________ 
If you can work with people, we 
need you. Sell Real Estate & real­ 
ly enjoy your work, experienced 
or we will train exceptional per­ 
son. 
Call & ask for Lee Minnlch 
827-1117 
double nj- inc. 
Des Plaines or Wheeling 


For construction project in 
Rolling Meadows. Typing, fil­ 
ing, 
time 
reports, 
answer 
phones. Experience in con­ 
struction field helpful. 
253-6737 


PUNCH PRESS SET-UP 
PUNCH PRESS OPERATORS 
GENERAL FACTORY 
DRIVER 
Plenty of overtime 
LECO MANUFACTURING CO. 
1921 S. Busse Rd. 
Mt. Prospect, III 
439-3800 


• ASSEMBLERS 
• ORDER PICKERS 
• WAREHOUSING 
Experience helpful but not 
necessary. 
Full 
company 
b e n e f i t s . Air conditioned 
plant. 
BLOCK & CO. 
1111 Wheeling Rd. 
Wheeling, IU.________ 


America 
green. 


MEN & WOMEN 
To work in pleasant green­ 
house surroundings. Full time. 


M. LEIDER Sc SONS INC. 
APTAKISIC ROAD 
PRAIRIE VIEW 
634-3110 


EXPERIENCED 
PIZZA MAKER 
Evenings-Wed. thru Sun 
CHARLOTTE’S PIZZA 
Rte. 14 Sc Rte. 68 
Barrington, HI. 
CaU after 3 p.m. 
381-9868 


Bowling Tourneys 


Jan. 20-21-27-28 


- 
Men at Beverly 
W om ens and Mixed 
at Thunderbird 


MALE OR FEMALE 
FULL OR PART TIME 
Day hours, Monday thru Fri­ 
day. Start at $2.25 hr. Apply 
Yankee Doodle Hamburgers, 
in the afternoon, 208 S. Arling­ 
ton Heights Rd. 


LIGHT FACTORY 
Part time. Light machine op­ 
eration. 


SALES TOOLS, INC. 
2166 S. Mannheim Rd. 
Des Plaines 
296-1126 


LIGHT FACTORY 
FuU time. Light machine op­ 
eration. 
Paid hospitaUzation 
and insurance. 
SALES TOOLS, INC. 
2166 S. Mannheim Rd. 
Des Plaines 
296-1126 


850— Situations Wanted 


CHILD care In my licensed Palatine 
home. Full time only. 359-2953. 
WEEKEND paint work done. Rea- 
sonable. 
Five 
year* 
experience. 
Call 529-7346.________________________ 
HOUSEWORK, good references. Mt. 
Prospect Country Club area. 392- 
7284._____________________ __________ 
CHILD care In my licensed Elk 
Grove Village home. 593-6169. 
EXPERIENCED typist desires work 
in home. 537-3640. 


E D P SALES 
Experienced male or female 
in EDP Sales or retired exec­ 
utives with accounting back­ 
ground to seU Data Process­ 
ing 
Sc Accounting Services. 
Call Mr. MitcheU at: 
392-6060 
Between IO a.m.-3 p.m. 


16 or older — start faU jobs 
NOW. Earn $2.00 per hour or 
more. Phone Mr. Cole be­ 
tween 3 to 4:30 at 253-5933. 


Experienced air freight. Must 
type, Ask for Mary B. 
686-7630 


USE CLASSIFIED 
LOW COST WANT ADS 


Sugar. 
'n Spice 


A N D EVERYTHING N ICE A B O U T F O O D 
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The People’s T W 


Take it easy this summer . . . let-your guests do 
the work! Plan parties featuring help-yourself ap­ 
petizers and snacks, and you can enjoy the festi­ 
vities with your guests. 


Spicy Shrimp Kabobs, for instance, require no 
last-minute fussing. Early in the day, marinate 
shrimp in a spicy maple-blended syrup-catsup 
sauce. At party time, set out bowls of the shrimp, 
mushrooms, green pepper pieces and pineapple 
chunks. Guests thread skewers and cook their own 
kabobs over hibachis or miniature barbecue grills. 


You can individualize the party by making a 
small hibachi for each guest. Use a new clay flower 
pot (6" in diameter) for the bowl and line the 
bottom with foil. Place small pebbles in the bottom 
as a base for charcoal. Cut circles of wire mesh 
(holes should be V 4 -V 2 " square) slightly larger than 
the top of the flower pot for grid. 


Another time let guests make Party Pancakes. 
Little pancakes, accented with wine, are capped 
with a choice of blue cheese topping, liver spread 
or crab topping. Set a pitcher of pancake batter 
beside the griddle, and guests will enjoy baking 
their own pancakes. 


Everyone likes fondue parties — not just for the 
food, but 'cause they're such fun. Here are two 
recipes to share top billing at your next party — 
tasty, festive fare and a change from traditional 
fondues. 


Little meat balls are cooked on fondue forks and 
served with party rye bread. Easy Cheese Fondue, 
made with American cheese and mildly flavored 
with garlic, is served with bite-sized pieces of crips, 
toasted frozen waffles for "dippers." 


EASY CHEESE FONDUE 


One 9-oz. pkg. frozen waffles 
Fondue: 
7 clove garlic 
2 cups milk 


Va cup butter or margarine 
I lb. American cheese, coarsely shredded 


Va cup all-purpose flour 


Prepare waffles in toaster or oven ac­ 
cording to package directions. Cool on 
wire rack. Cut each waffle section in 6 
bite-sized pieces. For fondue, rub in­ 
side of earthenware fondue pot with 
garlic; discard garlic. Place milk and 
butter in fondue pot. Heat over me­ 
dium heat until butter is melted. 


Toss shredded cheese with flour; add to 
milk mixture. Continue cooking over 
medium heat, stirring frequently until 
smooth and thickened. To serve, pierce 
waffle pieces with fondue forks and 
swirl in fondue. Makes 12 servings. 


MEAT BALL FONDUE 


7 Vi lb. ground beef 
Vi cup quick or old fashioned oats, 
uncooked 
1 1/2 teaspoons salt 


Va teaspoon pepper 
One 2 V a - o z . can deviled ham 
2 tablespoons milk 
36 stuffed green olives 
One 8-oz. loaf party rye bread slices 


Combine ground beef, oats, salt, pep­ 
per, deviled ham and milk. Shape 
around olives to form 36 small meat 
balls. Place each meat ball on the end 
of a skewer or fondue fork. 


Fry in hot deep fat in fondue bourguig­ 
nonne pan or chafing dish. Remove 
from skewer and serve on rye bread 
rounds. Makes 12 servings. 


SPICY 
SHRIMP KABOBS 


Spicy Marinade: 
7 Vi cups catsup 
Vi cup maple-blended syrup 
I teaspoon ginger 
Vi teaspoon salt 
1 clove garlic, minced 


Kabobs: 
7 lb. cleaned, cooked shrimp 
One 4-oz. can button mushrooms, 
drained 
7 green pepper, cut in pieces 
One 1-lb. 4-oz. can pineapple chunks, 
drained 


For spicy marinade, combine catsup, 
syrup, ginger, salt and garlic. Cover and 
let stand about 2 hours to let flavor 
blend. (Spicy marinade may be refrig­ 
erated for later use.) 


For kabobs, marinate shrimp in spicy 
marinade 
about 
I 
hour. 
Arrange 
shrimp, mushrooms, pepper and pine­ 
apple on 4-inch skewers. Brush with 
spicy marinate and broil over hibachi or 
other miniature barbecue. Makes 12 
servings. 


PARTY PANCAKES 


Cream-Blue Cheese Topping: 
Two 3-oz. pkg. cream cheese 
1A cup blue cheese 
2 tablespoons milk 


Sour Cream-Crab Meat Topping: 


Va cup dairy sour cream 
O ne 7Va- o z . can crab meat, drained 
and flaked 
2 drops liquid red pepper seasoning 


Liver Spread: 
One 8-oz. pkg. liver sausage 
I tablespoon minced onion 
1 tablespoon pickle relish 
1 teaspoon prepared mustard 


Pancake Bases: 
2 cups pancake mix 
2 cups dry white wine 
2 eggs 
2 tablespoons melted or liquid 
shortening 


For cream-blue cheese topping, beat 
together cream cheese, blue cheese 
and milk. 


For liver spread, beat together liver 
sausage, minced onion, pickle relish 
and mustard. 


For sour cream-crab meat topping, 
gently stir sour cream, crab meat and 
pepper seasoning together. Refrigerate 
all 3 toppings until ready to use. 


For pancake bases, place mix, wine, 
eggs and shortening in bowl. Stir only 
until batter is fairly smooth. For each 
pancake base, pour about I tablespoon 
batter onto hot, lightly greased griddle. 
Turn when tops are covered with bub­ 
bles and edges look cooked. Turn only 
once. 


Top each pancake base with a spoonful 
of one of the toppings. Makes 12 
servings. 
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Mrs. Leonard Lawrenz 


She Reaps The Fruits Of Her Land 


Asparagus spears are about the only 
vegetable Mrs. Leonard Lawrenz has to 
go any farther than her backyard to get. 
The only reason she doesn’t grow aspa­ 
ragus is that there simply isn’t enough 
room behind her small house in Palatine. 


Tomatoes, two kinds of red rasp­ 
berries, green peppers, beans, sweet 
corn, cucumbers, an ever-bearing apple 
tree (five varieties are grafted onto one 
trunk), and a white cherry tree are just 
a few of the offerings that flourish under 
Frieda Lawrenz’s green thumb. 


Being raised on a farm increases her 
appreciation of home-grown produce. 
Frieda takes advantage of every square 
inch of soil and has fresh fruits and vege­ 
tables all summer. 


She feels that the produce is only as 
good as the soil and combines several 
gardening techniques to obtain the best 
yield. “Good soil makes good plants,” 
declared Frieda. 


“I’M A PARTIAL organic gardener,” 
she laughed. Mild chemicals are used at 
times, but lime sprinklings contribute to 
her bountiful crops and dark green lawn. 
The lime sweetens and breaks up the 
soil, she said. 


Frieda has been a member of the 
Plum Grove Garden Club, “Oh, 15 or 16 
years.” House plants, flowers and out­ 
door plants of almost every variety pos­ 
sible can be found in abundance in and 
out of her house. 


Every summer Frieda makes any­ 
where from 20 to 25 quarts of tomato 
juice from her tomatoes. She also cans 
whole tomatoes, pickled beets, com, 
beans and the fruits. In the past Frieda 
usually froze her produce but is moving 
to Florida in the near future so is “can­ 
ning almost everything this year.” 


AS A VETERAN cook with many years 
of experience behind her, Frieda uses 
recipes basically for ideas. Her recipes 
for Apple Slices and Plum Kuchen do not 
appear in the usual form but have been 
time tested. 


Frieda uses Italian plums from her 
tree for the Plum Kuchen. The recipe is 
basically an original and a favorite of 
her friends and family. 


TOMATO JUICE 
Wash and quarter enough tomatoes to 
fill at least a gallon kettle. Add approxi­ 
mately I quart water (to prevent to­ 
matoes from burning), 3 celery ribs, 
chopped, and 2 sliced onions. Seasoning 
can be varied to suit taste. Boil until mu­ 
shy, stirring occasionally. 


Put hot tomatoes through foly mill to 
remove peelings and seeds. 
Bring juice to a boil in a large kettle. 
Add Vt to I teaspoon salt per quart, pour 
into jars and seal. 


APPLE SLICES 
Triple your favorite recipe far pie 
crust. Roll out and line a jelly roll pan 
with the pie dough. Save half for top 


crust. 


Mix 3 cups sugar and 3 tablespoons 
cornstarch. Add cinnamon and/or nut­ 
meg, if desired. 


Sprinkle part . of the mixture on the 
crust-lined pan. Add enough apple slices 
(peeled and sliced thin) to fill pan to top. 
Sprinkle remaining sugar mixture over 
the apples. Place the top crust over ap­ 
ples and seal edges. Cut slits in the top 
crust. 


Place in a preheated 400-degree oven. 
After about 20 minutes, or when the top 
is golden brown, lower the temperature 
to 375 degrees. Total baking time should 
be about 55 minutes. 


PLUM KUCHEN 


Add 2 tablespoons sugar to a Pillsbury 
hot roll mix. Prepare according to pack­ 
age directions. 


Allow dough to rise; then roil dough 
think for a jelly roll pan (there will be 
extra). Line the pan with dough. Wash 
and cut Italian plums in half. Put cut 
side up on the dough, as close together 
as possible. 


While the dough (with plums) is rising 
the second time, combine 3 eggs, slightly 
beaten, 3 tablespoons cornstarch, and 3 
cups sugar (depending on sweetness de­ 
sired.) When the dough has risen the sec­ 
ond time, pour mixture over the plums. 
Bake in preheated 350-degree oven for 
time indicated on hot roll package. 


A Stewed Beef And Bitters Combo 


summer 


is 


ong. 
for 
A N APPLE TREE that produces five 
Frieda has apples all 


kinds 
of 
apples 
can 
be 
found in 
One of her favorite recipes 


Frieda Lawrenz's backyard. The five 
Apple Slices, which resembles apple 


strains are grafted onto one trunk so 
pie but is made in a jelly roll pan. 
mmmmm 
& .0 * ? ..................... 


Beef ’n bitters is a favorite on-the- 
rocks drink for people who don’t. Drink, 
that is. Ifs made with condensed beef 
broth and a dash or two of Angostura. 
Weight watchers love it for its low ca­ 
lorie count; others like it for its bright 
and hearty taSte. 
It was inevitable that somebody should 
get the idea of putting beef and bitters 
together another way. Why not in a 
stew? Since that indefinable flavor of An­ 
gostura gives such zest to ordinary beef 
broth why wouldn’t it pick up a beef 
stew. It does. The blend of herbs and 


spices that makes up the bitters seeps 
deep into the stew, giving it rare flavor 
and aroma. This turns out to be a magic 
seasoning trick. 


The Spanish have a stew which they 
call Came Boracha. Loosely translated: 
“Intoxicated Beef.” In a way, that’s 
what this could be called. It’s a beady 
concoction. It can well be put forth on a 
company buffet or for the sit-down din­ 
ner for the new boss and his wife. 
The beauty of it all is that it only gets 
better when it’s reheated in the last min­ 


ute. Just add a little more water or wine 
to prevent the meat from sticking. 


BEEF ’n BITTERS STEW 
2 tablespoons olive oil 
2 tablespoons butter 
3 pounds stewing beef, 
cut into I inch cubes 
2 teaspoons salt 
I tablespoon Angostura 
aromatic bitters 
Va cig) chopped parsley 
Vt cup raisins 
Vt cup small stuffed 


green olives 
I cup sherry 
Water 


Heat oil and butter. Add beef and 
brown cubes on all sides. Add remaining 
ingredients with enough water to cover 
meat. Cover and simmer gently for 2 
hours or until meat is tender. Add more 
water from time to time to keep meat 
from sticking. When meat is done liquid 
should be at half the original volume. 
Serve meat spooned over yellow rice. 
Yield: 6 servings. 


MEAT MARKET 


MEATS WITH A REPUTATION 
CL 5-6395 
17 W. Prospect, M f. Prospect 
g cserve Jfoe Right To Limit Quantities 
*W<:; 


Remember the layer cake your mother made, 
with icing so good you begged to lick the spoon? 
Pepperidge Farm remembers. 


. U.S. CHOICE 
FAMILY 
STEAKS 
No Waste 


S I 49 
7( 
PEPPERS PARM 
7< 


Save 7< on our Golden,Vanilla, 
Chocolate Fudge, Devil’s Food 
or Coconut Frozen Layer Cake. 


Pepfeeibge Fahm 


MR. GROCER: When all term* of this offer 
hava been fulfilled by the consumer and by 
you. till a coupon w ill be redeemed for face 
value plus 30 for handling. Mail coupon to: 
COUPON’ REDEMPTION PROGRAM. P.O. BOX 
lOOO. ELM CITY, N.C. 2 7 8 2 2 . FRAUD 
CLAUSE: Any other application co&atltutca 
fraud. Invoice* proving purchase of sufficient 
atock to cover coupons presented must be 
shown upon request. Failure to do so may. 


at our option, void all coupons submitted for 
redemption for which no proof of products 
purchased Is shown. Subject to state and 
local regulations. Void lf taxed, restricted 
or forbidden by law or lf presented by out­ 
side agencies, coupon brokers or others who 
are not retail distributors of our m erchan­ 
dise. Cash vatu* I '2 0 * . Coupon expires 
August 31. 1973. 
Peppering# Farm, Incorporated 


LO 
CM 
•—4co 
co 
co 
oo 
3 Laver* 


. •^Golden Layer Cake 


utif a® .-if tai} 
7( 
STORE COUPON 
In your grocer’s freezer 7< 


Sole Dates thru August 30th, 1972 


Oscar Mayer 
SKINLESS 
FRANKS 


lb. 
79< 


lb. 


U. S. CHOICE 
Blade Cut 
POT 
ROAST 
75 
C 


lb. 


Burgher's Fresh 
Extra Large 
EGGS 
49< 
Dozen. 


Save Money - Buy Your Meat In This Meat Market 


l i f p i 
I P H 
I 
FREEZER MEATS 
W 
M 
St i i f f i g p 
(GUARANTEED 100%> 


^°ur ^ ei^ ^ or *s ^r°k° y 


You Save When YoufBuy Our Larqe Orders 
U.I.D.A. CHOICE 
. 
u S4)A3aoK [ 
• 
HALF CATTLE( 
I HINDQUARTERS 
I 7 9 c it. m 89* ib. 
BIGGER & BETTER SAVINGS ON OUR CUSTOM CUT FREEZER ORDERS 


A 


All it«mi on salt Thundoy, Au­ 
gust 24 thru Wadn«4i«y, August 
30. 1972 unless atharwise in#*. 
coted. 
Vs OFF 
ON THE BIG ORIGINAL 
EDUCATOR RECOMMENDED 


or lour Aaaea convenience 
Dominick's Finer Food Stores Are . . . 
OPEN 24 HOURS A DAY 
. . . 7 DAYS A WEEK! 
• 600* N. BROADWAY 


Imagine! One o f the best 
encyclopedias in America . 
. 
now yours virtually as a Gift! 


was 


Illustrated World 
Encyclopedia 


v.v.ii 


.v.v 


- * 
a volume 


Illu stra ted W orld ie A m erica s M ost E njoyable E ncyclopedia For 
Young Students to make reading easier. Illustrated World has 
inviting, eye-saver type, with wide spaces on glare-proof paper. To 
make learning more rewarding, it has literally thousands of colorful 
pictures. And all articles unlike m ost encyclopedias—are created to 
hold the interest of young people. Illustrated World is fun to read 
and study. And it will certainly help make your child’s all-im portant 
experience with an encyclopedia fulfilling—not frustrating. Now on 
sale . . , buy a volume a week . . . volumes 2-15 Only $1.99 each. 


in Chicago 


• RTS. 5S & 83 
in Dos Plaines 


• CUMBERLAND & 
KENNEDY EXPWY. 
in Port Ridge 


• 7501 W. NORTH AVE. 
in River Forest 


• 1300 DEMPSTER STREET 
in Park Ridge . 


• 8825 So. Harlem Ave. 
in Bridgeview 
• 6200 W. HIGGINS 
in Chicago 


• 2500 N. CENTRAL 
in Chicago . 


• 680 ROOSEVELT ROAD 
in Glen EByn 


• 1440 IRVING PARK ROAD 
in Hanover Park 


• NORTH & VILLA AVES. 
in Villa Park' 


• 911 CHURCH STREET 
in Evanston 


• 1301 N. LEWIS AVE.. 
in Waukegan 


• 525 S. SCHMALE ROAD 
in Carol Stream • 


• 8355 W. BELMONT 
in River Grove 


• 3000 S. HALSTED 
in Chkogo 


EXTRA I 
full sets on sale 
incredibly 2788 


For the convenience of our cus­ 
tomers who do not choose to buy 
Illustrated W orld Encyclopedia 
on the volume-a-week plan, we 
have complete sets (15 volumes) 
available, now on sale for only 
527.88 A rare opportunity to en­ 
joy the benefits of this great refer­ 
ence library at once, or to purchase 
as gifts. 


BUY A VOLUME A WEEK . . . 


Wa make the* rvnwkabU olitr to you boeotia* ■ * vary much want 
to ha** Volume on* in your horn*. Look at th* subject*, th* phras­ 
ing*. th* word* themselves So* tor yourself how Illustrated World 
ta created simply and clearly 
. . to help your child really under­ 
stand and enjoy working with reference books. 


• HILLSIDE SHOPPING CENTER in Hittsidt 
An Extro Added Convenience . . . These 
Dominick's Finer Food Stores Are 
OPEN ’TIL MIDNIGHT 
7 DAYS A WEEK! 
• S601 W. ROOSEVELT RD. 
in Forest Pork 


• 3131 KIRCHOFF RD. 
in Rolling Meadows 


• 545 W. LAKE STREET 
in Addison 


• 465 SUMMIT ST. 
in Elgin 


• 3012 N. BROADWAY 
in Chicago 


• 11525 S. WESTERN AVE. in Chicago 
• 11429 GOVERNOR'S HWY.1 
in Homewood 


• 8700 S. CICERO AVE. 
in Oak Lawn 


• 9320 SKOKIE BOULEVARD 
in Skokie 
• RAND & CENTRAL RDS. 
in Mf. Prospect 


• 1314 WINSTON PARK PLAZA 
in Melrose Park 


• 4118 N. HARLEM AVE. 
in Norridge 


Special Introductory 
Offer . . . 
VOLUME 
ONE 
for 
Only 


U.S.D.A. Graded Choice Tender 
ROUND STEAKS 


USDA 
CHOICE 


H eady 
to 
Swiss 
or 
to 
p re p a re y o u r 
ow n fav o rite 
way. 
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Dominick's Own Fresh 75% Lean 
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DIXIE REFILL 
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GROUND 
BEEF 


Buy plenty now and save! 
Ground Fresh Hourly 


U.S.D.A. G raded Choice Ronde** 
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a n is il i t a 
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3 Pkgs. of 
NORTHERN 
BATHROOM TISSUE 
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Without Coupon Regular Price 
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3 Bars of 
ZEST SOAP 
BATH BAR 


D om inick'* Own Fre*h Frozen 
G RO UND BEET 
3-lb, pkg. 
4generals siss pattie* to the pound 


Fresh! U.S.D.A. Gov't Inspected 


Q U A R T E R E D F R Y E R 
LEGS & 


Ii:;:]: 


' / J - 


* 
w 
‘ 
-THIGHS 


Try thas* “Never Fro ran” fryers on 
* 
your barbecue grill th is w eek-end 
end see whet e difference freshness 
makes. 
VALU ABLE 
COUPON 


Without Coupon 
22C a a . \ ^ i 
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CHEESE PIZZA 


17.5 O r 


ea I I 
_____________________ r*S | 


1 
|79) 'W W WTPyTTTWV»!lli'M 
K u /"J 
._ 
r j f t u n i c t o CL NO * » . L . » TA. ON « , * l , l a » r e cr w 
. ( l u I,thy t.erm an Style Sliced 
ll S a Y ® : ^ ° * 
I (HARD SALAMI 
S 
£ I 
I — 
• 
C H E F F A Z IO FR ESH 
. 
^ 
1 D om inick's ( f u n 
11 C O L E 
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Save 20r 


S a v e 20 


U.S.D .A. G tode 
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B R IS K E T S 
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Garden Fresh 
Flavorful 
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P E P P E R S 


Crisp Extra Fancy • 
PASCAL 
CELERY 


C ru n c h y , c risp a n d fla v o rfu l . . . 
a n o th e r bu y now e w e itin g you a t 
D om inick's 
Produce 
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Shop D om inick's today and save! 
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Back To School 


DISCOUNT SUPERMARKETS 


that past studies have shown well-fed 
children earn better grades than those 
who come hungry to the classroom. 


“Compared with ghetto kids coming 
hungry to school, the well-fed child’s at­ 
tention span is greater. His learning 
curve jumps way up.” 


Many problems with the present school 
lunch program set-up were outlined m a 
recent journal article by Dr. Bruno Bet- 
tlehedm that appeared originally in Fam ­ 
ily Health magazine. Bettleheim is a top 
authority in the field of child care. 


Bettleheim’s critique boiled down the 
troubles to poorly tasting food, too little 
time in which to eat it and lack of nutri­ 
tional balance. 


Mrs. Bayer said response to the article 
from 
school 
system 
food 
directors 
throughout the country overwhelmingly 
backed Bettleheim. 


“ WE HAD ONE director from Loui­ 
siana order a thousand reprints of the 
article,” said Mrs. Bayer. “We’ve had 
magazines order. We hope to get the 
message across.” 


She added that the message on the 
need for proper nutrition will take a long 
time to filter down to everyone involved 
— including parents and school board 
members. 


She said diet problems often begin with 
parents who send children to school with­ 
out a basic breakfast. The problem is 
compounded at lunchtime when pupils 
reject unappetizing foods in favor of bet­ 
ter-tasting ones with little nutritional bal­ 
ance. 


Mrs. Bayer said the problem also finds 
it way to school boards, which look at 
lunch programs as possible areas of 
economy instead of as an integral part of 
education. 


She expects correction of the problem 
to be a long process. 


“The impetus probably will come from 
the federal level. The President’s Council 
on Advisory Nutrition has recommended 
nutrition education in the schools and the 
Department af Agriculture has shown a 
marked interest that these recommenda­ 
tions be carried out,” she said. 


She said that nutrition is not being 
taught currently to would-be teachers, al­ 
though indications are some states will 
include the course in future curricula. 


“ WE THOUGHT Dr. Bettleheim’s ar- 


Amplon 
Panty 
Hose 


180 Count Colored 
Filler Paper 


BONO 
TYPING 
Erasable 
Typing Paper 


44 
sheets 


Men’s Desert Boots 
SIZES 6Vz TC 12 - TAUPE COLORS 
500 Count 
Filler Paper 
* iii rn 
■ 
; 


POLY WRAP 
3 Pkg. 
Theme Books 
S W M | 
New Look For 
Southern-Style 
Ham & Yam Dish 


j Crayola 
Crayons 
Basketball Shoes 
MEN S SIZES SVz TO 11 WHITE OR BLACK 
Bio School 
Special 


The pleasing taste combination of ham 
and yams is one enjoyed by millions of 
people where once it was considered a 
Southern specialty. Stretching the imagi­ 
nation a bit with the addition of banana, 
ginger and coconut makes this a dish 
with a tropical feeling. . .one also famil­ 
iar to those who grew up in the lush is­ 
lands that are so popular with tourists 
today. This is a good family dish that 
goes well at a party, too. 


TROPICAL-STYLE YAMS 


AND HAM 


I cup dark cdrn syrup 


Vz cup (canned) apple juice 


Vz teaspoon grated lemon 
peel 


Lemon juice, about 2 
tablespoons 
Vz teaspoon salt 
1/8 teaspoon pepper 
1/8 teaspoon ground ginger 
6 medium Louisiana 
yams, cooked, peeled and 
halved or 3 cans (16 ounces 
each) Louisiana yams, drained 
Va cup butter or margarine 
I cooked bone-in center- 
cut ham slice, 2-inches 
thick (about 2Vz to 3 
pounds) 
I large ripe banana 
Blend corn syrup, apple juice, lemon 
I can (4 ounces) shredded 
coconut 


peel, I tablespoon lemon juice and sea­ 
sonings together in saucepan over me­ 
dium heat. Bring mixture to a boil and 
remove from heat. Reserve ^-cup of 
mixture for basting ham; pour remain­ 
der over yams. Dot yams with butter 
and cover. Place ham steak in shallow 
baking dish; brush generously with re­ 
served glaze mixture. Bake yams and 
ham steak in 350-degree oven 20 minutes, 
basting both occasionally. Slice banana 
and brush with lemon juice. Remove 
yams from oven and uncover; arrange 
banana slices over yams. Spoon glaze 
over bananas and yams. Sprinkle coco­ 
nut around edge of dish to form a border. 
Return yams to oven and bake (uncov­ 
ered) IO minutes longer or until coconut 
is lightly browned. Serve with the ham. 
Makes 6 servings. 


(Newspaper Enterprise Assn.) 


Thermos Lunch 
Kit Assortment 


Aladdin Insulated 
Snack Jar 


Basketball Shoe£ 
BOYS SIZES 2'/z-6 
MEN S SIZES 61/2-12 
GOLD OR RED 
. 
__ 
Fluorescent 
Desk Lamp 


^ 
White 
— Canvas Shoes 
GIRLS’ SIZES 121/2-4 LADIES* SIZES 4te-10 


72” x 90” 
Thermal Blanket 


• 
BY ST. MARY S 


18” x 24” 
Bed Pillow 
(WHITE ONLY) 
FLAT OR FITTED - BY ST. MARY S 
SHREDDED FOAM 


1727 W. Golf Rd. 
1559 Irving Pk. Rd. 1800 W. Control Rd. 
Cor. Higgins I Golf Rds. 
tot. Prospect 
Hanover Pork 
Arlington Heights 
Hoffman Estates 


School Lunches May Affect Child’s Grades 
Serve Salads Often 


by PETER M. KELLY 


A growing number of school nutri­ 
tionists say the reason Johnny can’t read 
is because he’s hungry. 


The theory is that meals dished out in 
a school cafeteria have a direct bearing 
on the grades on a child’s report card. 


Mrs. 
Patricia 
Bayer, editor of the 
School Foodservice Journal in Denver, 
Colo., concurs. She said in an interview 


tide was an excellent critique,” Mrs. Ba­ 
yer said. “He said in essence that there 
was not enough time to eat, that the 
cafeteria is noisy and food is shoved in 
front of kids. I don’t think you’ll find any 
administrator who feels that’s the way to 
go.” 
She also said that food service admin­ 
istrators believe a 20-minute lunch period 
is not long enough “to allow food to be­ 


come an integral part 0i a child’s educa­ 
tion.” 
School systems currently are testing a 
program that provides breakfasts for 
children before their classes begin. 
It’s not just ghetto children who come 
to school hungry, she noted. 
A study by Dr. David Call of the Corn- 
e 11 
University 
nutrition 
department 
showed lack of a proper breakfast is 


widespread among middle-class pupils as 
well as poor ones. 
“Changing or making the school lunch 
program better comes down to the ques­ 
tion ‘does the child like the food or 
not,’ ” Mrs. Bayer concluded. “Many of 
these things come under nutrition educa­ 
tion. “You have to teach a child that a 
hamburger and a malt is not the way 
he’s going to make the football team .” 


Many people don’t serve salads often 
enough for best nutrition. Ifs common 
knowledge that when fresh vegetables 
are eaten raw, the full benefit of the vita­ 
mins and minerals is obtained. There is 
no loss, as is often suffered in even the 
most careful cooking. 


In a family where good nutrition is 
well understood, even the children will 
ask you to “pass the vitamins” when 
they want another serving of salad. And 
it’s true. Salads are high vitamin dishes 
and lettuce leads the salad parade. 


Crisphead or Iceberg lettuce is the 


most popular variety in America, and 
what a lot of ways there are to serve it. 
The simplest serving is to just cut an 
Iceberg lettuce in wedges and spoon over 
it a favorite salad dressing. Russian, 
Roquefort, and sour cream dressing, are 
just delicious in contrast to the refresh­ 
ing, crisp lettuce. When you are making 
a chicken or tuna salad, it’s a pleasant 
change to toss small chunks of lettuce 
writh the chicken or fish rather than 
serve the salad on lettuce leaves. 


Use Safe Methods For Canning Vegetables 


If you have hesitated to can vtgetables 
because of fear of spoilage, ranember 
the organisms blamed for spoiage are 
just doing what comes naturaly. The 
real culprit is the ignorant carless, or 
stubborn-not-about-touse-moderr meth­ 
ods person who does the canning. 
The most common type of spoilage in 
canned vegetables is called flat-iour. The 
food may look right and smell tght, but 
has an unpleasant sourish taste.lt is nei­ 
ther fit to eat, nor poisonous, rhe bac­ 
teria causing flat-sour can star growing 
in vegetables which have stooc too long 
between steps in gathering, preparing, 
putting into jars and processiig. This is 
particularly true of corn and ither star­ 
chy vegetables. If recess ar to hold 
vegetables several hours or overnight, 
they should be refrigerated. 
Botulism is another widely misunder­ 
stood type of food spoilage, t is by no 
means confined to canned fads. It has 
been found in frozen, smoke*, and pick- 
led sea foods; dried, smoked,and pickled 
meats; pickled beets and als*homemade 
cheese. 
The 
invisible-to-tJe-naked-eye 
spores of bacteria which case botulism 
are harmless until they fid their way 
into an airless space co&aining very 
little acid and start growug. Then they 
give off a deadly toxin. Un^ss the illness 
of a person who has often the con­ 
taminated food is promptly diagnosed 
and the right antitoxin quickly obtained, 
the patient may not survfre. 
The first step in prevuing botulism is 
to use only strictly frsh, sound vege­ 
tables. No matter hov clean they may 
seem, wash them as i they were filthy. 
Then quickly prepare, put into jars and 
process in a steam-pessure canner for 
the right length of tim* at the right pres­ 
sure for your altitude, rhen your canned 
vegetables will be as safe as any food 
can be. But if you stU have misgivings, 
turn the food into a sucepan and let it 
boil 15 minutes, stirrig often, before tas­ 
ting. Never, never, tate food of any kind 
to learn whether it is poiled. 
IF NEW AT caning, the first thing 
needed is an up-to-dte canning bulletin 
or book. You may e able to obtain a 
government bulletin from your county 
agricultural extensin home economist. 
If not, you can sen 20 cents for Home 
and Garden Builtin No. 8 entitled 
“Home Canning c Fruits and Vege­ 
tables0 to U.S. Goemment Printing Of­ 
fice, Washington, IC. 20402. Or send 50 
cents in coin to “lue Book,” Box 2005, 
Muncie, Ind., 4730: This one contains in­ 
structions and retpes for pickling, pre­ 
serving, etc., as ’ell as up-to-date can­ 
ning methods, an information on home 
freezing. 
You can make he canning job easier 
and quicker by collecting all needed 
equipment, carefUy inspecting every jar 
to make sure the op is smooth {one tiny 
nick or chip car prevent sealing), and 
checking instructms ahead of time. Pre­ 
pare, pack, and pocess the food in small 
quantities. 
MIXED EGETABLES 
A ny 
go-wellogether 
mixture 
of 
vegetables may fe canned. The mixture 
must be procesid the length of time 
needed for vegelble in mixture requir­ 
ing the longest pocessing time. Perhaps 
you would like t try canning com and 
lima beans togeier. This is called Suc­ 
cotash. Be sun to start with strictly 
fresh vegetable Boil corn 5. minutes. 
Cut from cob. *o not scrape. Combine 
with from one alf to equal amount of 
green lima beas. Heat mixture to boil­ 
ing, pour to I nch of top of jar (this 
amount of headspace is needed because 
these vegetable tend to swell while pro­ 
cessing). Add ^teaspoon salt to pints, I 
teaspoon to qarts. Be sure to add 
enough water t cover vegetables. Wipe 
off anything spied on top or threads of 
jar. Put dome lid on jar; screw band 
tight. Process pits 55 minutes, quarts 85 
minutes at IO ponds steam pressure. 
SRNISH SAUCE 
Use firm, soud, red-ripe tomatoes. Do 
not use the socalled low-acid tomatoes 
— they are shot on flavor. To fill 3 or 4 
half-pint jars us: 
2 quarts prepred tomatoes 
I medium-siad green 
sweet peppr 
I small red S’eet pepper 
1/3 cup choppe onion 
Vz cup sliced elery 
1 clove garlii— mince 
or put throgh garlic press 
Vz teaspoon died basil 
2 teaspoons lit or 
amount to ait taste 
Wash, rinse and drain vegetables. 
Scald, core, ski, chop, and measure to­ 
matoes. Remoe stem and blossom ends 
from pepper, tscard seeds and cut pep­ 
per into smal pieces. Combine all in­ 
gredients; bodlLO minutes and pour to Vz 
inch of top o jar. Wipe off anything 
spilled on top or threads of jar. Put 
dome lid on j»; screw band tight. Pro­ 
cess pints 15 iinutes, quarts 20 minutes 
at IO pounds &am pressure, or 50 min­ 
utes in hoiling-’ater bath. 
TOMATO KETCHUP 
Use sound, firm, red-ripe tomatoes. 
Yield depends jpon thickness of ketchup 
and variety of omatoes used. 
4 quarts cord and 
chopped tonatoes 
I cup choppd onion 
I cup seed e< and 
chopped rd sweet pepper 
I V% teaspoons ach celery 
and musted seed 
Vz teaspoon nch whole 
cloves, aljpice, and 
black peppercorns 
1 3-inch sties of cinnamon— 
break int* small pieces 
1/8 teaspooi cayenne pepper 
2 tea spools paprika 
I tables^ >n salt 
Vz cup su£r 
I Vz cups viegar 


Wadi, core, chop, and measure to­ 
matoes into kettle; add onions and pep­ 
per. Slowly cook vegetables (no water 
needed) until tomato juice runs freely. 
Increase heat and boil until vegetables 


are soft; then put through sieve to re­ 
move skins and seed. Return tomato 
mixture to kettle and bod bout 20 min­ 
utes. Add whole spices tied in thin piece 
of cloth to make spice “bag.” Continue 


boiling until mixture is almost as thick 
as ketchup. Then add the remaining in­ 
gredients and bod until ketchup is as 
thick as wanted. Discard spice “bag,” 
taste ketchup and add more sugar and 


salt if wanted. Pour hot ketchup to 1/8 
inch of top of half-pint jar. Wipe off any­ 
thing spilled on top or threads of jar. Put 
dome lid on jar; screw band tight. Pro­ 
cess jars 5 minutes in boiling-water bath. 
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about Trite Discount Pricing... 


What is “True Discount Pricing”? “True Discount Pricing" 
means lowering the price of a product without a correspond­ 
ing sacrifice in quality. That way, you enjoy fine quality foods 
and non-food products as well as savings on your weekly 
grocery bill! Does Eagle really bring you this kind of quality- 
• and-savings combination? Yes, and you can prove it to your­ 
self... by comparing the total of your register receipt at 
Eagle with the total charged elsewhere on your average 
weekly supermarket needs. One trip through our grocery 
aisles will attest to our claim of quality, for you’ll find we 
offer all your favorite nationally-advertised brand-names 
... and at Discount Prices that add up to considerable 
cash savings week after week! Why not start saving this 
week, with Eagle Discount Prices on your every­ 
day needs! 
There Is A Difference 
Compare Anytime 


n o r t h e r n Bathroom 
I Tissue 


4-roll 
pkg. 


— 
LAOY LEE 
A 
Sweet 
Peas 
4 QCl7-oz. 
I %7 can j 


LADY LEE 
Spinach 
'c.V 20* 


Check AndCom pare 
k 
© LADY LEE - STRAWS 
^ J Preserves 


LADY LEE 
I 
LAUT L e t - o n e ™ . ’ 
C C * 
Aluminum I Peanut Butter 
jar 56 
Foil 


HANOI-KUP - 7 OZ. HOT OR COLD 
Foam Cup 
pkg. 


I 
< J 
% " * 


LADY LEE - 
YELLOW CLING SLICES OR 
HALVES IN HEAVY SYRUP 
P e a c h e s 
O d e 2901 


GOLDEN CREAM STYLE OR 
WHOLE KERNEL 
Lady Lee Com 


it 
I 
- 
? J § i 


I . I H I 


\ 


H Y T O N E 
500 Ct. 
Filler 
Paper 


6 
3 
c 
av i 
w 
> 
w 
a \ 


^Dairy Department^ 


LADY LE E - HARDW OOD 
Charcoal 
Briquets 
$122 
20-lh. 
bag 


FLAV-R-PAC - PINK OR REGULAR 
Lemonade 
£,'12* 


r DEANS - CHOICE OF FLAVORS 
Sherbert 
carton 7 4 


Health & Beauty 


Crest 
Toothpaste 


FLAV-R-PAC 
Orange Juice 
’» 4 0 ‘ 


LAOY LEE - SOFT 
Margarine 
1-lb. 
carton 33* 


FLAV-R-PAC 
Grape Juice 
’£*38* 


^PILLSBURY - CINNAMON 
J Danish Swirls 
11-ot 
tub* 


J* 
(IVrn 


©MORTON 
j Honey Buns 
p.,: 36* 


LADY LEE - SLICED 
Am. Cheese 
•-oz. 
pkg. 44* I 


BUBBLE BATH POWDER 
Mr. Bubble 


oz. tub. 


12-oz. 
pkg. < 9 9 


©FLAV-R-PAC 
J Sliced Carrots ?k0 31 i 


KRAFT - SLICED. AGED 
- I 
Micrin 
Mouthwash 
' i t 67* 


Swiss Cheese ‘ T 69* 


© O R E IDA 
J Tater Tots 
1-lb. 
A f t , 
pkg 
* 9 4 . 


LAOY LEI 
Cream Cheese 


3-OZ. _ _ 
pkg. ^ 2 * 
Bufferin 
Tablets 
SH. of IOO 


PRESTO TOPPING 
Real Whip 
10V*-OZ. 
carton 


DEVIL S FOOD. 
CHOCOLATE FUDGE 
VANILLA, COCONUT 
Layer Cakes 
J 


PILLSBURY - CHOCOLATE CHIP OR 
Sugar Cookies’££51 * 4-Way 
—---------------- Nasal Spray 


84‘ lv 


30ce 
bit. ‘ 1 ’ * 
KRAFT - CRACKER BARREL 
Sharp Cheese 
*?83« 


REAL CREAM — TOPPING 
7-oz. aaa* 
U aa aw B 
w 
a u 
Reddi Whip 
« 56* Halr 5pray 
Just Wonderful 
IS-oz. 
can 58' 


Prices Are Discounted Eacept O n Fair-Traded And Governm ent Controlled items 


STORE HOURS: Mon. - Thurs. 9 A.M.-I P.M./ Fri. 9 A.M. - 1 P.M. 


Sot. 9 A M.-6 P.M ./Sun. IO A.M.-S P.M. in sto w s NoaMAuv o p e n su n o ats 


46* we Discount Everything Sssfnf Quality. Courtesy. UU Service) 


30c OFF 
Secret 


1727 W. GaH Rd. 
1559 Irving Pk. Rd. 
HOO W. Control Rd. 
Cor. Higgins I G«H Rd*. 
Mf. Prospect 
Hanover Park 
Arlington Heights 
Hoffman litotes 


Antiperspirant i t 68* 


MEDICATED. FOR ACNE RELIEF 
Strides Pads 
K t 84* 


FOR FEMININE HYGIENE. POWDER OR MIST 
Vespre Spray 
Deodorant 
*111 


PLUS PLATINUM 
Schick 
Injector Blades Sift *1M 


"Our Price Protection Policy guarantees 
these prices to be effective From Wed­ 
nesday, August 23, 1972 through Tues­ 
day, August 29th, 1972, regardless of 
cost Increases." 


t 
* 
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Use Safe Methods For Canning Vegetables 


lf you have hesitated to can vegetables 
au.se of fear of spoilage, remember 
1 
°^ an^sms blamed for spoilage are 
*u 
doing what comes naturally. The 
® the ignorant careless, or 
suiDoorn-not-about-to-use-modem 
meth­ 
ods]person who does the canning. 
1 
most common type of spoilage in 
ve^etables is called flat-sour. The 
rood may look right and smell right, but 
nas an unpleasant sourish taste. It is nei- 
er .it to eat, nor poisonous. The bac- 
ena causing flat-sour can start growing 
ro vegetables which have stood too long 
ween steps in gathering, preparing, 
pu ting into jars and processing. This is 
particularly true of corn and other star- 
v 
lf necessary to hold 
©get abl es several hours or overnight, 
they should be refrigerated. 


Botulism is another widely misunder­ 
stood type of food spoilage. It is by no 
roeans confined to canned foods. It has 
been found in frozen, smoked, and pick­ 
led sea foods; dried, smoked, and pickled 
meats; pickled beets and also homemade 
cheese. 
The 
invisible-to-the-naked-eye 
spores of bacteria which cause botulism 
are harmless until they find their way 
roto an airless space containing very 
little acid and start growing. Then they 
give off a deadly toxin. Unless the illness 
°f a person who has eaten the con­ 
taminated food is promptly diagnosed 
and the right antitoxin quickly obtained, 
the patient may not survive. 


The first step in preventing botulism is 
to use only strictly fresh, sound vege­ 
tables. No matter how clean they may 
seem, wash them as if they were filthy. 
Then quickly prepare, put into jars and 
process in a steam-pressure canner for 
the right length of time at the right pres­ 
sure for your altitude. Then your canned 
vegetables w ill be as safe as any food 
can be. But if you still have misgivings, 
turn the food into a saucepan and let it 
boil 15 minutes, stirring often, before tas­ 
ting. Never, never, taste food of any kind 
to learn whether it is spoiled. 
IF NEW AT canning, the first thing 
needed is an up-to-date canning bulletin 
or book. You may be able to obtain a 
government bulletin from your county 
agricultural extension home economist. 
If not, you can send 20 cents for Home 
and 
Garden Bulletin No. 8 entitled 
“ Home Canning of Fruits and Vege­ 
tables’^’ to U.S. Government Printing Of­ 
fice, Washington, D.C. 20402. Or send 50 
cents in coin to “ Blue Book,” Box 2005, 
Muncie, Ind., 47302. This one contains in­ 
structions and recipes for pickling, pre­ 
serving, etc., as well as up-to-date can­ 
ning methods, and information on home 
freezing. 
You can make the canning job easier 
and quicker by collecting all needed 
equipment, carefully inspecting every jar 
to make sure the top is smooth tone tiny 
nick or chip can prevent sealing), and 
checking instructions ahead of time. Pre­ 
pare, pack, and process the food in small 
quantities. 
M IXED VEG ETA BLES 
A n y 
go-well-together 
mixture 
of 
vegetables may be canned. The mixture 
must be processed the length of time 
needed for vegetable in mixture requir­ 
ing the longest processing time. Perhaps 
you would like to try canning carn and 
lima beans together. This is called Suc­ 
cotash. Be sure to start with strictly 
fresh vegetables. Boil corn 5 minutes. 
Cut from cob. Do not scrape. Combine 
with from one half to equal amount of 
green lima beans. Heat mixture to boil­ 
ing, pour to I inch of top of jar (this 
amount of head space is needed because 
these vegetables tend to swell while pro­ 
cessing). Add Vt teaspoon salt to pints, I 
teaspoon to quarts. Be sure to add 
enough water to cover vegetables. Wipe 
off anything spilled on top or threads of 
jar. Put dome lid on jar; screw band 
tight. Process pints 55 minutes, quarts 85 
minutes at IO pounds steam pressure. 
SPANISH SAUCE 
Use firm, sound, red-ripe tomatoes. Do 
not use the so-called low-acid tomatoes 
— they are short on flavor. To fill 3 or 4 
half-pint jars use: 
2 quarts prepared tomatoes 
I medium-sized green 
sweet pepper 
I small red sweet pepper 
1/3 cup chopped onion 
% cup sliced celery 
1 clove garlic — mince 
or put through garlic press 
% teaspoon dried basil 
2 teaspoons salt or 
amount to suit taste 
Wash, rinse, and drain vegetables. 
Scald, core, skin, chop, and measure to­ 
matoes. Remove stem and blossom ends 
from pepper. Discard seeds and cut pep­ 
per into small pieces. Combine all in­ 
gredients; boil IO minutes and pour to V% 
inch of top of jar. Wipe off anything 
spilled on top or threads of jar. Put 
dome lid on jar; screw band tight. Pro­ 
cess pints 15 minutes, quarts 20 minutes 
at IO pounds steam pressure, or 50 min­ 
utes in boiling-water bath. 
TOMATO KETCHUP 
Use sound, firm, red-ripe tomatoes. 
Yield depends upon thickness of ketchup 
and variety of tomatoes used. 
4 quarts cored and 
chopped tomatoes 
I cup chopped onion 
I cup seeded and 
chopped red sweet pepper 
1% teaspoons each celery 
and mustard seed 


Vz teaspoon each whole 
cloves, allspice, and 
black peppercorns 
1 3-inch stick of cinnamon— 
break into small pieces 
1/8 teaspoon cayenne pepper 
2 teaspoons paprika 
I tablespoon salt 


Vz cup sugar 
I Mi cups vinegar 


Wash, core, chop, and measure to­ 
matoes into kettle; add onions and pep­ 
per. Slowly cook vegetables (no water 
needed) until tomato juice runs freely. 
Increase heat and boil until vegetables 


are soft; then put through sieve to re­ 
move skins and seed. Return tomato 
mixture to kettle and boil bout 20 min­ 
utes. Add whole spices tied in thin piece 
of cloth to make spice “bag.” Continue 


boiling until mixture is almost as thick 
as ketchup. Then add the remaining in­ 
gredients and boil until ketchup is as 
thick as wanted. Discard spice “bag,” 
taste ketchup and add more sugar and 


salt if wanted. Pour hot ketchup to 1/8 
inch of top of half-pint jar. Wipe off any­ 
thing spilled on top ar threads of jar. Put 
dome lid on jar; screw band tight. Pro­ 
cess jars 5 minutes in boiling-water bath. 
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about True Discount Pricing 


What is “True Discount Pricing”? “True Discount Pricing” 
means lowering the price of a product without a correspond­ 
ing sacrifice in quality. That way, you enjoy fine quality foods 
and non-food products as well as savings on your weekly 
grocery bill! Does Eagle really bring you this kind of quality- 
• and-savings combination? Yes, and you can prove it to your­ 
self ... by comparing the total of your register receipt at 
Eagle with the total charged elsewhere on your average 
weekly supermarket needs. One trip through our grocery 
aisles will attest to our claim of quality, for you’ll find we 
offer all your favorite nationally-advertised brand-names 
... and at Discount Prices that add up to considerable 
cash savings week after week! Why not start saving this 
week, with Eagle Discount Prices on your every­ 
day needs! 
There Is A Difference 
Compare Anytime 


Bakery Products 


HARVEST OAY 
Sesame 
Buns 
31 «sv 


HARVEST DAY - HAMBURGER OR 
Wiener Buns 
%% 
29’ 


HARVEST DAY - DELUXE 
White Bread 
loaf 27 
J 


EDWARDS APPLE RIVER 
Coffee Cake 


SEPTEM BER ISSUE 
NOW ON SALE! 
Family 
Circle 
2 2 ‘ 


U.S. NO. I QUALITY NEW CROP 
Red 
Potatoes 


E s r s k 
m 
r H ic t 


UNCONDITIONALLY BONOED 
APPROX. FAT CONTENT 25% 
Fresh 
Ground 
Beef . 


UNCONDITIONALLY BONOED 
LADY LEE 
SWEET SMOKED 
... 


B e v e r a g e s 


If MT M iff 


T 
‘ 


OSCAR MAYER REGULAR 
OR THICK SLICED 
All Meat 
Bologna 
m n 
rn 
9SSBL* 
(bidar Sine S a to ri 
rn 


3-LB. PKO. SLICED BACON $1.47 J 
V 


c 
12-oz. 
pkg. 


O M ALL MEAT SLICED 
BOLOGNA t o r PKG. Mc/ 


FRESH SELECTED QUALITY 
Golden 
Bananas 


J :1,C T S 
I itw PHIN 


each 


U S D A. GRADE A 
WHOLE BODY 
2%-LB A UP SIZES 
Fresh 
Fryers 


.taw muff' 
*»COK 


MACARONI AND CHEESE 
Kraft 
Dinner 


C , _ 


OPEN PIT 
ORIGINAL FLAVOR 
Barbecue 
Sauce 


n o r t h e r n 
s WHITE OR COLORED 
Bathroom 
Tissue 


4-roll 
pkg. 


HARVEST DAY 
Shoestring 
Potatoes 


HEINZ 
Keg- O 
^Ketchup 
J 54* 3r 


PIECES AND STEMS 
Harvest Day 
r?| ©Mushrooms 
H J 
OQc oz 
X 
* 
C a w 
can 
j 


Why Pay More 


LADY LEE 
Sweet 
Peas 


mr/ 


CUT UP FRYERS LB 37c 


UNCONDITIONALLY BONOED 
VALU-TRIMMED - BEEF 
FULL CUT 


OSCAR MAYER 
REGULAR OR THICK 
Sliced 
Bacon 


IPW Hues 


HARVEST DAY 
U S DA. GR AOF A 
10 TO 14 LB. SIZES 
h 
Self 
• Basting 
Turkey 


* J 
_ 
* * J 
----- 
” LB 


FRUIT JUICY RED. 
GREAT GRAPE. 
CHERRY ROYAL 
VERYBERRY 
Hawaiian 
Punch 


LIPTON - LO CAL 
WITH LEMON 
Iced Tea 
Mix 


REGULAR OR ELECTRIC PERK COFFEE 
• . 
Butter-nut 
*2” 


Round 
teak 


LB. 


U S D A. GRADE A 
4 TO 6 LB. SIZES 


LOW M C I 
Stewing 
a Chicken 


■st 


UNCONDITIONALLY BONOED - VALU-TRIMMED 
BONELESS 
_ * 
BeefStew___ lb99* 
UNCONDITIONALLY BONDED - VALU-TRIMMED 
BONE-IN 
Rump Roast 
lb 99* 


SLICED QUARTER PORK LOINS 
Pork Chops 
lb89* 


OSCAR MAYER JU BILEE - BONELESS HALVES 
Smoked Hams 
LB$1" 


DUBUQUE - CHEESE A WIENER 
Cheese Furters ^97* 


FIN A TAIL - BATTER FRIED COOKED 
Perch Fiiiets 
LB 89* 


SWIFT PREMIUM - GARLIC STYLE - 
OVEN ROASTING 
M 
l * 
Corned Beef 
lb . 1 


OSCAR M A Y E R - A L L MEAT 
Wieners 
p*87c 
O M. ALL BEEF WIENERS 1-LB PKG. 95c 


UNCONDITIONALLY BONOED 
e 
H 
E 
a 
VAU ,.TR,MMED . EEF 
if tv mu j , - Sirloin 
Steak 


*1 ” .l 


BONELESS SIRLOIN STEAK LB. <1.»t J 


ALL GRINDS COFFES 
Folgers 


INSTANT COFFEE 
Hills Bros 


INSTANT 
Sanka 


M I. l f 
It 


IB-ot 9 ^ IS 


UNCONDITIONALLY BONOEO 
VALU-TRIMMED BEEF 
CENTER CUT 
Chuck 
Steak 


BREAKFAST GRAPE. 
BREAKFAST ORANGE, 
BREAKFAST GRAPEFRUIT 
OR LO-CAL ORANGE 
Wagner 
Drinks 


H Q C i7 - o z . 
I 
can j 


LADY LEE 
Spinach 


Check AndCom pare i 


k 
© LADY LEE - STRAWS 
^ j Preserves 


CREAMETTES - SHELLS 
Macaroni 


- STRAWBERRY 


’ST 2 0 * 


'• - "4 8 ' 
jar 
~ 
w 


LADY LEE - CREAMY OR CHUNKY 
Peanut Butter •ft** 56 


LADY LEE - 
YELLOW CLING SLICES OR 
HALVES IN HEAVY SYRUP 
Peaches 


O / I C 29-oz. 
can 


GOLDEN CREAM STYLE OR 
WHOLE KERNEL 
[Lady Lee Com 


; 18-oz. 
can 
J 


HYTONE 
500 Ct. 
Filler 
Paper 


LADY LEE - HARDWOOD 
Charcoal 
Briquets 


LOW M C I 


FLAV-R-PAC - PINK OR REGULAR 
Lemonade 
DETERGENT 
Wisk 
Liquid 


S-OZ. af O * 
can 
■ « 


Dairy Department 
I 


DEANS - CHOICE OF FLAVORS 
Sherbert 
carton 74 


FLAV-R-PAC 
Orange Juice 
12-oz. 
can 40' 


LADY LEE - SOFT 
Margarine 
1-ib. 
carton 33 


Health & Beauty 


Crest 
Toothpaste 


•oz. tub* 


FLAV-R-PAC 
Grape Juice 
12-oz. 
can 


© BUBBLE BATH POWDEI 
" Swirls » 45* 
Mr. Bubble 
38* J Danish 


12-oz. O A i 
pkg. O O 


32-oz 
btl. 


©MORTON 
J Honey Buns 
9-ox. A 
C 
c 
pkg. O O 


LADY LEE - SLICED 
Am. Cheese 


KRAFT - SLICED. AGED 


44< ©Micrin 
pkg. 
'll Mouthwash 
67' 


Condim ents 
J 


FLAV-R-PAC 
. 
V K R A F T - SLICED. AGED 
s - o z .O Q « 
Sliced Carrots pkg 31* j Swiss Cheese pkg 69 


HEINZ 
Genuine 
Dills 


fC 32-oz. 


J 


ORE IDA 
Tater Tots 
J 


PRESTO TOPPING 
Real Whip 


lib . 
4 
A 
( 
pkg. 
0 
4 


LAOY L E I 
Cream Cheese 


3-OZ. 
Pig. 1 2 ' 
Bufferin 
Tablets 
BH. of IOO • I " 


lOVi-oz. 
carton 36' 


©CROWN 
j Butter Chips 


I * 
_i 


«f.?72* 


© CROWN - KOSHER 
J Baby Dills 
47* 


© SO-LI-CKJUS - STUFFED QUEEN 
J Olivas 
46* 


FRENCH'S 
Salad Mustard M 17* 


© FRENCH S - SAUCE 
10-oz.___ 
J Worcestershire M 49* 


©KRAFT - THOUSAND IS LANO 
J Dressing 
tr 57* 


DEVIL S FOOO. 
CHOCOLATE FUDGE 
VANILLA. COCONUT 
,Layer Cakes 


I 
8 4 * ^ , 


J 


PILLSBURY - CHOCOLATE CHIP OR 
Sugar Cookies'^ 51 * «*Way 
— ----- 
Nasal Spray 
Wee 14 l l 
btl. 
I 
KRAFT - CRACKER BARREL 
Sharp Cheese 1S3Z'83* 


REAL CREAM - TOPPING 
Reddi Whip 
Just Wonderful 
56* Hairspray 
13-OZ. 
can 58' 


Price* Are Discounted Eacept On Fair-Traded And Government Controlled Hem* 


STORE HOURS: Mon. - Thurs. 9 A.M. 8 P.M ./fri. 9 A.M. - 8 P.M. 


Sat. 9 A .M .-6 P.M./Sun. IO A.M.-5 P.M. tN srott* no»*aut ortn sundays 


I 
KRAFT - CATALINA 
Dressing 
’Sr 60’ 


1727 W. M f Rd. 
1559 Irving Pk. Rd. 
HOO W. (mitral Rd. 
Cor. Higgins I M f Rds. 
Ult. Prospect 
Hanover Pork 
Arlington Heights 
Hoffman {states 


30c OFF 
Secret 
Antiperspirant Vt 58* 


MEDICATED. FOR ACNE RELIEF 
Strides Pads K? 84* 


FOR FEMININE HYGIENE. POWOER OR MIST 
Vespre Spray 
Deodorant 
*1** 


PLUS PLATINUM 
Schick 
Injector Blades W *1M 


•'Our Price Protection Policy Guarantees 
these prices to be effective from Wed­ 
nesday, August 23, 1972 through Tues­ 
day, August 29th, 1972, regardless of 
cost Increases.” 


Canning Advice From Home Economists 


by JEA N N E LESEM 
Old-fashioned home canning is increas­ 
ing so fast this summer that retailers 
and manufacturers of pressure cooker- 
canners have a tough time filling back 
orders, says one major company. 
A spokesman for Sears Roebuck and 
Co., the nation’s largest combination re­ 
tail and catalogue sales organization, 
added that the increases are as great in 
urban areas as in rural and small town 
locales. He estimated that canner sales 
are up about 20-25 per cent industry­ 
wide. 
In Baton Rouge, the Louisiana Cooper­ 
ative Extension Service says three fac­ 
tors are responsible for the boom: the 
economic squeeze including high food 
costs, renewed interest in home skills, 
and power shortages or the threat of 
them. 
While freezing vegetables and fruit is 
easy and effective, loss from spoilage 
can run high if freezers have to be em­ 
ptied during power failures, said Cath­ 
erine Arnold, an assistant extension spe­ 
cialist with the Louisiana Cooperative. 
Many homemakers prefer to reserve 
freezer space for sale-priced high ticket 
items, including meat. 


Pickling and preserving, which also 
are increasing, need no special equip­ 
ment such as pressure canners. Their 
high acid or sugar content acts as an 
adequate preservative. 


But most vegetables must be canned 
under IO pounds pressure — to raise tem­ 
peratures to 240 degrees Fahrenheit, 
high enough to destroy the toxins that 
cause botulism. It is the single major 
cause of deaths from food-borne diseases 
in the United States. Botulism also is the 
rarest type of food poisoning in the 
United States, and is more likely to oc­ 
cur in home-canned foods than com­ 
mercially-canned ones. 


HOME CANNING is neither difficult 
nor dangerous. Free training is widely 
available through county home demon­ 
stration agents, or extension home econo­ 
mists. Regular workshop demonstrations 
and special interest meetings are held 
throughout the United States. Church and 
civic groups, state agencies and depart­ 
ments can arrange for such meetings by 
contacting county agents or the extension 
service at state colleges and universities. 
These were an outgrowth of Canning 
Clubs, the first of which was organized 


about 1910 by a South Carolina teacher 
for a group of 47 girls. 
The clubs led to similar work with rur­ 
al women. An extensive canning pro­ 
gram was available by the time of the 
great drought in 1930 and the depression. 
Federal and state funds helped buy 
and maintain canning equipment for loan 
to homemakers and women’s groups. 
Many communities established canning 
kitchens and home demonstration agents 
trained personnel to run them. In Loui­ 
siana, volunteers and paid aides still give 
home lessons and demonstrations. Can­ 
ning equipment and supply manufac­ 
turers also provide detailed instructions 
with their products. 
But no one source tells you everything 
you need to know. Here, from the Loui­ 
siana State Extension Service and Na­ 
tional Presto Industries, Inc., the na­ 
tion’s largest pressure cooker manufac­ 
turer, are some important tips for home 
canning. 
If your canner is not new, have the 
pressure gauge checked with a max­ 
imum registering thermometer every 
canning season to make certain it’s reg­ 
istering correctly. If you don’t want to 
buy a thermometer, look for a local pub­ 
lic utility home economics department 
that provides the service. Some county 
extension agents, hardware or depart­ 


ment store cooker clinics and manufac­ 
turer’s authorized service stations also 
offer this service. 
—REPLA C E WORN-OUT rubber seal­ 
ing ring and safety vent, if necessary. 
—Have all materials in one place be­ 
fore you begin canning. 
—Use only Mason-type jars. Leftover 
pickle and mayonnaise jars can crack or 
break at the high temperatures used in 
pressure canning 
—Use only new lids. Discard any with 
defects such as scratches, cuts and dents 
in metal or sealing compound. 
—Metal rings can be reused safely if 
they are free from cuts, dents and rusts. 
—Rub a finger around the mouth of 
each jar to locate nicks or cracks and 
discard any damaged jars. 
—Jars and lids for pressure canning 
need not be presterilized, but they should 
be washed in hot soapy water, rinsed and 
kept in hot water until needed. 
—Wash vegetables in clean water and 
lift them from it to drain. This allows 
dirt and sand to settle instead of being 
redeposited on food. 
—FOR EXTRA flavor in canning vege­ 
tables, add Vt teaspoon of packaged dry 
salad dressing mix the kind without 
cheese as well as Vz teaspoon of salt to 
pint jars, or I teaspoon each to quarts. 
—Spaghetti tongs — the type with tines 


/ 


at right angles to the handles — makes it 
easy to remove vegetables such as hot 
beans from pot to jars. 
—Because heat does not penetrate 
some foods easily, pack them loosely. 
This applies to peas, corn, lima beans, 
greens and meats, among others. They 
also tend to expand, and need 1-inch 
head space instead of the Vt inch re­ 
quired for solidly packaged foods such as 
fruits, berries and tomatoes. 
The U.S. Department of Agriculture 
recommends that only eight vegetables 
be packed without precooking. They are 
asparagus, fresh lima beans, snap beans, 
carrots, whole kernel corn, blackeyed 
peas, green peas and summer squash. 
—Prepare only enough jars at one 
time to fill canner. Allow a little space 
between each jar to prevent possible 
cracking. 
—Lightly brush underside of lugs on lid 
and canner with vegetable oil to make 
lid easy to remove. 
A variation of one or two pounds pres­ 
sure won’t hurt, but the heat should be 
adjusted to prevent a wider range. In al­ 
titudes above 2,000 feet, one pound of 
pressure should be added for each addi­ 
tional 2,000 feet. It’s easy to increase and 
decrease heat quickly on gas range burn­ 
ers. On an electric range, you may need 
to keep a second burner on lower heat so 


the canner can be eased onto it if pres­ 
sure begins rising too rapidly. Gently 
slide the canner — don’t lift it — so the 
jars inside don’t move. 
WHEN TIM E is up, remove canner 
from burner and keep it away frm 
drafts. 
Let 
pressure 
drop 
to 
zero 
unaided. Do not place canner in water or 
lay wet cloths on it. TTie extension ser­ 
vice suggests a three minute wait after 
pressure reaches zero. 
—Wait until automatic air vent also 
drops before removing pressure regu­ 
lator or opening petcock to release 
steam. 
—Open cover away from you to pre­ 
vent steam burns. 
—Use a jar lifter to remove jars to 
rack or cloth to cool. They should stand 
several inches apart and out of drafts to 
prevent risk of cracking. Let cool 24 
hours before checking seal and storing. 
Ja r is sealed if dome lid is down or if it 
stays down when pressed. Rings may be 
removed for reuse. Store jars in cool, 
dark, dry place. 
For safety’s sake, never taste even a 
tiny amount of home canned vegetables 
or juices from a freshly opened jar until 
you’ve brought the contents rapidly to a 
boil and boiled them hard for 15 minutes. 
This method kills any botulinus bacteria 
that may be present. 


Homemade Pickles And Relishes 


Everyone likes a dish which can be 
prepared easily, cooked with minimal at­ 
tention, and served at the table. Just 
such a preparation is this recipe for 
Five-Hour Stew, the favorite of E . N. 
Jacquin, Fairmount, Alton, 111., long-time 
friend and newspaper editor. 
Ed says “ I can vouch for its goodness. 
We use it for sit-down dinners with hard 
rolls, salad and dessert for 6 to 8, with 
usually a little left over. Just put it in the 
oven and forget it.” 
In a casserole put 2Vz pounds beef stew 
meat, cut into serving pieces. Season 
with salt, pepper and garlic salt to your 
taste. Add 6 to 8 potatoes, 6 to 8 carrots, 
depending on size, cut into large pieces, 
and 2 onions, quartered. 
Add I No. 2 can peas and a little of the 
liquid, I can tomato soup and a half can 
of water, I bay leaf and a dash of ore­ 
gano. Cover and bake five hours in a 325 
degree oven. 
ALMOST IN THE same mail Mrs. 
Emma L. Young, Zanesville, Ohio, sent 
her version of the stew. In a little fat, 
brown 2 pounds cubed stew meat. Drain. 
Add 6 diced potatoes, 6 diced carrots, 6 
onions, quartered, I rib celery cut in 


chunks. Sprinkle over 3 tablespoons ta­ 
pioca, I tablespoon sugar, salt and pep­ 
per to taste. 
Add a dash of Worcestershire then 
pour over I quart of tomatoes, juice and 
all. Set oven at 250 and bake 5 hours. 
So take your pick for an easy meal. 
FOR A MAIN dish to be served cold, 
here’s a real quickie for hot weather 
days. Prepare a package of Kraft maca­ 
roni and cheese dinner according to 
package directions. Then allow to cool. 
Meantime in a bowl combine Vt cup 
chopped celery, Vt cup sweet pickles, 
chopped, 
Vt green pepper, diced, 2 
chopped hard-cooked eggs, I teaspoon 
parsley flakes (or equivalent in fresh 
parsley) and salt and pepper to taste. 
Add the macaroni dinner and Vt cup 
mayonnaise. 
Stir, 
then 
chill 
before 
serving to 4. 
Do you have a favorite quick or easily- 
prepared recipe, or a question about 
food? 
Write Chuck Flynn, care of Paddock 
Publications, Box 280, Arlington Heights, 
111. 60006. 
For personal reply, please enclose self- 
addressed, stamped envelope. 


W e Reserve The Right To Limit Quantities 
‘ 
WILLIAMS 
I 
SELF SERVICE LIQUORS 
840 S. Elmhurst Rd. 
Des Plaines 
Open Mon thru Thurs. 9 a.rn to I I p.rn , ; 
■. • 
Sun. Noon - IO pm Fri. & Sat. 9 - 12 
SALE DATES: 
wf have 
THURSDAY THRU SUNDAY 
bock beer 


RED, WHITE & BLUE 


& OLD TIMERS 


24 - 12 oz. Bottles 
$098 


+ Dep. 
NOT COLD 


STROHS 
& 
GRAINBELT 


24-12 oz. Bottles 
$ 3 3 9 


Dep. 
NOT COLD 


BARCLAY'S 
BOURBON 
$-T69 


r n 
Vi Gal. 


WALKER'S 
GIN 
$JL99 


Vi Gal. 


SOUTHERN 
COMFORT 
$*>39 


Filth 


IMPORTED 
RUM 
$098 
Mm Fifth 


CANADA DRY 


Club Soda or Ginger Ale 
28 oz. Throwaways 
4 /9 9 * 


DIET RITE 


Cola & Flavors 


8 - 16 oz. Bottles 
6 9 * a * 


POPULAR BR 
$039 


Qt. 


[AND VODKA 
I 3/s10M 
| 
YOUR DOLLAR BUYS MORE AT WILLIAMS | 


Seasoned For Your Personal Taste 


Strange it is that so many home pickle 
makers search for new recipes when all 
one needs is two or three up-to-date ones. 
The secret is in the seasoning. Mrs. A 
and Mrs. B use the same recipe. Both 
make good pickles, but the flavor is dif­ 
ferent because each seasons to her own 
taste. 
The only cucumber worth pickling is 
grown for that purpose, and it is no good 
unless firm, strictly fresh, and blessed 
with tiny seeds. 
Persons involved in scientific research 
recommend that jars of pickles and re­ 
lishes be processed (cooked) a few min­ 
utes in a boiling-water bath canner. Tem­ 
peramental may be a strange word to 
apply to pickles, but that is the way un­ 
processed ones tend to behave. 
They 
may keep one year and spoil the next. 
If you haven’t been happy with your 
pickles, you might try this recipe. Do 
change the amount and kind of season­ 
ings to please your taste, but please 
don’t tinker with the vinegar. 


EA SY TO M AKE PIC K LES 
Leave pickles whole or cut into thick 
slices or “ sticks” before canning. If you 
want them sweeter, add more sugar in 
installments. Adding too much at a time 
causes shriveling. If you want 2 or 3 
more cups of sugar, add about half of it, 
and let stand a day or two before adding 
the rest. 
For 3 or 4 pints of pickles use: 
8 or 9 pounds 3 to 5 inch 
long fresh, firm, pickling 
cucumbers 
% cup pure granulated salt 
3 cups vinegar of 5 per cent 
acidity — check bottle label 
2 tablespoons sugar 
I tablespoon mixed pickling 
spices and I large clove of 
garlic tied in thin piece 
of cloth to make 
“ spice bag” 
For each pint jar of pickle you will 
need: 
I teaspoon light mustard seed 
I small hot red pepper 
I large or 2 small heads 
of fresh dill or 2 
teaspoons dried dill 
Thoroughly wash and drain cucum­ 
bers. Watch for and discard blossoms. 
Put cucumbers in a non-metallic con­ 
tainer and cover with brine made by dis­ 


solving the Va cup salt in 4 quarts of wa­ 
ter. Use dinner plate or glass pie pan to 
hold cucumbers under brine. Let stand I 
or 2 days. Pour the vinegar, sugar, and 
4Vz cups water into kettle. Add spice bag 
and let simmer 20 minutes or until well 
flavored. If using fresh dill, wash it in 
cool salted water, rinse in plain water 
and drain. (Omit this step and you may 
pickle bugs.) 


Put mustard seed and dill in jars; add 
well drained cucumbers to Vt inch of top 
of jars. Pour boiling hot pickling solution 
over cucumbers. Solution should come to 
about Va inch of top of jar. Wipe top and 
threads of jar. Put dome lid on jar; 
screw band tight. Process pints 15 min­ 
utes, quarts 20 minutes in boiling-wa ter 
bath. Begin counting the time as soon as 
jars are placed in the boiling water. Be 
sure to keep jars straight as they are 
lowered into the water, so the entire bot­ 
tom of each one will touch the water at 
the same instant, otherwise the jars may 
crack from thermal shock. 


MUSTARD RELISH 
If you like it quite hot, add Dijon mus­ 
tard to please your taste. To fill 3 or 4 
pint jars use: 
3 cups cored and chopped 
green tomatoes 
I cup chopped green 
sweet pepper 
I cup chopped red sweet 
pepper 
1% cups chopped mild 
onion 
5 cups chopped cabbage 
Vz cup salt 
I cup sugar 
Vt cup prepared yellow 
mustard — more or less 
may be used 
I tablespoon each celery 
and light mustard seed 
2Vt cups vinegar 


Wash, rinse, and drain vegetables be­ 
fore chopping. Mix vegetables and salt. 
Let stand 2 or 3 hours. Press out and 
discard as much liquid as possible. If 
vegetables are too salty, quickly rinse 
them in cool water and repeat the press­ 
ing bit. 


Combine all ingredients in kettle. Heat 
to boiling, then let simmer 20 minutes or 
until there is very little liquid. Mixture 
should be neither dry, nor soupy. 
5 
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PRICE LOW. DOWN!!! 
Lean - Meaty 
BAR-B-QUE RIBS 
$095 
O 
b o x 
s 
B 
NEW YORK 
STRIP STEAKS 
$1295 
9 
BOX 
5 
B 
RIB EYE 
STEAKS 
* 6 95 
BOX 
6 
B 
CHOPPED 
PEPPER STEAK *5?.* 
6 
B 


HEAT & SERVE 
STUFFED PEPPERS 
CABBAGE ROLLS *395 
6 Es. - 
12 pct. 
WE ACCEPT FOOD STAMPS 


T H U R S . 
FR I. 
S A T . 
S U N 
I 2 a.m. - 7 p.m. I I a.m. - 9 p.m. 9 a.m. - 6 p.m. IO a.m. - 4 p.m. 
B & H MEATS 
1600 RAND ROAD 
(Corner of Rand and Thomas) 
ARLINGTON HEIGHTS 


LOCATIONS: 


1535 Oakton, Des Plaines, III. 


1358 Dundee Ave., Elgin, 111. 


1373 W. Grand Ave., Chicago, III. 


2304 Grand Ave., Waukegan, III. 


Pour hot relish to 1/8 inch of top of 
pint or half-pint jar. Wipe top and 
threads of jar — one tiny sew! can cause 


sealing failure. Put dome lid on jar; 
screw band tight. Process pints and half­ 
pints 5 minutes in boiling water bath. 
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Serve Billed, Filled Squash 


Squash makes a relatively inexpensive 
and low-calorie vegetable dish to accom­ 
pany any fish or meat. F illing squash 
with leftover meat such as roast beef 
makes it a meal in itself. Dilled stuffed 
squash brings color to your plate and 
pleasure to the taste buds. 
D ILLED STU FFED 
SQUASH 
3 medium zucchini or 
yellow crookneck squash 
3 tablespoons d ill pickle liquid 
2 cups (Vt pound) diced 
roast beef 
% cup chopped d ill pickle 
2 tablespoons chopped onion 


1 cairned pimiento, diced 
2 tablespoons low-calorie 
Italian dressing 
Dash pepper 
Parboil squash in boiling salted water 
for about 5 minutes; drain, cool and cut 
in half lengthwise. Scoop out center. 
Brush zucchini with I tablespoon of the 
pickle liquid. Toss together remaining 
pickle liquid, beef, pickles, onion, pi­ 
miento, dressing and pepper. Mound on 
the zucchini. Cover and chill. Allow two 
halves per serving for dinner or (me for 
lunch. Makes 3 dinner servings. Has 386 
calories in 2 halves; 193 calories, I half. 
(Newspaper Enterprise Assn.) 
PEACHES Ar,v 
FRESH RED HAVEN 
Peaches from Michigan. We were one 
of the few orchards in Michigan to 
have any peaches survive the freeze. 
THEY WON'T LAST 
. 
We also have Fresh-Lodi & Williams 
Red Apples - Blueberries - Fresh Cider 
& Excellent Cheese & Sausage. 
Watch for our "pick your 
o w n "schedule next week. 
Webbe’s Orchard 
S.W. Corner Rf. 12 & 22 
Lake Zurich, IIL 
Hours: 9 A.M. - 9 P.M. Everyday 


FRESH PRODUCE FROM JEWEL ... 
A Nutritious Addition 
To Any Meal!____ 


N O W 'S THE TIME TO 
Start Your Back To School Shopping At Jewel! 


£IM£R$ 
GLUEAU 


SANOW I* 
B A G S 
'J * 


'F O ! U H T URDS A N f 
A n i g h t o w ls.Toot 


* ^ 1 1 0 C h k fil m d 
t i 
Jewel Stem 
I 
ASI WOW 
a * 
0pee 


U.S.D.A. CHOICE-BEEF 
“R oundSteak 
WISCONSIN 
White 
Potatoes 


GOVT. INSP. - PORK LOIN 
Blade Roast 
TASTY 
Eggplant 
eggPlon' 
f r o m e a c h 


W 
fresh 
Celery Cabbage 
GOVT. INSP. - PORK LOIN 
k Loin Roast 
“-5S % o f ~ e re, 
i t D U 
< 
of vitamin 


W&ms 


U S D. A. CHOICE - B E E F SHORT LOIN 
.Porterhouse, T-Bone 
Or Club Steaks 


GOVT. INSPECTED 
PO RK LOIN 
Country Ribs « 


_ 
GOVT. INSPECTED 
C PO RK SHO ULDER 
Blade Steaks ie. 


C .ARMOUR STAR 
Sliced Bacon ^ 


GOVT. INSPECTED 
PO RK LOIN - BONELESS 
Rolled Roast LB 
g G et Ready The 


H B S k 
, m i in 111 minnNlHT ** ~a< W 
llliafgfeafgSi 
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GOVT. INSPECTED 
BONELESS - PORK FOR 
Chop Suey 
rn 
ARMOUR S T A R - ALL MEAT 
Hot Dogs 
Al 


JEWEL'S OWN 
Q FRESH- P O R K 
1 Bratwurst 
lb. 


FROM JEWEL'S SAUSAGE SHOP 
C .OLDFASHIONED 
' 
Wieners 
lb. 


GOVT. INSPECTED 
PO RK-BRISKET ON 
Spareribs 


GOVT. INSPECTED 
P O R K SHO ULDER 
Boston Roast lb 


College Bound Students! 
Dont Forget The 
PASTIME! 
DELICIOUS 
Turkey 
Breast 


d a n i s h r i n g 
Coffee 
Cake 


REG. PRICE $1.19 Vi LB 
REO. PRICE 89c 
FRESH BAKED 
Country 
Bread 


SMALL - CHEESE AND SAUSAGE 
“Real Pizzeria” 2 inch 
d : _ — ^ 
p i z z a 
3 


1 
1 
6 
0 
2 
. 
f 
t 
O 
■ 
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by LOIS SEILER 


Cooking creatively presents a chal­ 
lenge 
for 
Bill 
Wright 
of 
Arlington 
Heights. He likes to concoct something 
really special as the focal point of a din­ 
ner party, then lets his wife, Chris, 
handle the accompaniments. 
Chris, a good cook in her own right, 
enjoys Bill’s culinary masterpieces so 
much that she doesnt mind planning a 
meal around his specialties, nor cleaning 
up afterwards. 
Bill seldom prepares a complete meal 
because of a lack of time. He gets so 
involved when creating a new dish or 
two that he spends hours in the kitchen. 
“It would probably take me two to 
three days to produce an entire meal,” 
he chuckled. 
But that’s because Bill has a com­ 
pulsion for originality. A picture might 
give him an idea, or perhaps a recipe 
that sounds appealing but isn’t quite 
what he wants. So he starts out from 
scratch, assembles the necessary in­ 
gredients, tests and tastes, ransacks the 
cupboards for seasonings and spices until 
voila! The dish is just right! 
Bill learned to cook when, as a college 
student, he shared an apartment with 
three other boys. After his marriage to 
Chris, he stayed relatively clear of the 
kitchen until six or seven years ago when 
he and three friends decided to form a 
men’s gourmet group. 
The four men entered into the culinary 
field with enthusiasm and great com­ 
petitive spirit. Each is assigned a certain 
portion of a meal, and each tries to outdo 
the others. 
“ It’s 
a 
case 
of 
friendly 
one-up­ 
manship,” Bill good naturedly explained. 
“As a result, the meals are fantastic.” 
The wives are the guests at these gour­ 
met dinners, and after their husbands 
have spent all day in the kitchen pre­ 
paring such elegant fare, they are quite 
amenable to clean-up chores. Calorie 
counters would be casualties at these fes­ 
tive affairs. 
“AFTER ONE MEAL, we figured out 
that between the four of us we had used 
9 pounds of butter!” Bill exclaimed. 
“Surely no one person preparing a din­ 
ner by himself would be guilty of such 
extravagance, but it was a dinner we are 
unlikely to forget.” 
For one such gourmet dinner, Bill was 
called upon to prepare the salad. 
“I’m a pressure cook,” Bill said, “and 
work best when I’m challenged to create 
something original.” 
A picture of radish roses in a magazine 


set him to thinking. Not being particular­ 
ly fond of radishes but being partial to 
roses, Bill decided to fashion a rose from 
more palatable ingredients. His choice 
was tomatoes encompassed with pink- 
tinged cream cheese petals to resemble a 
partially-closed rose, with a sprinkling of 
sieved yolk for the pollen on top. Placed 
(rn lettuce leaves and garnished with wa­ 
tercress, the tomato roses are a true sen­ 
sation. 
“However, the salad had more esthetic 
appeal than palate appeal,” Bill said. To 
compensate for the blandness of the to­ 
matoes, and creamcheese, he devised a 
lemon French dressing zipped up with 
grated onion. This is served in a silver 
gravy boat or saucedish and guests pour 
it over the salad just before eating. 
“It adds just the right touch and gives 
the roses a flavor boost,” Bill said. 
While the Tomato Rose Salad is best 
for a formal dinner, Bill’s fresh spinach 
salad is ideal for casual entertaining and 
barbecued meats. 
THE CRISP GREENS are combined 
with bacon bits and grated eggs and 
tossed with a tangy dressing. Along with 
the basic vinegar and oil, he uses white 
wine and a variety of seasonings such as 
soy sauce, mustard, curry powder and 
garlic salt in his dressing. 
The fresh spinach salad has lots of zest 
and is a great accompaniment for steak. 
It also is appetizing to serve with anoth­ 
er of Bill’s specialties, Sweet Sourt Pork. 


The high price of beef motivated Bill to 
utilize more economical cuts of meat in 
his culinary endeavors. He devised this 
recipe from shoulder pork which is cubed 
and cooked in water seasoned with soy 
sauce. The broth is used in preparing the 
sweet sour sauce which is then combined 
with the pork and crushed pineapple and 
served over cooked rice. 


“ It is relatively simple to make yet 
has an interesting flavor,” Bill remark­ 
ed. Along with the spinach salad, he sug­ 
gests peas with pearl onions as an ac­ 
companiment. 


Bill’s ingenuity isn’t limited to cook­ 
ing; a man of many talents, he has com­ 
pletely remodeled the kitchen and utility 
room of the family’s new home and is 
redecorating the whole house. 


A year ago Bill went into business for 
himself and is a producer’s representa­ 
tive involved in motion picture produc­ 
tion for industrial application. This new 
venture leaves him little time for his 
hobbies other than an occasional stint in 
the kitchen and gardening — an interest 
which he also shares with his wife. The 


If you have a pressure canner and a 
bountiful crop of tomatoes, you have the 
first two requirements of a good vege­ 
table canner. 
The most practical way to pack to­ 
matoes for processing (means cooking 
after putting into jars) is to press each 
layer of whole tomatoes with a wooden 
spoon until the juice runs out and fills 
the spaces, 
additional liquid 
is 
not 
needed. One teaspoon salt is usually 
added to each quart jar, but tomatoes 
keep just as well without it. 
Use only fresh, firm, sound, fully-ripe 
tomatoes of a variety known to be satis­ 
factory for canning. Do not can tomatoes 
from which decayed spots have been cut 
and be sure to cut out all of the core. 
The U.S. Department of Agriculture 
and other nationally accepted authorities 
on canning recommend that Jars of to­ 
matoes, even those advertised as sub­ 
acid, be processed in boiling water. The 
utensil used for a canner should have 
a cover and be deep enough for water to - 
cover tops of jars without boiling over. 
A rack is needed to keep the bottoms 
of jars from touching the bottom of can­ 
ner. Something which will do can usually 
be found in the kitchen wares section of 
a variety or hardware store. However, if 
you need to buy the whole works, it’s 
better to shop for a regular water-btth 
container. 
Some persons prefer to procesL 
jo - 
matoes in a steam-pressure cooker or 
canner for IO minutes at 5 pounds pres­ 
sure, but the short time required for pro­ 
cessing may not expel enough air from 
the jars to permit a vacuum seal. 
The tomatoes should be packed in 
regular home canning jars. Examine 
them for nicks, chips and sharp edges for 
such flaws prevent sealing. Jars must be 
clean but do not need to be sterilized. 
The lids should be dropped into hot water 
and set aside until needed. It is best to 
follow the manufacturer’s instructions on 
this procedure. 
WHEN READY to can tomatoes, wash 
and drain them, then scald a few at a 
time in boiling water to loosen skins — 
this takes about Vt minute. If you have 
no blanching basket, put tomatoes in cen­ 


ter of a square of a cheesecloth, gather 
up the four corners to make a “bag” and 
hold it in the boiling water. Dip tomatoes 
into cold water, cut out all the core, slip 
off the skin and drop tomato into jar. If 
too large to go through mouth of jar, cut 
tomato into halves or quarterr — shake 
jar to settle pieces close together. Fill 
jar to Vt inch of top and carefully run a 
knife down between tomatoes and jar to 
bring up air bubbles. 
Wipe off anything spilled on top or 
threads of jar. Put dome lid on jar; 
screw band as tight as it will go without 
undue force. Process jars promptly by 
slowly lowering them into steaming — 
not boiling — water. Keep jars straight 
so entire bottom of each one will touch 
the water at the same instant. Put cover 
on canner, quickly bring water to boiling, 
and start to count processing time. Pro­ 
cess pints 35 minutes, quarts 45 minutes. 
Remove jars from canner and stand 
them out of a draft and several inches 
apart to cool. Don’t worry if tomatoes 
rise from the bottom of jar as they cool. 
Store the jars in a dark, dry place, and 
away from steam pipes or furnace. Nev­ 
er put a jar of canned food away until 
you know that it is sealed. 


Hot Frijo-ly Bowl 


A thick, chewy soup makes a perfect 
companion with hotdogs or hamburgers 
for a teenage sports feast. 


HOT FRIJO-LY BOWL 
Va cup chopped onion 
Va teaspoon chili powder 
I tablespoon butter or 
margarine 
I can (11V4 ounces) condensed 
bean with bacon soup 
I soup can water 
Vt cup cooked whole kernel corn 
In saucepan, cook onion with chili pow­ 
der in butter until tender. Add soup, 
gradually blend in water. Add corn. 
Heat; stir now and then. Makes 2 to 3 
servings. 


(Newspaper Enterprise Assn.) 


Wilsons have two children: Cari, ll, and 
Janice, 6 years old. 


TOMATO ROSE SALAD 
8 firm medium-size tomatoes 
2 8-ounce packages cream cheese 
Milk 
Red food coloring 
2 hard -cooked egg yolks, 
sieved 
I head lettuce 
Watercress 


Peel tomatoes and chill. Soften cheese 
with milk to a workable consistency. Tint 
to a pale pink with food coloring. 
Form petals on the tomato by using 
Form petals on the tomato by using 
one tablespoonful of cream cheese per 
petal. Starting at the top, draw the spoon 
downward with a curving motion against 
the side of tomato so that the cheese will 
form a petal on the edge of tomato. 
Make two rows, with four petals in each 
row. Experimentation will allow you to 
place the petals in various positions so 
that the tomato will resemble a rose in a 
closed position. Sprinkle sieved egg yolk 
in the center top of each rose to re­ 
semble pollen. 
Serve roses on base of crisp lettuce 
surrounded by watercress. Serve with 
Lemon French Dressing. Serves 8. 


LEMON FRENCH DRESSING 
1 cup salad oil 
2/3 cup fresh lemon juice 
1/3 cup granulated sugar 
lVfe teaspoons salt 
2 teaspoons paprika 
1 teaspoon grated onion 
4 drops red food coloring 
Mix ingredients together in a jar and 
shake well. Makes I 2/3 cups dressing. 
Serve in a saucedish or gravy boat and 
spoon over tomato rose salad before eat­ 
ing. 


FRESH SPINACH SALAD 
Vt cup salad oil 
Va cup wine vinegar 
Vt cup white wine 
2 tablespoons soy sauce 
I tablespoon sugar 
1 teaspoon dry mustard 
Va teaspoon curry powder 
Vt teaspoon salt 
Vt teaspoon garlic salt 
2/3 teaspoon freshly-ground 
V pepper 
2 bunches young fresh spinach 
(approximately 4 quarts) 
Vt pound lean bacon 
2 hard-cooked eggs, diced or grated 
Combine oil, wine, vinegar, soy sauce, 
sugar and other seasonings in a covered 
jar. Shake well and chill. 


Thoroughly wash spinach. Remove all 
stems and tear into bite-size pieces. Let 
set in cold water until ready to use. Dry 
slightly on towels. 
Dice bacon and fry until crisp. Drain. 
Just before serving, mix bacon and 
eggs with spinach. Shake dressing vigor­ 
ously and pour slowly over the salad 
while tossing it. 
Serve immediately. 
Serves 8. 


SWEET SOUR PORK 


2Vt pounds pork sliced 
from whole shoulder 
2 cups water 
1 teaspoon salt 
4 tablespoons soy sauce 
2 tablespoons sherry 
1/3 cup sugar 
4 tablespoons cornstarch 
4 tablespoons cider vinegar 
I 9-ounce can pineapple 
tidbits, plus juice 
4 to 6 cups prepared rice 


Have butcher remove bone and cut 
meat into one-inch cubes. Place in a two- 
quart saucepan. Add water, salt and soy 
sauce. Place on high heat and bring to a 
rolling boil. Reduce heat; cover sauce­ 
pan and simmer 50 minutes until tender. 
Drain off broth into a small saucepan 
and skim off floating fat. Add sherry and 
set aside. 
Make the sweet sour sauce by com­ 
bining sugar, cornstarch, vinegar and 1/3 
cup pineapple juice drained from tidbits. 
Blend in a saucepan until smooth con­ 
sistency. Slowly stir in meat broth over 
medium-high heat until sauce is thick 
and translucent, about five minutes, stir­ 
ring constantly. 
Add pork cubes and pineapple and 
warm through. Serve over cooked rice. 
Serves 8. 


A 
PICTURE of radish 
roses 
in a 


magazine provided the inspiration for 


Bill W right's Tomato Rose Salad. He 


encompasses 
tomatoes 
with 
pink- 


tinged cream cheese petals to 
re­ 


semble 
a 
partially-closed 
rose. 
A 


sprinkling of sieved egg yolk on top 


exemplifies pollen. Placed on lettuce 


leaves 
and 
garnished 
with 
water­ 


cress, the tomato roses make an ele­ 


gant salad for a formal dinner. 


Jams That Save Time And Pennies 


Unsweetened frozen blackberries, blue­ 
berries, raspberries and strawberries are 
fine for jams. Your favorite supermarket 
probably has them in 20 ounce plastic 
bags. They come ready to use so you 
don’t even need to defrost them. These 
berries require a little less sugar than 
fresh ones usually do. Jam s made by the 
following recipe are soft but not runny 
and are ready to be sealed in jelly jars 
when only a small rim of syrup forms 
after a spoonful of hot jam is dropped 


onto a chilled saucer. 
To make I to IVt pints of blackberry, 
blueberry, raspberry or strawberry jam 
use: 
1 20-ounce bag of unsweetened 
frozen berries 
2Vt cups sugar 
2 tablespoons lemon juice 
Put berries, sugar and lemon juice in 
preserving kettle. Stir over low heat until 
sugar dissolves. Increase heat and boil 
mixture rapidly, stirring often, until jam 


thickens. Quickly, skim off foam and 
pour hot jam to 1/8 inch of top of half­ 
pint, pint, or 12-ounce home canning jar. 
Put dome lid on jar; screw band tight. If 
it is to be stored for several weeks, pro­ 
cess 5 minutes in boiling-water bath. 


STRAWBERRY 
AND 
CRANBERRY 
JAM 
If you like the flavor but not cloy 
sweetness of strawberry jam, this one is 
for you. The cranberries may be either 


Time and Penny Saving Jams 


fresh or unsweetened frozen. If using 
fresh cranberries, look for bright red 
ones. 
To fill 3 or 4 half-pint jars use: 
I 20-ounce bag of frozen unsweetened 
strawberries 
I heaping cup (about IV* cup) fresh or 
frozen unsweetened cranberries 
2% cups sugar 
Va cup water 
Va teaspoon salt 
Combine all ingredients in preserving 
kettle. Stir over moderate heat until sug­ 
ar dissolves. Increase heat, and boil ra­ 
pidly until cranberries burst and jam 
thickens. Quickly skim off foam and pour 
hot jam to 1/8 inch of top of jar. Wipe off 
anything spilled on top or threads of jar. 
Put dome lid on jar; screw band tight. If 
it is to be stored several weeks, process 5 
minutes in boiling-water bath. 


APRICOT AND PINEAPPLE JAM 
Can this one in those 8-ounce jelly jars 
which come fitted with pretty lids and 
you will be prepared when a small gift is 
needed. 
For about 3 pints of jam use: 
I pound dried apricots 
I large, tart orange 
2Vt cups water 
3Vz cups sugar 
IV* cups crushed pineapple 
Va teaspoon salt 
Vt teaspoon ground ginger 
Rinse, drain and cut apricots into 
small pieces. Use sharp knife to remove 
thin yellow part of about half of the or­ 
ange peel. Discard the other half of peel. 
Cut orange into small pieces. Cut peel 
from which yellow part of rind was re­ 
moved into 3 w 4 pieces (these pieces are 
discarded before jam is canned). Cover 
apricots, orange and pieces of peel with 
the 2Vt cups water. Let stand several 
hours or overnight. Put soaked fruit and 
liquid in preserving kettle. Add sugar, 
pineapple (do not drain off juice), salt, 
and ginger. Cook over moderate heat un­ 
til sugar dissolves; then boil rapidly, 
stirring often, until mixture thickens. Do 
not overcook. Discard the organge peel. 
Skim off foam and pour hot jam to 1/8 
inch of top of home canning jar. Wine too 
and threads of jar. Put domVlid olT ja^ 
screw band tight. If it is to be stored 
several weeks, process 5 minutes in boil- 
mg-water bath. 


Mr. Bill Wright 


Tomato Rosebuds Blossom When He Cooks 
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Make A Good Day Better 
With Sunny 


If it’s one of those mornings when you 
wake up happy and want to share your 
feelings with the rest of the world, make 
a coffee cake and invite friends over to 
enjoy it. 
Sunny Coffe Cake is a moist and tender 
cake that is perfect for morning get-to­ 
gethers. A delightful flavor prevails be­ 
cause orange-flavored instant breakfast 
drink is an ingredient in both the cake 
and the crumb topping. It tastes delicious 
with coffee, of course, but for those who 
might prefer a cold drink, serve it with 
chilled orange juice. 
SUNNY COFFEE CAKE 
VA cups sifted 
all-purpose flour 
% cup sugar 
1 tablespoon instant breakfast 
drink—orange flavor 
2 teaspoons baking powder 
Va teaspoon salt 
1/3 cup shortening 
1 egg, well beaten 
% cup milk 
2 tablespoons sugar 
1 tablespoon instant breakfast 
drink—orange flavor 
Vz teaspoon cinnamon 
% cup soft bread crumbs 
2 tablespoons melted butter 
2 tablespoons chopped nuts 
Sift flour with Vt cup sugar, I table­ 
spoon instant breakfast drink, the baking 
powder, and salt. Cut in shortening. 
Combine egg and milk; add to flour mix­ 
ture and mix only until flour is damp- 


Coffee Cake 


ened. Spread half of batter in greased 
8-inch square pan. 
Mix 2 tablespoons sugar, I tablespoon 
instant breakfast (kink, and the cinna­ 
mon. Add bread crumbs and melted but­ 
ter; toss lightly. Stir in nuts. Sprinkle 
half of crumb muxture over batter in 
pan. 
Spread 
remaining 
batter 
over 
crumb fixture in pan; top with remain­ 
ing crumb mixture. Bake at 400 degrees 
for about 35 minutes or until cake tester 
inserted in center comes out clean. Serve 
warm with butter, if desired. Makes 9 
servings. 
Alternate Baking Pan; Cake may also 
be baked in greased 9-inch square pan 
for about 30 minutes. 


Food For Schools 


About 75 per cent of the food used in 
school lunch programs in the United 
States is bought by schools locally. The 
remainder is donated by the U.S. Depart­ 
ment of Agriculture. 
Engineered foods are being introduced 
in the federal school lunch program. 
They include a fortified breakfast cake 
with creamed filling, a lectured soy pro­ 
tein product and high-protein macaroni. 
The cake is designed to be served with 
milk, and the other two products, in com­ 
bination with meat or meat alternates. 


Sunny Coffee Cake 


Beati Shopping Tip 


When buying fresh snap beans look for 
fresh, bright appearance with a good 
olor for the yellow or green variety. Get 
oung, tender beans with pods in a firm, 
risp condition. 
A good diet provides high quality pro- 
iin for body growth and maintenance, 
s well as sufficient amounts of needed 
itannins, minerals and essential fatty 
cids to support the body functions and 
npply needed energy. 


'M i 
r n 
* ® 


The baked Alaska with which Presi­ 
dent Nixon surprised his Russian hosts in 
Moscow wasn’t the only hot ice cream 
around. The Dairy Research Digest, a 
trade publication, says a patent is pend­ 
ing on french fried ice cream. 
Scoops of almost any flavor are treated 
to resist heat before they’re fried for 15 
to 20 seconds in coconut oil heated to 360 
d e g r e e s . The confection reportedly 
emerges steaming but is edible almost 
immediately. When you bit into it, the 
cold ice cream mixes with the batter and 
makes it cool enough to eat. 


rn 
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CATERING 
5 1 5 5 -5 9 W. Addison - Open 7 Days a Week 
| 
Chicago, III. 60641 
City 61 Suburban Delivery j 
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We would like to send you a 
booklet containing all our 
fine assortments o f catering, 
in the hope that you might find 
listed the type o f food that would 
be most suitable for your 
particular needs. 
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CALL LINK'S 282-7474 
O r Come In and Let O ne of LIN K 'S 9 Counselor* Help You Plan Your Affair. 
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CORN COUNTRY 
PORK 


Steak 


USDA CHOICE 
BONELESS 


Lb. 


CAMPBELL'S 
VEGETABLE COCKTAIL 
46 Oz. Can 


ORCHARD PARK 
Lowfat 
Milk sa 


BATHROOM 
4 Roll 
Pkg. 
Northern Tissue 


CHEESE OR SAUSAGE 


John's Pizza 


MEDIUM, BROAD, EXTRA BROAD 


Gioia Noodles 


HAWTHORN MELLODY ASST. FLAVORS 


Sherbet 


MORTON FROZEN ASST. 


Pot Pies. 


Va Gal. 
. Ctn. 


8 Oz. 
Pkg. 


HAWTHORN MELLODY 
OR ORCHARD PARK 
Vitamin 
D Milk 


<s> 


Land O' 
Lakes 
Lb. Pkg. 


W ITH O N E B O N U S BOOKLET 


G O O D THRU AUG. 30TH 


W ith The Purchase O f 


3 Lbs. O r More O f 
Lean Ground Beef 


| Limit One Coupon Per Customer 


Effective Thru Aug. 26th, 1972 


With The Purchase O f 


2 Lb. Box O f Chicken O f The Sea 
Breaded Shrimp 


Limit One Coupon Per Customer 


Effective Thru Aug. 26th, 1972 


"HHP 
fleer 


b i 


With The Purchase O f 46 Oz. • 


Jar, N o G arik, Kosher, Polish 
Ma Brown Pickles 


limit One Coupon Per Customer 


Effective Thru Aug. 26th, 1972 


With The Purchase O f 


84 Oz. Pkg. O f Detergent 
Miracle White 


Limit One Coupon Per Customer 


Effective Thru Aug. 26th, 1972 


nat. 


rso- 
fleer 
b i 
Q rn rn rn 


With The Purchose O f In Nationals 
• With Hememan Bakeries 
Any Heineman 
Bakery Item 
Limit One Coupon Per Customer 


Effective Thru Aug. 26th, 1972 
bein. 


With The Purchase O f 
2 Lb. Tub O f Either Sliced Beef 
In BBO Sauce Or 
Gaucho Sliced 
Beef 'n Gravy 
Limit One Coupon Per Customer 
Effective Thru Aug. 26th, 1972 


i i U C U L A N l t i 
by (jill box 
CARNIVAL 
by Dick I urner 
IO— Section 6 
Thursday, A u g u s t 
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it I'It says my money will be cheerfully refunded, 
vouner man— CHEERFULLY!" 
SHORT RIBS 


THAT WINE HAS 
DONE WONDERS FOR YOU- 
MARK TRAIL 


— 
- 
“Maybe you should have a checkup, Elmo • • • you 
haven’t slept in church for a month!” 


by Ed Dodd 


YOUR COMPLEXION HAS 
IMPROVED. YOU SEEM MOPS 
VIBRANT 
EEK & MEEK 
by Howie Schneider 


WINTHROP 
by Dick Cevolli 


CA PTA IN EAST 


*Z£AKFA£T AZ U&UAL 
* AT THE L0P6E„.F0YLe 
\e dumbfounded• 


I PONT BELIEVE 
VOUVE MET MV 
FRIENDS- Ml£^ 
DUCEY WILDE AND 
CAPTAIN EA ^ Y i 


THE LITTLE W O M A N 


BY THE WAV, IY E JUBT 
HAP 50M B HAPPY N B W * 
BY p h o n e FRO M THE 
STA TEN - ABOUT M Y 
s o n t o m : 
H E S BEEN 
ZT'VV RATHER ILL IN 
f 
THE HOSPITAL,,, 
PID YOU KNOW 
V THAT FOYLE* 


by Crooks & Lawrence 
WHILE FAR FROM THE CANADIAN WILDERNE55.,, 


SIMPLE. MY 
\ Z 3 7 7 
DEAR. BAN ZAI! \ - T 
YOU DELIVER EA5Y k - 
AND I GUARANTEE 
(r = 
TO DELIVER. 
THE 600D21 _ _ 


THE BORN LOSER 
by Art Sansom 


“ Oh, yes, I ’m sure I can afford a 
ten-cent tip. I wouldn’t have 
given it to you otherwise.” 


HERES ADOR ALLOWANCE AKlpN OKM,£*Nfe,TW5 I 
/ I I 
RFJAFAABFR. A. FOO). AUD UK 
canoe 1^1 c k ADC 
K jfU L A ^ I ts 
REMEMBER, A FOOL AWP HIS 
ANOMER ARE -SOON BARTCH! 
V 


rHE G I U S 
ly Franklin Foliar 


P O L IC IE S ARE 
ON AAS! 


i s 


^OJHAT PID I Y ITWXCetW A. 
just le u . w 
y yxjw eR& 
TALKING ABOUT 
NVYX)R56LF! 


PROFESSOR PHUMBLE 


T D X 


/ 


A 


by Bill Yates 


W H O AM I ? ! THAT 
16 T H F Q UESTIO N 


• I AAU6 T CONTINUA 


TO ^K PU O P2£. 
p£-p.MAR5 SOME 
PA T TMF TJ2UTH 


M A T R F V F A L 


IT S E L F TO M F ! 


BOY? HF « 
A F F F fO T - 
M IN PFP— 


"lf VMI ask me, we're aet an Mir way ta the Olympic*, 
we're ia them.” 
King Feature. Syndical*, lac* It72. Wadi rigKia 


IT 'LL P P O 0 A 0 L T 
M F V F R O C C U R . 


TO H IM TO 


LO O K ON HI6 
pR|VFR/6 f 
l i c f n ^ f ! 
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FUNNY^US/NFSS 


AWD WOW, FOR A LU 
WOO P O S T A L S BO FFS. 


By Roger Bollen 


k £ £ i f qoo Rem em ber. 
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ARIES 


MA/?. 2/ 
t9 
8-10-24 
45-79-83 
& 


a),?: 


P s i- 


TAURUS 


-\ Af/?. 20 


' M A Y 20 
- 5-12-17 
35-51 


GEMINI 


M A Y 2f 


^ < r V JU N E 20 
<j\47-50-59-67 


M y 70-77-81-85 


CANCER 


JUNE 21 


$ ? & } J U L Y 22 


’O\33-40-54-57 
^63-66-73 


LEO 


^ 
JULY 23 


AU G . 22 
O f 9-26-3C-38 
S/61-71-82-87 


VIRGO 


AU G . 23 
I^SOT. 22 
X I 6-19-25-29 
X53-58-75 


S 
T 
A 
R 
G 
A 
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Bv CLA Y R. PO LLA N 


K f 
Your Daily Activity Guide 


V 
A c c o rd in g to the Stars. 
v 


To develop message for Thursday, 
read words corresponding to numbers 
of your Zodiac birth sign. 
31 Sincere 
1 Romance 
2 Keep 
< 
3 W ill 
4 Don't 
5 Hold 
6 Dealings 
7 Member 
8 Of 
9 Fine 
0 Opposite 
1 Don't 
2 Back 
3 See 
4 Probably 
5 Good 
6 Associates 
7 Your 
8 Turning 
9 M ay 
20 Point 
M 21 Be 
I 22 Overspend 
23 Happy 
24 Sex 
r 25 Be 
26 Day 
* 27 That 
5 28 But 
S 29 Inclined 
30 For 


Good 


32 Makes 
33 Loved 
34 You 
35 True 
36 Don't 
37 W ith 
38 Short 
39 Speak 
40 Ones 
41 Important 
42 And 
43 Gift 
44 In 
45 Fuss 
46 Individuals 
47 One 
48 Exciting 
49«Persona! 
50 Of 
51 Feelings 
52 Out 
53 To 
54 W ill 
55 On' 
56 Purchase 
57 Be 
58 Be 
59 Your 
60 Take 


I Adverse 


61 Trips 
62 Is 
63 Easier 
64 Affairs 
65 Indicated 
66 To 
67 Associates 
68 Fine 
69 Of 
70 In 
71 Or 
72 Turn 
73 Please 
74 No 
75 Impatient 
76 W ith 
77 A 


LIBRA 


SEPT. 23 


OCT. 2 2 & L & 
13-27-34-60/T> 
74:78-8± 8<?{±± 


SCORPIO 


OCT. 23 


NOV. 21 
I- 3-14-21 & 
23-42-48 
o . 
Z^. 


SAGITTARIUS 


NOV. 


DEC• 
2 1 A 
:. 2f. f>£* 
G S ’ 
36-39-52-69^ 
72-76-86-90®v 


CAPRICORN 


DEC. 22 


JA N . 19 V ^ : 
78 Unnecessary l l-22-28-43 
79 Over 
80 Impersonal 
81 Bad 
82 Surprise 
83 You 
84 Risks 
85 Mood 
86 Important 
87 Visits 
88 Basis 
89 Today 
90 Officials 
8/24 
Neutral 


56-62-68 


AQUARIUS 


J a n : 20 


EEB. 18 , $ * 5 
15-18-20-44/0 
[49-64-65 


PISCES 


FEB. 
{'Z n ?*/ )' 
MAR. 20' 
2- 6-37-41 
46-55-80-88 


Daily Crossword 


EID ! 


ACROSS 
~ 
I. African 
antelope' 
5. Fine 
wine’s 
attribute 
IO. Spanish 
province 
12. Congres­ 
sional 
aides 
13. Unwhole­ 
some 
practice 
(colloq.) 
(2 wds.) 
15. Mexican 
tree 
16. Forest 
openings 
17. Sharp 
18. Yearn for 
21. Skin 
25. Store 
• clerks, for 
example 
(2 wds.) 
27. Starch 
28. Cowpoke’s 
item 
29. Outdo 
30. — stroke 
33. Unfold 
(poet.) 
36. Hard 
time in an 
industry 
(2 wds.) 
38. Away 
39. Ascended 
40. Inched 
along 
41. Informa­ 
tion 


DOWN 
1. Frowned 
upon 
2. Elliptical 
3. Tease 
4. Ecclesias­ 
tical 
vestment • 


5. Of 
the bee 
‘ 6. Fam ed. 
fan 
dancer 
7. S-shaped 
molding 
8. State of 
disorder 
9. “ The . • 
Golden 
it 


l l . Boring 
tools 
14. Having 
insomnia 
17. German 
city 
18. Biblical 
king 
19. “ Casa­ 
blanca” 
piano 
player 
20. Travel 
regularly 


Yesterday’s Answer 


21. Dessert 
wine 
22. Spire 
ornament 
23. Guidonian 
note 
24. Hire 
26. Kind of 
egg 
29. — Alaska 
30. Extorted 
money 
from 


31. Rever­ 
berated 
32. “— 
homo” 
33. Thes­ 
salian 
mountain 
34. Sonneteer 
35. Sicilian 
city 
36. Pronoun 
37. Assistance 


25 


27 


36 


30 


40 


29 


28 


26 


37 


41 


33 
34 
35 
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DAILY CRYPTOQUOTE — Here’s how to work it: 
A X Y D L B A A X R 
is 
L O N G F E L L O W 


One letter simply stands for another. In this sample A is 
used for the three L ’s, X for the two O’s, etc. Single letters, 
•apostrophes, the length and formation of the words are all 
hints. Each day the code letters are different. 


CRYPTO Q UO TES 


M D K Z O F W O 
D F 
H S O 
M K D W O 
D L 


K Q H O F 
K F Z U 
H S O 
R O T H S 
B T H H Z O 


K Q 
B O T L K F 
D F 
H S O 
H S B K T H . - G K S F 


Q. 
P K U O L 


Yesterday’s Cryptoquote: T H E O N LY C U RE FO R V A N IT Y 
IS LA U G H TER , AND T H E O N LY F A U L T TH A T’S LAUGH- 
A B L E IS V A N IT Y .—H E N R I BER G SO N 
(© 1972 King Features Syndicate, Inc.) 
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money back 
P P P S 


Take advantage of us, we're moving everything 
around. WE must M O V E IT OUT. SO — prices have 
been drastically cut, BUY NOW ! SA VE NOW ! 
The New Topps is on the Move!!!! 


Listen For Our Unadvertised S p e c ia ls Over Our P. A. System During This Sale! 
Save 35%! 
Save 50%! Save up to 75%! 
LADIES' APPAREL 


LADIES' 
Better Dress 
CLEARANCE 


Values to $8.97 
*1*2*3 


LADIES' 
Canvas 
HANDBAGS 


The latest rage! 


50 


LADIES' 
BRAS 


Elastic insert, stitched 
cups, padded & unpadded. 


for*i 


LADIES' 
KNIT TOPS 
BLOUSES 
& SKIRTS 


and 


LADIES' 
SLACKS 
RIOT 


Corduroy and Wool, Solids 
and Prints. Sizes 8-18. 


Values to $8.97 
NOW 


LADIES' 
COTTON 
GOWNS 


and P.J.'s 


CHILDREN'S AND TODDLER'S APPAREL 


GIRLS' 
KNEE HI'S 


Orlon, nylon stretch 
Sizes 6-8 V i, 8-9 V i, 9-11 


Values to 88* each 


for 


GIRLS' 
PANTIES 


Cotton, Sizes 4-14 


Values to 58* 
4for 


GIRLS' 
SLACKS 


Cottons, acrylics, corduroy 
Sizes 2-14 


Values to $3.97 
OO 


SHORTS & 
Jamaica Sets 


Sizes 2-14 


Values to $3.97 


OO 


M EN'S AND B O Y 'S APPAREL 


MEN'S DRESS 
AND SPORT 
SHIRTS 


Long Sleeves, Sizes 1416-16 
Values to $4.97 


for 


MEN'S WORK 
Pants and Shirts 


Permanent Press 
Black Olive, Spruce Green 
and Grey. 
Sizes - Shirts S,M,L,XL. 
Pants 29-42. 
$900 
£i Each 


MEN'S 


FLARE SLACKS 


Sizes 28-38 


Values to $6.97 


*300 


BOYS' 
Long Sleeve 
SPORT SHIRTS 


Sizes 8-18 
Values to $2.68 
OO 


JUNIOR BOYS' 
SLACKS 


Sizes 3-7 


Values to $1.58 
88c 


DOMESTICS AND HOME FURNISHINGS 


VELOUR 
BATH TOWELS 


Assorted patterns 


Reg. $1.98 Value 
99c 


CURTAINS 
No iron, permanent press 


60"x24" 


60''x36" 


Valance. 


sooo 
. ta 


$3°o 


$|50 


Indoor - Outdoor 
CARPET 
RUNNER 


24"x60" 


$1.50 Value 
99 


POLYESTER 
KNITS 


Assorted colors, 
Values to $2.99 Yd. 


Now Only 
99 


CERAMIC 
MUGS 


Large selection, 
assorted patterns 


Reg. 79c 
44* 


26 GALLON 
TRASH CAN 
LINERS 


35 Ct. Package 
Value $1.59 


NOW 
88C 


OTHER TREMENDOUS VALUES FROM ALL OVER THE STORE! 


POLOS 
GIRLS' 


Assorted patterns 
SWEATERS 


and colors. Sizes 2-14 
CARDIGANS 
Values to $2.97 
Sizes 2-14 


$ 1 0 0 


Values to $3.97 


$ 2 ° ° 
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Assorted 
CENTERPIECES 
3 for* 100 
2 lo iU “ 
Values to $ I each 


4 Tray 
TACKLE BOX 


Reg. $12.99 
$ 3 9 9 


Summer Windshield 
WASHER PREMIX 
I Gallon Size 


Regular O 
$ I OO 
88* it for 
I 


24" PORTABLE 
GRILL 
Regular $6.69 


NOW *2" 


18" Briggs & Stratton 
LAWN MOWER 
Regular $44.99 


NOW 30 6 ONLY 


GIFTWARE 
ITEMS & LAMPS. 
1/2 OFT 
The Original Price 


[ E S 
ROLLING MEADOWS 
Kirchoff Road and Meadow Drive 


V Doily IO - IO I 


k Sunday 1 0 - 6 1 
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The Search For Mental Health 
Child’s Emotional Development Important To Health 


(This column is presented by Forest 
Hospital, 
in 
Des 
Plaines, 
a 
fully- 
accredited 135-bed hospital, known for its 
intensive programs in psychiatric treat­ 
ment, research, education and commu­ 
nity service.) 
There are a number of reasons for tak­ 
ing a young child to the doctor regularly 
during his first six years of life. Aside 
from inoculations to prevent childhood 
disease and visits to cure childhood dis­ 


■ 
■ 
. 
\ . 
■ 
M I 
a 
- 
f 


k 
* f r*News 


: 
•; ’■> 
/% £ ■ ' ■ 
* % ■ a 
S S S S a 


................................. . ii 
i r n . m w .n i 


EDITOR’S NOTE: Veterans and their 
families are asking thousands of ques­ 
tions concerning the benefits their Gov­ 
ernment provides for them through the 
Veterans 
Administration. 
Below 
are 
some representative queries. Additional 
information may be obtained at any VA 
office. 
Q — MY UNCLE a veteran of World 
War I, needs domiciliary care. Is this 
care available at VA facilities? 
A — Yes, VA has 16 of these facilities. 
Suggest you advise your uncle of this. 
Any VA office will help him file an appli­ 
cation for this benefit. 
* 
* 
• 
Q — I WAS separated from service two 
years ago and wonder if I am eligible for 
a business loan? 
A — No, unless your tour of duty in­ 
cluded service during World War II or 
the Korean Conflict, and you did not use 
your business loan entitlement. While 
Congress provided this benefit for World 
War II and Korean Conflict veterans, it 
is not available to post Korean Conflict 
veterans and servicemen still on active 
duty. 
Q — WHAT SHOULD I do if my VA 
benefit check does not arrive on time? 
A — Two things, a) Wait long enough 
to be sure the mails have cleared, b) 
Write to the VA regional office which has 
your claim file, including your name if 
you’re a veteran, or the deceased veter­ 
an’s name if it is a death claim, and 
your claim number. Never write the 
Treasury Department, as this will only 
prolong the delay in receiving your 
check. 
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Q — AS PRESIDENT of my local 
church group, people ask me. questions 
on many subjects including social secur­ 
ity. Because so many of the members 
are interested in social security, would it 
be possible to have someone speak to 
our group? 
A — Yes, contact your local social se­ 
curity office. They will be happy to pro­ 
vide a speaker for your organization. If 
the group is in Arlington Heights, Buffalo 
Grove, 
Inverness, 
Palatine, Prospect 
Heights, Rolling Meadows or Wheeling 
you can write to the Social Security Ad­ 
ministration, 120 W. Eastman, Arlington 
Heights, 111. 60004. In Des Plaines, Elk 
Grove Village, Mount Prospect, Niles, 
Park Ridge and Rosemont, write Social 
Security Administration, 770 Lee St., Des 
Plaines, 111. 60016. For other areas, call 
239-7000 for information about your local 
office. 
• 
* 
* 
Q — I HAVE recently moved and am 
23 years old. Do I have to report my 
change of address to Social Security? 
A — Your 
change of adress does 
not 
have to be reported 
unless you are re­ 
ceiving monthly social security checks. 
* 
* 
* 
Q — I’M 66 and getting monthly social 
security retirement checks. I’m also 
working part time for a church nursery. 
Since the church has not decided to cov­ 
er my part-time work by social security, 
can these earnings affect my monthly 
checks? 
A — Yes, if your total earnings for the 
year go over $1,680. Earnings from any 
work, whether or not covered by social 
security, have to be included in figuring 
the amount of your earnings that may 
affect benefits due your for a year. 
However, income from 
savings, 
in­ 
vestments, pensions and insurance does 
not count. 
\ 
1 
* 
* 
* 


Q — I’LL BE 65 near the end of this 
year and I’m planning to retire then. 
Since my earnings up to the time I retire 
will be well over $1,680, should I delay 
applying for retirement payments until 
early next year? 
A — Definitely not. You should apply 
for payments about 3 months before 
your 65th birthday. Regardless of your 
earnings for the year, you can still get a 
social security payment for any month in 
which you neither earn $140 in wages nor 
perform substantial services in self-em­ 
ployment. You should also apply for 
Medicare protection before you are 65, 
whether or not you plan to retire. 


ease it’s very important the physician be 
given the chance to check a child’s emo­ 
tional as well as physical development. 
Frank Rafferty, M.D., professor of 
child psychiatry at the University of Illi­ 
nois Medical School thinks that many 
parents neglect visiting the pediatrician 
regularly after the first six months of 
their child’s life. 
“Children can show signs of emotional 
difficulty in the first few months of life,” 
explained Dr. Rafferty, “but a parent 
doesn’t always recognize the difficulty. If 
something unusual occurs — usually it 
would be a disturbance in eating, sleep­ 


ing or motility patterns — the parent 
may consult the pediatrician who in turn 
suggests they wait and see what hap­ 
pens. Tile problem is that the parent 
doesn’t always bring the child back with­ 
in six months or a year. Consequently 
disturbances cannot be followed up on by 
the physician. 
ACCORDING TO Dr. Rafferty some­ 
thing that expresses itself in one way at 
one age expresses itself differently at an­ 
other age. “A lot of things develop in 
children for future use. Verbal skills de­ 
velop rapidly in the 16 to 18 month old 
child and yet in some ways these verbal 


skills will not be tested to a considerable 
degree until he’s 6 years old and starting 
school. 
“His playing with other children may, 
in the meantime, be disturbed but no one 
is asking him to meet a minimum stan­ 
dard and some rather fantastic things 
get passed by. 
“An example: I just saw a child whose 
parents noticed she was afraid of things 
as a 3-year-old. She was afraid of other 
children as a 4-year-old and fearful of 
school as a 6-year-old. She was afraid of 
aggressive behavior as a 7 and 8-year-old 
but all the way her parents just kept say­ 


ing she’s just a scaredy cat and they let 
it go until at age 13 she had a full-blown 
schizophrenic episode. No one thought of 
seeing a professional/’ 
DR. RAFFERTY thinks ifs very im­ 
portant for a physician to see a child 
when he reaches the age of 3. “Mentally 
retarded children need preschool educa­ 
tion and if the retardation can be de­ 
tected at 3, the child has a distinct ad­ 
vantage. 
“Once a child gets into school,” Dr. 
Rafferty continued, “he may have emo­ 
tional problems which are related to his 
neighborhood or school district. 
We 


know, for instance, that a certain propor­ 
tion of children will not be able to deal 
with the standard curriculum of the first 
grade. This doesn’t mean that they’re re­ 
tarded or ill or slow but in terms of the 
complexity of development there are 
some children who won’t be able to de­ 
velop tasks presented to him in the first 
grade.” 
Dr. Rafferty believes that it is impor­ 
tant for the psychiatrist to be involved in 
the school system so he can help the sys­ 
tem find the crucial places for change 
intervention that would benefit the indi­ 
vidual child. 
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CARTRIDGE INK PEN 


Rag. 
7 8 t - 4 D a y s ^ £ 
£ 


•Sheaffer pen 
with 7 refills.63 


“PEANUTS" GLUE 
Rag. 59*—4 Day. 


4 -o i.* n o n ­ 
toxic liquid. 38.* 


FELT-TIP MARKERS 
Rag. 
871-971 
£ 


IO*pack. Fine 
or broad tip. M M M M 


4-IN-1 NOTE 
574 —4 Days 


120 sheets, 
3 dividers. 


FINE LINE M ARKER PEN 


s a 
TRI-FOLD BINDER 
Rag. 2.47—4 Days 


Has clip pad, 6 
pockets. Vinyl. 


RED 
BLUE 
BLACK 
$J97 
FOR 
BOX OF 24 CRAYONS 
Reg.371 —4 Days 
£ 


Fine Crayola® 
color crayons. M ^ M M M 


WATERCOLOR SET 
Rag. 6 7 * - 4 Days B M M M £ 


Tray, brush, 
and 16 colors. M m 


20-PAK #2 PENCILS 
Reg. 564 —4 Days M M M M £ 


Fine q u ality 
wood pencils. 


W e d b e f ie l d 


I 
W M B 
CONS’ 


A O T P & J 
,tm nm. 
aammn 
, 


BOND TYPING PAPER 
Rag. 77*—4Daysi 


250 sh e e ts, 
8^x11" paper.58* 


[ © O O 
CONSTRUCTION PAPER 
Rag. 5 8 t—4 D ays^M M M £ 
Pad of 9x12" 
colored paper.43 


13 BIC* SCHOOL PENS 


3 stick 
bail 
point pens. 27 


CELLOPHANE TAPE 
Rag. 19 9 - 4 DaysM t 
M M rn 


8 OO x J4 " wide; 
^M 
in dispenser. M 


% a 
• 
• 
• 
• 


Mu*. Black 
Cold. Rad 


2-POCKET FOLDERSl 


8 y , x i i 
c o l o r s .432 


AVERY* LABEL MAKER 


Mag. J.88 For long - 
■ l r 
lasting tape labels. 
rn 
774, % x144" Plastic Tape, 584 


PALATINE PLAZA 


■ 
H 
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MARKET PLACE 
ARLINGTON MARKET 
RANDHURST SHOPPING CENTER 
WOODFIELD MALL 
239 E. NORTHWEST HWY. 
‘755 WEST GOLE ROAD 
12 N. DRYDEN AVE. 
RT. 83 and RT. 12 (RAND ROAD) 
• • 
RT. 53 & 58 (GOLF ROAD) 
PALATINE 
DES PLAINES 
ARLINGTON HEIGHTS 
MOUNT PROSPECT . 
SCHAUMBURG 
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NOW WORLD OF ART 
CONSOLIDATED 


WITH EVERY PURCHASE 
WITH EVERY PURCHASE) I 
T 
W 
^ 
Zp^i 


CONSOLIDATED 
OFFICE MACHINES & EQUIPMENT 


M ANUAL PORTABLES 
S YEAR GUARANTEE 


Royal All Motel 
Keg $49.95 
$ 3 3 .8 8 
Olivetti Valentino Toh. Keg $69 50 
$ 3 9 .8 8 
Royal Sprite............. Keg $59.00 
$ 3 9 .8 8 
Underwood 315 DeluxeReg. $69.50 
$ 4 9 .8 8 
Remington............... Reg. $89.50 
$ 4 9 .8 8 
Olivetti tatters 32.......Reg $74 SO 
$ 5 4 .8 8 
Adler Contessa.......... Keg $79 50 
$ 5 9 .8 8 
Underw ood 450..... 
Reg. $89 50 
$ 6 3 . 8 8 
Studio 45............. Reg $89 SO 
$ 6 7 .8 8 
Hermes 3000..... .... Keg $129 50 
$ 9 7 .8 8 


ELECTRIC PORTABLES 
5 YEAR GUARANTEE 


Royal 
Keg $129 50 
$ 7 9 .8 8 
Olivetti Lettera 36. 
Keg. $149.50 
$ 1 0 9 .8 8 
Brother 1230............Keg $19900 
$1 3 5 .8 8 
Remington 612......... Keg SI99 OO 
$ 1 3 9 .8 8 
SCM120............... Keg $185 SO 
$ 1 4 9 .8 8 
Olivetti Praxis........ Keg. $295.00 
$ I 7 6 .8 8 
SCM 250..... ......... Reg $260OO 
$ 1 7 9 .8 8 


ADDERS 


Olivetti Elf............... Keg $99 50 
$ 4 9 .8 8 
Commodore 201.........Reg. $109 50 
$ 5 3 .8 8 
Royal 734...............Keg. $129.50 
$ 5 9 .8 8 
Olivetti Underwood ..Keg. $105.50 
$ 5 9 .8 8 
Olivetti Quanta......... Reg. $105.50 
$ 6 5 .8 8 
Victor 74...............Reg. $119.00 
$ 7 5 .8 8 
Olivetti Quanta 2 0 ......Reg. $139.50 
$ 8 9 .8 8 
Victor 1*4............... Reg. $139.50 
$ 8 9 .8 8 
Olivetti (TOR 8-4....... Reg $175.50 
$ 9 8 .8 8 


ELECTRONIC CALCULATOR 
Rapidman AC-DC 
Keg. $119 00 
$ 7 9 .8 8 
MEI 1200.............. Reg. $164.50 
$ 7 9 .8 8 
Royal............... . 
Reg. $249.00 
$ 9 9 .8 8 
Unicom BOI.. 
Reg. $229.00 
$ 1 7 9 .8 8 
Olivetti 024 
Reg $425 OO 
$ 2 6 9 .8 8 
Sanye Printer..........Keg. $495.00 
$ 2 9 9 .8 8 
Cosie Printer.......... Keg. $635.00 
$ 3 4 9 .8 8 


W e also carry Royal, Olympia, Remington, Hermes, Smith Corona, 
Brother, Unicom, Casio, Sanyo, Victor, Craig, Commodore, 
Sharp, Cannon, Adler, IBM , Cimtron, Bohn, Etc. 


Headquarters For All Olivetti Machines 
C o n s o lid a te d 
I 5 2 2 E Algonquin 
/I O 7 OO IO 
r r |/*p 
J Block_Wesf of Elmhurst Rd. iRt 83 u 
I A 
A rlington Height* 
MACHINES & 
I 57 ^ N o r th w e s t Hwy. 
O O O 
0 1 7 0 
E q u ip m e n t 
Park Ridge 
823-3172 


H O U R S: O pen Doily 8:30 to 6 
Thursday 8:30 to 9 
Saturday 9:30 to 5 
Closed Sunday 


r-O U R ART SELLS ITSELF 


Division of Camrose Art of Illinois, Inc. 
1520 East Algonquin Road 
I Block West of Elmhurst Rd. (Rf. 83) 
Arlington Hts., III. 
439-021 2 


Mon., Tues., Wed. A Fri. 
9:00 e m. lo 5:00 p.m. 


Thursday 
9:00 a.m. lo 8:00 p.m. 


Saturday 
9.30 a m. lo 3:30 p m. 


Up To 40% Off 


jre<S*5{ 
On Original Oil Paintings 
• 
n \ O ' ' 
> i 
v 
r ifV q U t 
- 
American - Canadian - European 
7 . 
p O t ^ 
Landscapes - Florals - Seascapes - Portraits 
^O q . 
^4 
Still Life - Street Scenes - Boats and Harbors 
® 
^ 
Contemporary American Watercolors 


Signed Lithographs (Lim ited Editions) 


Distinctive Prints 
• 
* 
M e ta l Sculptures 


W a ll G r o u p in g Accessories 


F ra m ed A n d G la ss W o rk s O f A rt 
Ready To Hang 
1900 


Th 
O 
f f i c e 
* 
The NOW 


"HURRY! At these 
Prices . . . they won't last long!" 
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Easy Li vin’ With Seafood 


Leftover Pork Teams With Fruit 


Assure your easy livin’ this summer by 
taking advantage of this fish story. 
You’ll win favor with family or guests 
when you serve Swiss Salmon, a new, 
easy-do recipe developed by the Bureau 
of Commercial Fisheries. Salmon steaks 
are combined with two other flavor fa­ 
vorites to create a taste sensation that 
will spark appetites, satisfy hunger, and 
have them coming back for seconds. This 
recipe requires only a little time to pre­ 
pare — the salmon steaks are browned 
on each side until flaky, then warmed in 
the oven while the onions are cooked un­ 
til tender and golden. While the onions 
cook, mix the third flavor ingredient, 
chicken stock base, with water and boil 
until the liquid is reduced, about 2 to 3 
minutes. Serve the sauce over the salm­ 
on and onions and your easy-livin’ entree 
is ready to enjoy. 


When time is short there is always 
“Time For Seafood,” a full-color recipe 
booklet developed especially for the 
homemaker in a hurry. Fish and shell­ 
fish are natural timesavers and the reci­ 
pes in this booklet were chosen with the 
hurried homemaker in mind. For your 
copy, send 45 cents to the Superintendent 
of Documents, U.S. Government Printing 
Office, Washington, D.C. 20402 and ask 
for “ Time For Seafood,” Fishery Market 
Development Series No. 12. 


SWISS SALMON 
2 pounds salmon steaks, 
fresh or frozen 
1 teaspoon salt 


Va teaspoon pepper 
Va cup flour 
% cup butter or 
margarine 
iVz cups coarsely chopped 
or thinly sliced onions 
2 teaspoons chicken 
seasoned stock base 


Curly Salad Greens 


A green that deserves wider use is de­ 
licious escarole. It has a slightly bitter 
flavor, and crisp, broad, flat leaves with 
a rather frilly edge. Excellent served for 
itself, it makes a fine salad with a simple 
French dressing. It is also very good in a 
mixed green salad since its taste and 
texture are different from crisphead let­ 
tuce, the most popular salad green. Es­ 
carole is actually a straight-leaved end­ 
ive. 


Curly endive is another green that 
merits more attention. It looks like a 
handsome, curly fem and tastes very 
crisp and green. These crunchy-fresh 
greens are high in vitamin “ A” and low 
in calories. A whole pound of endive, for 
instance, has only 90 calorias, so you can 
imagine that a single salad won’t set you 
back much as far as your diet is con­ 
cerned. 


Cooking Bag Safety 


The secret to successful, accident-free 
cooking in the new oven-cooking bags is: 
Follow the manufacturer’s instructions. 


Irene Downey, University of Illinois as­ 
sistant professor of foods, pointed out 
that cooking meat in the new bags and 
wraps helps eliminate the mess that gen- 
e r a l l y a c c o m p a n i e s oven-roast­ 
ing. However, tile new bags have been 
known to burst in use. But that need not 
happen. Where problems have occurred, 
the user ignored the instructions, accord- 
i n g 
to 
Food 
and 
Drug 
Adminis­ 
tration FDA) investigations. 


For safe and proper use of oven bags 
and wraps, the FDA and the manufac­ 
turers offer these suggestions: 


—To help protect against bag bursting 
and release of hot fats and juices, coat 
the inside of the bag or wrap with one 
tablespoon of flour. This is not necessary 
if a seasoning or sauce mix accompanies 
the bag. 


Use the bag in a pan that is large 
enough to contain the entire bag and is 
at least two inches deep. It’s important 
that the pan be deep enough to hold all 
liquids that may be released during cook­ 
ing. 


Follow instructions on the package. 
For instance, manufacturers advise that 
you “ vent” the bag by poking a few 
small holes in the top of it. This practice 
allows excess steam to escape. 


Although remote, oven mishaps can oc­ 
cur with any type of oven cooking. In the 
heat and leave the oven door closed. 


Five Little Words 


Five little words could add so much to 
our nutrition when it comes to serving 
snacks. 
The five little words are “ Have a piece 
of fruit.” 
Fresh fruits are vitamin and mineral 
foods according to the United Fresh 
Fruit and Vegetable Assn. They give a 
feeling of refreshment and well-being 
with their light textures and delicate fla­ 
vors. 
Naturally sweet fruits satisfy the appe­ 
tite without depressing it for main meals 
to come. They are great for an energy 
pick-up that doesn’t squander a calorie 
budget, carefully planned to avoid gain­ 
ing weight. 
Check seasonal fruits as they come and 
go in the market, fresh and juicy. Put 
them into the refrigerator in a regular 
place for the family to look for macks. 
You’ll have the satisfaction of knowing 
that good nutrition is being well-observed 
at your house. 


Vz cup boiling water 
Lime wedges 
Thaw frozen steaks. Sprinkle both 
sides of fish with salt and pepper. Roll in 
flour. Melt gutter in a 12-inch fry pan. 
Place fish in a single layer in hot butter. 
Fry at a moderate heat for 4 to 5 min­ 
utes or until brown. Turn carefully. Fry 
4 to 5 minutes longer or until fish are 
brown and flake easily when tested with 


a fork. Place fish on a platter in a warm 
oven. Cook onions in remaining butter in 
fry pan for 4 to 5 minutes or until golden 
brown. Place onions on top of fish. Dis­ 
solve chicken base in boiling water. Pour 
stock into bot fry pan and boti rapidly, 
stirring constantly, for 2 to 3 minutes or 
until sauce is reduced to 3 to 4 table­ 
spoons. Pour sauce over onions. Serve 
with lime wedges. Makes 6 servings. 


An unusual dish using leftover roast 
pork includes a cereal such as groats, 
bulgar or brown rice, and red cherries. 
This is a hearty dish to serve with a sal­ 
ad, a homemade bread and fruit for des­ 
sert. It makes a different casserole for 
summer pitchins. 
PORK WITH CHERRIES 
I cup buckwheat groats, 
coarse Kasha, bulgar 
or brown rice 
Vt cup butter 
I tablespoon liquid gravy 
seasoning and browning 


sauce 
2V2-3 cups diced roast pork 
I cup chopped onions 
I one-pound can sour 
red pitted cherries, * 
drained* 
I pint dairy sour cream 
I chicken bouillon cube 
Ginger 
Saute the cereal in half the butter. Mix 
liquid gravy seasoning and browning 
sauce with 2 cups of water and pour over 
cereal. Bring to a boti, cover and cook 
over low heat until tender, about 30 min­ 


utes. Turn cereal into a shallow baking 
dish, spread with the diced pork. Saute 
onion 
in 
remaining butter, 
stir 
in 
cherries, sour cream, bouillon cube dis­ 
solved in a little hot water and ginger to 
taste (usually about Vi teaspoon). Spoon 
this mixture over the cereal and pork 
layers. Bake in a preheated moderate 
oven, 350 degrees, for 35 minutes. Makes 
5 to 6 servings. 


(•Or use same amount pineapple tidbits 
or cooked pitted prunes.) 


(Newspaper Enterprise Assn.) 
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Lady Scott 
Facial Tissue 
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ASSORTED COLORS 
Skippy Creamy 
Peanut Butter 


Kelloggs 
Pop Tarts 


CHOICE OF BLUEBERRY. 
B STRAWBERRY 
OR CINNAMON 


Limit 
T h rtt' 
box 
of 200 


Limit 
Tw o' 
Limit 
Two 
11 -oz. 
pkg. 


Limit 
Two 


Welch’s 
Grape Jelly 


3 7 c 
\ J 
§ 20-oz. 


Compare Nays Back 
To School Values 


Crayola 
CRAYONS 


^'Hereat Br, U,ani Colors 


Crayola 
Crayons 
o 


84 COUNT 


' box 
Of 64 


500 Count 
Filler Paper 


C pkg. 
I 
of 500 


' 


Ll*1 


Bio 
. 
Clio Pen 


Dial-A-Matte 
Combination Lock 


EASY TO READ DIAL 


Hytone 
Colored 
Filler 
Paper 


180 ct wide 


$144 
| each 


y 


Thermos Lunch 
Kit Assortment 
144 


•ach 


Filled Binder 
W/Clip 
93.1 
i\ 


________ 
Ct 


c* . 
C8 
\ — 
C* 


c* 
• 
Ct 


\ 


C* 
8 * 


^ =:=r::i:=::T ^ o r e lc o 
A 


5 Drawer 
Ready-To- 
Finish Chest 


SMOOTH SANDED 


PONDEROSA PINE 
199 
each 


p l 


Nite Watch Hi 
Intensity Desk 
Lamp 


$ ^ 9 9 
a # 


Triple 
Header 
Electric 
Shaver 


r n 


% 


N 
each 


20 Lb. King O’ 
Clubs Charcoal 


20-lb. 
bag 


Hawthorn 
Pipes 
MANY STYLES TO CHOOSE FROM - GENUINE 
IMPORTED BRIAR 
C 


Liquor Department 
.. MD WM 


VITAMINS 


Ultra Med 
Vitamin E Capsule 


IOO INTERNATIONAL UNITS 


$ 2 * 9 


C © « t tP a £ 
* * o u t w e a r 
p r i c e s o n f o o 


Men’s 
Tire Sandals 
SIZE 7-12 
BUCK OR TAN 
41 


btl. 
of 100 


STROH'S BEER 


6 PAK . . . 12 OZ. CANS 


Multi-Vitamins 
For Children 
ULTRA-MED - 
CHEWABLE WITH IRON 
$ 2 3 8 
btl. 
pf 250 


(Limit two six-packs) 


Wolfschmidt 
Vodka 
80 PROOF 
$088 
JC h fifth 


Gordons 
Gin 


90 PROOF - LONDON DRY 
$766 
J VSt-gal. 


Sunnybrook 
Straight Whiskey 


80 PROOF 
33 
fifth 


PROOF 


House of Stuart 
Scotch 


86 PROOF 
88 
fifth 


Multi Vitamins 
For Children 


ULTRA-MED - CHEWABLE 


With 
Iron 
BtL o f 
250 


h t s 


Tab-A-Day 


ULTRA-MED - 
ONE-A-OAY VITAMINS 
76 


GALLO 
SPAN'ADA 
WINE 


85Bankers 
Blended Whiskey 


< 
SHI 


T E S'I a b l 1 


btl. 
OI 250 


Desert 
Boots 
BOYS' SIZES 3V4-6 
MEN S SIZES 6V*-12 


***** 


$199 
I Par 


Ladies’ Ecology 
Print Canvas Shoe 


3IZESS-10 
99 
pair 


Bicycle Shoes 
BOYS SIZES 3-6, MENS’ SIZES 
7-12. ASSORTED COLORS 


boys 
mens 


Basketball Shoe 
BU C K OR WHITE - LOW 
CUT - YOUTH SIZES 10ft - 2| 
BOYS SIZES 2ft-6 - 
MEN S SIZES 6ft-11 


Child’s 
Tennis Shoe 


RED OR NAVY - SIZES 9 TO 12| 


Ladies Stack 
Heel Sandal 


Assorted Styles 
Sizes 5-10 


Windsor 
Supreme 
80 PROOF - 
CANADIAN WHISKY 


nsnar 
Vitamin C 
Tablets 
ULTRA-MED - CHEWABLE - I 
58 
btl. 
of IOO 


Charge Your Purchases 
At May’s With Bank 
Americard and Master 
Charge 


COMPLETE SELECTION OF EVERYDAY CAROS 


by "f '(mf KOU! - J l f f f i y j 


WINE 
Cold Bear 
Wine 
l(lh 
’K - iL ^ R T E D F R ^ M PORTUGAL; 
Isabelle Rose’ 
Wine 


IOO PROOF - LIQUOR 
. ^ ^ 
------------------- --------------------------------- „ 
m 
Southern 
$089 Isabelle Rose’ 
$129 
Comfort 
titlh ^ 
___________ 


"Our Price Protection Policy guarantee th**# price* to bt effective Jrom Wednesday. August 23rd, through Tuesday, August, August 29,1872, regardless of cost increases." 


M M I 


B Complex With 
Vitamin C 


ULTRA-MED - CAPSULE 


$2 ” 
btl. 
of IOO 


d 
e 


R c x a ll 


w 
a 
y 


D R U G 


1755 W. CENTRAL 
ARLINGTON HEIGHTS 


